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A TYPICAL 
AMATEUR STATION 


Chapter One 


Introduction to Radio 


THE field of radio is a division of the much larger field of 
electronics. Radio itself is such a broad study that it is still 
- further broken down into a number of smaller fields of which 
only shortwave or high-frequency radio is covered in this 
book. Specifically the field of communication on frequencies 
from 3.5 to 500 megacycles is taken as the subject matter for 
this work. 

The largest group of persons interested in the subject of 
high-frequency communication is the more than 80,000 radio 
amateurs located in nearly all countries of the world. Strictly 
speaking a radio amateur is anyone interested in radio non- 
commercially, but the term is ordinarily applied only to those 
hobbyists possessing transmitting equipment and a license from 
the government. 

It was for the radio amateur, and particularly for the serious 
amateur, that most of the material in this book was originally 
developed, particularly the equipment shown; however, in each 
_ equipment group simple items are also shown for the student 
and beginner. The principles of high-frequency radio are of 
course identical whether the equipment is used for commercial 
of non-commercial purposes; and the equipment differs little 
- for either purpose, the principal difference being that commer- 
cial equipment is usually made to be as reliable as possible 
with less regard to cost while amateur equipment must often 
be constructed for as little cost as possible. 


Amoteur 
Radio 


Amateur Radio was suspended for the duration 
of the war, but as this book goes to press it has 
been substantially restored. It is a fascinating 
hobby with several phases. So strong is the fascination offered 
by this hobby that many executives, engineers, and operators 
enjoy amateur radio as an avocation even though they are also 
engaged in the radio field commercially. It captures and holds 
the interest of many people in all walks of life, and in all 
countries of the world where amateur activities are permitted 
by law. 

Although amateur radio is considered “only a hobby’ by 
the general public, its history contains countless incidents of 
technical achievement, particularly in the now widely used 
high frequencies which were developed by amateurs while 


engineers still considered them generally useless. The old adage 
that necessity is the mother of invention has been more than 
true in amateur radio, for the average amateur has limited 
funds which he can afford to devote to his hobby, and many 
an attempt to do something more cheaply has also resulted 
in doing it better. 

Amateurs are a fraternal lot; their common interest makes 
them “brothers under the skin.” When visiting strange towns 
an amateur often looks up friends with whom he has become 
acquainted over the air; even if he knows no amateurs in a 
given vicinity his amateur call usually makes him more than 
welcome. Amateur radio clubs have been formed all over the 
country; meetings feature both elementary and advanced tech- 
nical talks, study sessions and code classes, social contacts, and 
“eats.” Veteran amateurs met at such meetings will “give a 
hand” to the newcomer; among those met at club meetings 
will usually be found some other newcomers, one of whom 
should be selected if possible as a study companion; such a 
companion is particularly useful when it comes to learning 
the radio code. 

Amateurs have tendered much public service through fur- 
nishing communications to and from the outside world in 
cases where disaster has isolated an area by severing all wire 


communications. Amateurs have a proud record of heroism 


and service in such occasion. Many expeditions to remote 
places have been kept in touch with home by communication 
with amateur stations on the high frequencies. The amateur’s 
fine record of performance with the “wireless’’ equipment of 
World War I has been surpassed by his outstanding service in 
World War II. By the time peace came in the Pacific in the 
summer of 1945, many thousand former amateur operators 
were serving in the allied armed forces. They had supplied 
the army, navy, marines, coast guard, merchant marine, civil 
service, war plants, and civilian defense organizations with 
trained personnel for radio, radar, wire, and visual communi- 
cations and for teaching. 

Some amateurs revel in contacts with far-distant countries; 
these are called “dx’’ men. Others specialize in relaying mes- 
sages. Some are tireless experimenters, getting as much pleasure 
from building, improving, and tearing down equipment as 
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Figure 1. f 
The continental (or International Morse) Code is used for all radio communications. DO NOT memorize from the printed page; 


code is a language of SOUND, and must not be learned visually; learn by listening as explained in the text. : fy 


from actual operation on the air. Others prefer not to spe- 
cialize, but simply to “chew the rag” with any other amateur 
whom they may happen to contact on the air. 

Amateurs often refer to themselves as “hams”; the origin 
of this slang term is obscure, but its use is well-established; it 
does not imply poor ability or worse as in the phrase “ham 
actor’; in fact many hams are also prominent radio engineers 
in their working hours. 


Station and 
Operator Licenses 


Every radio transmitting station in the 
United States no matter how low its power 
must have a license from the federal gov- 
ernment before being operated; some classes of stations must 
have a permit from the government before even being con- 
structed. And every operator of a transmitting station must 
have an operator’s license before operating a transmitter. 
There are no exceptions. Similar laws apply in practically 
every major country. 

To secure an amateur operator's license from the Federal 
Communications Commission, you must be a citizen of the 
U.S.A., master the radio code, know how amateur transmitters 


and receivers work and how they must be adjusted, and be : 


familiar with the laws and regulations pertaining to amateur 
operators and stations. Examinations consist of a written the- 
oretical examination and a code test; the required code speed 
is 13 words per, minute, both sending and receiving. 


When you start to prepare yourself for the ama- 
teur or other examination you will find that the 
citcuit diagrams, tube characteristic curves, and 
formulas appear confusing and difficult of understanding. But 
after a few study sessions one becomes sufficiently familiar 
with the notation of the diagrams and the basic concepts of 
theory and operation so that the acquisition of further knowl- 
edge becomes easier and even fascinating. 


Starting 
Your Study 


As it takes considerable time to become proficient in senna 
and receiving code, it is a good idea to intersperse technical — 
study sessions with periods of code practice. Many short code — 
practice sessions benefit one more than a fewer number of | 
longer sessions. Alternating between one study and the other 
keeps the student from getting “stale” since each type of seudy 
serves as a sort of respite from the other. 

When you have practiced the code long enough you ae ie 


able to follow the gist of the slower sending stations. ‘Many 


stations send very slowly when working other stations at great 
distances. Stations repeat their calls many times when calling — 
other stations before contact is established, and one need not 
have achieved much code proficiency to make out. thet calls” 
and thus determine their location. zs 
Granted that it is advisable to start in with learning the we 28 
you will want to know how to go about mastering it in the 
shortest time with the least amount of effort. | 
The Code The applicant for an amateur license must ts 
able to send and receive the Continental Code 
(sometimes called the International Morse Code) at a speed 
of 13 words per minute, with an average of five characters to _ 
the word. Thus 65 characters must be copied consecutively 


without error in one minute. Similarly 65 consecutive charac- 


ters must be sent without error in the same time. Code tests _ 


usually last about five minutes; if 65 consecutive characters ers. 
at the required rate are copied correctly anywhere during the 
five-minute period, the applicant is usually. a to have = . 


passed the test successfully. ms 
A code speed of 16 words per minute is required ‘fot ee Bets 


_ lowest class of commercial radio Uechane’ s license. Higher 


classes require greater speeds. _ 

If the code test is failed, the applicant must wait at least 
one month before he may again appear for another test. 
Approximately aie of amateur oleae fail to ee the 


itions. Then if you slow down a little due to nervousness 
5 test ee eal will not prove fatabe en 


emorizing O There is no shortcut to code proficiency. To 
e Code. “3 

. nings of diligent application, but considerable 
€ is required to build up speed. The exact time required 
ies upon the individual's ability and the regularity. of 


ile the speed of learning will naturally vary greatly 
different individuals, about 70 hours of practice (no 


ang Since code reading requires that individual letters be recog- 
nized instantly, any memorizing scheme which depends upon 
orderly sequence, such as learning all “dah” letters and all 
ait letters: in separate groups, is to be discouraged. Before 


on signs, in papers, indoors and outdoors. Tackle two 
ional letters i in the code chart each day, at the same time 
iewing the characters already learned. 

Avoid memorizing by routine. Be able to sound out any 
le r immediately without so much as hesitating to think 
about the letters preceding or. following the one in question. 
Know C, for example, apart from the sequence ABC. Skip 
about among all the characters learned, and before very long 
sufficient letters will have been acquired to enable you to spell 


out simple words to yourself in “dit dahs.’”’ This is interesting 


_ vowels first and the most common consonants next. 
Actual code practice should start only when the entire 
ee the numerals, period, comma, and question mark 
: have been memorized so thoroughly that any one can be 
sounded without the slightest hesitation. Do not bother with 
other punctuation or miscellaneous signals until later. 


Sound — 


Each letter and figure must be memorized by its 
= = not Sight 


sound rather than its appearance. Code is a sys- 
: tem of sound communication, the same as is the 
spoken word. The letter A, for example, is one short and one 


be remembered as such, and not as “dot dash. 
ee s you listen to the sound of a letter transmitted slowly by 
an experienced operator, you will notice how closely the dots 
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a te breaics than the required speed under ordinary © 


-memorize the alphabet entails but a few eve-_ 


exercise, and for that reason it is good to memorize all the. 


long sound in combination sounding like dit dah, and it must | 
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Diagram. iMustroting relative lengths of dashes and spaces 

referred to the duration of a dot. A dash is exactly equal in 

duration to three dots; spaces between parts of a Jetter equal 

one dot; those between letters, three dots; space between 

words, five dots, Note that a slight increase between two parts 
of a letter will make it sound like two letters. 


resemble the sound dit and the dashes dab. 

You must learn the individual sounds of each code signal 
so that you associate these instantly with the various specific 
characters for which they stand. If you attempt to learn by 
visualizing the dots and dashes, you will never be able to trans- 
late them into the characters for which they stand with any 
degree of speed, so avoid any visualization right from the start. 


Time, patience, and regularity are required to learn 
the code properly. Do not expect to accomplish it 
within a few days. 

Don’t practice too long at one stretch; it does more harm 
than good. Thirty minutes at a time should be the limit. 

Lack of regularity in practice is the most common cause 
of lack of progress. Irregular practice is very little better than 
no practice at all. Write down what you have heard; then 
forget it; do not look back. If your mind dwells even for an 
instant on a signal about which you have doubt, you will miss 
the next few characters while your attention is diverted. 

Take it easy, do not become confused or nervous. Try to 
ignore the presence of other persons. If you find that they 
make you nervous, it is a good idea to ask some friends to 
stand near you and talk with each other while you are prac- 
ticing. After a few sessions you will become accustomed to 
external sounds and they will bother you.no more, 

Each person can learn only so fast; do not try to exceed your 
natural rate or you will become overanxious and actually slow 
down your progress. 

While various automatic code machines, phonograph rec- 
ords, etc., will give you practice, by far the best practice is to 
obtain a study companion who is also interested in learning 
the code. When you have both memorized the alphabet you 
can start sending to each other. Practice with a key and 


Practice 


_ oscillator or key and buzzer generally proves superior to all 


automatic equipment. Two such sets operated between two 
rooms are fine—or between your house and his will be just 
that much better. Avoid talking to your partner while prac- 
ticing. If you must ask him a question, do it in code. It makes 
more interesting practice than confining yourself to random 
practice material. 

When two co-learners have memorized the code and are 
ready to start sending to each other for practice, it is a good 
idea to enlist the aid of an experienced operator for the first _ 
practice session or two so that they will get an idea of how 
properly formed characters sound. 

When you are practicing with another beginner don’t gloat 
if you seem to be learning to receive faster than he. It may be 
that his sending is better than yours. Remember that the 
quality of sending affects the maximum copying speed of a 


‘beginner to a very large degree. If the sending is bad enough, 
the newcomer won't be able to read it at all and even an old- 
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“jitters” or an “‘off day.” 


Speed should not be increased to a new level until the stu-— 
dent finally makes solid copy with ease for at least a five- 
minute period at the old level. How frequently increases of _ 
speed can be made depends upon individual ability and the 
amount of practice. Each increase is apt to prove disconcerting, 
‘you are never ean when you are com- 


but remember ‘ 
fortable.” 


A number of amateurs are sending code practice on the 
air on schedule once or twice each week; excellent practice 
can be obtained after you have bought or constructed your 
receiver by taking advantage of these sessions. A stamped, 
self-addressed envelope accompanying an inquiry to the 
American Radio oy Peneue, West Hartford, S ogee 


Figure 4. 
The above list of mixed character groups (similar to cipher 
codes) will be found to be excellent for practice; the succeed- 
ing characters cannot be guessed as when working from straight 
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text. 


timer may have trouble getting the general drift of ane you 
are trying to say. 
During the first practice period the speed should be such 
that substantially solid copy can be made without strain. Never 
mind if this is only two or three words per minute. In the 
next period the speed should be increased slightly to a point 
where nearly all of the characters can be caught only through 
conscious effort. When the student becomes proficient at this — 
new speed, another slight increase may be made, progressing 
in this manner until a speed of about 16 words per minute is 
attained if the object is to pass the amateur 13-word per min- 
ute code test. The margin of 3 w.p.m. is recommended to over- 
come a possible excitement factor at examination time. Then 
when you take the test you don’t have to worry about the 
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. inute ie the benefit of someone learning the code and 
receiving practice. When sending at, say, 5 w.p.m., 
jividual letters should be made the same as if the Sead 
vere about 10 w.p.m., except that the spacing between 


is 0 us. The letter L, for instance, will then sound exactly 
es me at 10 Pages as at 5 es and when the speed is 


ing es moderately fast a longer space can be left 


re time to identify the letter. 


“Tf you find that you have a ‘tendency towards irregularity, 
ice. those characters which give you trouble no matter 


sh 25 that which they Sack between succeeding dots, 
is making it sound like TS. Similarly, make sure that you 
ot leave a longer space after the first dot in the letter C 
nee between other parts of the same letter; DITEEW Ise 


Once: you have memorized the code thoroughly 
you should concentrate on increasing your 
receiving speed. True, if you have to practice 
th | another newcomer a is learning the code with you, 


: oo. ; 


scause it is Sn easy to learn to send rapidly, 
ally when no particular care is given to the quality of 
ae many ces who have jest received their licenses 


; ie their own period of initiation and a are 2 ane too glad 


yee a your Sieteniag speed,” 


veen letters for a given code speed, thus giving the student — 


pe Patient and considerate if you tell them that you are a - 


and then to request 
send more slowly when they come ; back at you at the. 


Figure 5. 
PROPER POSITION OF THE FINGERS FOR OPERATING 
A TELEGRAPH KEY. 


The fingers hold the knob and act as a cushion. The hand rests 
lightly on the key. The muscles of the forearm provide the 
power, the wrist acting as the fulcrum. The power should not 
come from the wrist, but rather from the forearm muscles. 


Figure 5 shows the proper position of the hand, 
fingers and wrist when manipulating a telegraph 
or radio key. The forearm should rest naturally 
on the desk. It is preferable that the key be placed far enough 
back from the edge of the table (about 18 inches) that the 
elbow can rest on the table. Otherwise, pressure of the table 
edge on the arm will tend to hinder the circulation of the blood 
and weaken the ulnar nerve at a point where it is close to the 


Using 
the Key 


‘surface, which in turn will tend to increase fatigue consider- 


ably. 

The knob of the key is grasped lightly with the thumb along 
the edge; the index and third fingers rest on the top towards 
the front or far edge. The hand moves with a free up and 
down motion, the wrist acting as a fulcrum. The power must 
come entirely from the arm muscles. The third and index 
fingers will bend slightly during the sending but not because 
of deliberate effort to manipulate the finger muscles. Keep 
your finger muscles just tight enough to act as a “cushion” 
for the arm motion and let the slight movement of the fingers 
take care of itself. The key’s spring is adjusted to the individual 
wrist and should be neither too stiff nor too loose. Use a mod- 
erately stiff tension at first and gradually lighten it as you 
become more proficient. The separation between the contacts 
must be the proper amount for the desired speed, being some- 
what under 1/16 inch for slow speeds and slightly closer 
together (about 1/32 inch) for faster speeds. Avoid extremes 
in either direction. 

Do not allow the muscles of arm, wrist, or fingers to be- 
come tense. Send with a full, free arm movement. Avoid like 
the plague any finger motion other than the slight cushioning 
effect mentioned above. 

Remember that you are using different muscles from those 
which you have used previously. Give them time to become 


_ accustomed to the new demands which you put upon them. 


Stick to the regular hand key for learning code. No other 
key is satisfactory for this purpose. Not until you have thor- 


oughly mastered both sending and receiving at the maximum 


speed in which you are interested should you tackle any form 
of automatic or semi-automatic key such as the Vibroplex 
(“bug”) or the “sideswiper.”’ 

Difficulties Should you experience difficulty in increasing 
your code speed after you have once memorized 
the caraciate there is no reason to become discouraged. It is 
more difficult for some people to learn code than for others, | 
but there is no justification for the contention sometimes made 
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that “some people just can’t learn the code.” It is not a mat- 
ter of intelligence; so don’t feel ashamed if you seem to experi- 
ence a little more than the usual difficulty in learning code. 
Your reaction time may be a little slower or your coordination 
not so good. If this is the case, remember you can still learn 
the code. You may never learn to send and receive at 40 
w.p.m., but you can learn sufficient speed for all non-commer- 
cial purposes and even for most commercial purposes if you 
have patience, and refuse to be discouraged by the fact that 
others seem to pick it up more rapidly. 

Never write down dots and dashes to be translated later. 
If the alphabet has actually been mastered before hand, there 
will be no hesitation from failure to recognize most of the 
characters unless the sending speed is too great. 

When the sending operator is sending just a bit too fast for 
you (the best speed for practice), you will occasionally miss a 
signal or a small group of them. When you do, leave a blank 
space; do not spend time futilely trying to recall it; dismiss 
it, and center attention on the next letter; otherwise you'll miss 
more. Do not ask the sender any questions until the trans- 
mission is finished. 

Two or three w.p.m. over your comfortable speed is suffi- 
cient; do not let the sender go faster, or you will miss so much 
as to become discouraged. “Pushing” yourself moderately 
develops speed just as pushing your muscles develops physical 
strength. 

To prevent guessing and get equal practice on the less com- 
mon letters, depart occasionally from plain language material 
and use a jumble of letters in which the usually less com- 
monly used letters predominate. 

As mentioned before, many students put a greater space 
after the dash in the letter B than between other parts of the 
same letter so that it sounds like TS. C, F, Q, V, X, Y and Z 
often give similar trouble. Make a list of words or arbitrary 
combinations in which these letters predominate and practice 
them, both sending and receiving until they no longer give 
you trouble. Stop everything else and stick at them..So long 
as they give you trouble you are not ready for anything else. 

Follow the same procedure with letters which you may tend 
to confuse such as F and L, which are often confused by be- 
ginners. Keep at it until you always get them right without 
having to stop even an instant to think about it. 

Watch particularly the length of your dashes. They must 
be equivalent to three dots, neither more nor less. Avoid 
dragging them out or clipping them off. Non-uniform dashes 
are a sure sign of a poor operator. 

If you do not instantly recognize the sound of any character, 
you have not learned it; go back and practice your alphabet 
further. You should never have to omit writing down every 
signal you hear except when the transmission is too fast for 
you. 

Write down what you hear, not what you think it should 
be. It is surprising how often the word which you guess will 
be wrong. 

While a slow learner can ultimately get his “13 per’ by 
following the same learning method if he has perseverance, 
the following system of auxiliary practice oftentimes proves of 
great aid in increasing one’s speed when progress by the usual 
method seems to have reached a temporary standstill. All that 
is required is the usual practice outfit plus an extra operator. 
This last item should be of good quality, guaranteed to pay 
proper attention to spacing. 

Suppose we call the fellow at the key the teacher and the 
other fellow the student. Assume the usual positions but for 
the moment lay aside paper and pencil. Instead the student 
will read from a duplicate Rewspaper the same text that the 
operator is sending. 


The teacher is to start sending at a rate just slower than 
the student’s top speed judged by his last test. This will allow 
the student to follow accurately each letter as it is transmitted. 
After a warming-up period of about one minute the sending 
speed is to be increased gradually but steadily and continued 
for a period of five minutes. An equal rest period is beneficial 
before the second session. Speed for the second period ought 
to be started at half-way between the original starting speed 
and the speed used at the end-of the first period. Follow the 
same procedure for the second and third practice periods. 

At the start of the third reading practice period the student 
should start copying immediately, using the same text as 
before at a speed just above his previous copying ability. It 
will be found that one session of the reading practice will for 
the time being increase the student’s copying ability from 10 
to 20%. The teacher should watch the student and not in- 
crease the sending speed too much above his copying ability 
as this brings about a condition of confusion and is more 
injurious than beneficial. 


All good operators copy several words behind, that 
is, while one word is being received, they are writ- 
ing down or typing, say, the fourth or fifth previous — 
word. At first this is very difficult, but after sufficient practice 
it will be found actually to be easier than copying close up. It 
also results in more accurate copy and enables the receiving 
operator to capitalize and punctuate copy as he goes along. 
It is not recommended that the beginner attempt to do this 
until he can send and receive accurately and omits ease at a 
speed of at least 12 words a minute. 

It requires a considerable amount of training to dissociate 
the action of the subconscious mind from the direction of the 
conscious mind. It may help some in obtaining this training 
to write down two columns of short words. Spell the first 
word in the first column out loud while writing down the first 
word in the second column. At first this will be a bit awkward, 
but you will rapidly gain facility with prattice. Do the same 
with all the words, and then reverse columns, 

Next try speaking aloud the words in the one column while 
writing those in the other column; then reverse columns. 

After the foregoing can be done easily, try sending with 
your key the words in one column while spelling those in the 
other. It won't be easy at first, but it is well worth keeping 
after if you intend to develop any real code proficiency. 
Do not attempt to catch up. There is a natural tendency 
to close up the gap, and you must train yourself to over- 
come this. 

Next have your code companion send you a word either 
from a list or from straight text; do not write it down yet. Now 
have him send the next word; affer receiving this second word, 
write the first word. After receiving the third word, write the 
second word; and so on. Never mind how slowly you must 
go, even if it is only two or three words per minute. Stay 
behind. 

It will probably take quite a number of practice sessions 
before you can do this with any facility. After it is relatively 
easy, then try staying two words behind; keep this up until 
it is easy. Then try three words, four words, and five words. 
The more you practice keeping received material in mind, the 
easier it will be to stay behind. It will be found easier at first 
to copy material with which one is fairly familiar, then gradu- 
ally switch to less familiar material. 


Copying 
Behind 


The two practice sets which are described 
in this chapter are of most value when 
you have someone with whom to practice. 
Automatic code machines are not recommended to anyone 
who can possibly obtain a companion with whom to practice, 


Automatic Code 
Machines 
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' Figure 6. 


THE SIMPLEST CODE PRACTICE SET CONSISTS OF 
A KEY AND A BUZZER. 


The buzzer is adjusted to give a steady, high-pitched “whine.” 
If desired, the phones may be omitted, in which case the buzzer 
should be mounted firmly on a sounding board. Crystal, mag- 
netic, or dynamic earphones may be used. Additional sets of 
phones should be connected in parallel, not in series. 
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Figure 7. 2 
SIMPLEST TYPE VACUUM-TUBE CODE PRACTICE 
OSCILLATOR. 


Power is furnished by a dry cell and a 41/-volt “C” battery. 

if the 0.006-ufd. capacitor is omitted, a higher pitched note 

will result. The note may have too low a pitch even without 

the capacitor unless the smallest, least expensive audio trans- 

former available is used. The earphones must be of the mag- 

netic or dynamic type since the plate current of the oscillator 
must flow through the phones. 


“someone who is also interested in learning the code. If you 
are unable to enlist a code partner and have to practice by 
yourself, the best way to get receiving practice is by the use 
of a tape machine (automatic code sénding machine) with 
several practice tapes. Or you can use a set of phonograph 
code practice records. The records are of use only if you have 
a phonograph whose turntable speed is readily adjustable. The 
tape machine can be rented by the month for a reasonable fee. 
Once you can copy about 10 w.p.m. you can also get re- 
ceiving practice by listening to slow sending stations on your 
receiver. Many amateur stations send slowly particularly when 
working far distant stations. When receiving conditions are 
particularly poor many commercial stations also send slowly, 
sometimes repeating every word, Until you can copy around 
- 10 w.p.m. your receiver isn’t of much use, and either another 
Operator or a machine or records is necessary for getting 
receiving practice after you have once memorized the code. 


Code Practice If you don’t feel too foolish doing it, you can 
Sets secure a measure of code practice with the 

help of a partner by sending “dit-dah” mes- 
sages to each other while riding to work, eating lunch, etc. It is 
better, however, to use a buzzer or code practice oscillator in 
conjunction with a regular telegraph key. 

As a good key may be considered an investment, it is wise 
to make a well-made key your first purchase. Regardless of 
what type code practice set you use, you will need a key, and 
later on you will need one to key your transmitter. If you get 
a good key to begin with, you won't have to buy another one 
later. 

The key should be rugged and have fairly heavy contacts. 
Not only will the key stand up better, but such a key will 


; Figure 8. 
THE CIRCUIT OF FIGURE 8 IS USED IN THIS BAT- 
TERY-OPERATED CODE PRACTICE OSCILLATOR. 

A tube and audio transformer essentially comprise the oscillator. 
Fahnestock clips screwed to the base-board are used to make 
connection to the batteries, key, and phones. 


contribute to the “heavy” type of sending so desirabie for radio 
work. Morse (telegraph) operators use a ‘light’ style of send- 
ing and can send somewhat faster when using this light touch. 
But, in radio work static and interference are often present, 
and a slightly heavier dot is desirable. If you use a husky key, 
you will find yourself automatically sending in this manner. 

To generate a tone simulating a code signal as heard on a 
receiver, either a mechanical buzzer or an audio oscillator may 
be used. Figure 6 shows a simple code-practice set using a 
buzzer which may be used directly simply by mounting the 
buzzer on a sounding board, or the buzzer may be used to 
feed from one to four pairs of conventional high-impedance 
phones. 

An example of the audio-oscillator type of code-practice set 
is illustrated in Figures 7 and 8. Any type of battery-filament 
tube may be used in this circuit to make up a satisfactory 
“howler” for code-practice work. The circuit is described in 
Figure 7. 


THE AMATEUR BANDS 


3.500- 4.000—A1 (780-meter band’) 
3.850- 4.000—A3, Class A only (’75-meter phone’’) 
7.000- 7.300—A} . (“40-meter band”) 
14,000- 14.400—AT (“20-meter band”) 
14.200- 14.300—A3, Class A only (”20-meter phone”’) 
27.160- 27.430—AO, Al, A2, A3 
A4, FM (“11-meter band”) 
28.000- 29.700—Al1 ("10-meter band’) 
28.500- 29.700—A3 (10-meter phone”) 
29.000- 29.700—FM (“10-meter FM‘’) 
50.000- 54.000—Al, A2, A3, A4 ( 6-meter band’’) 
52,500- 54.000—FM (“ 6-meter FM’’) 
144,000- 148.000—A0, Al, A2, A3, A4, FM (except see 
below) (“2 meters’’) 
144.000- 146.500—Within 50 mi. of Honolulu, Seattle, and 
Wash. D.C, 
235.000- 240.000—AO, Al, A2, A3, A4, FM (“114 meters”) 
420.000- 450.000—A0, Ai, A2, A3, A4, A5, FM (Peak ant. 


pwr. 50 watts) 


1,215.000- 1,295.000 
2,300,.000- 2,450.000 
3,360.000- 3,500.000 
5,650.000- 5,850.000 
10,000.000-10,500.000 
21,000.000-21,500.000 
All above 30,000.000 
All frequencies are in megacycles. AO means unmodulated car- 
rier, Al means c-w telegraphy, A2 is modulated cw., A3 is 
radiotelephony with amplitude modulation, A4 is facsimile, 
A5 is television, FM is frequency modulation either for tele- 
’ graphy or telephony. 


AO, Al, A2, A3, A4, A5, FM, Pulse 


Chapter Two 


Fundamentals of Electricity — 


m hadio. a : | aa 


ALL matter is made up of approximately 94 fundamental 
constituents commonly called elements. These elements can 
exist either in the free state such as iron, oxygen, carbon, cop- 
per, tungsten, and aluminum, or in chemical unions commonly 
called compounds. The smallest unit which still retains all the 
original characteristics of an element is the atom. ; 

Combinations of atoms, or subdivisions of compounds, result 
in another fundamental unit, the molecule. The molecule is 
the smallest unit of any compound..All reactive elements when 
in the gaseous state also exist in the molecular form, made up 
of two or more atoms. The nonreactive or noble gaseous ele- 
ments helium, neon, argon, krypton, xenon, and radon are 
the only gaseous elements that ever exist in a stable atomic 
state at ordinary temperatures. 


The Atom An atom is an extremely small unit of matter 
—there are literally billions of them making up 
so small a piece of material as a speck of dust. But to under- 
stand the basic theory of electricity and hence of radio, we 
must go further and divide the atom into its main components, 
a positively charged nucleus and a cloud of negatively charged 
particles that surround the nucleus. These particles, swirling 
around the nucleus in elliptical orbits at an incredible rate of 
speed, are called orbital electrons. 

It is upon the behavior of these electrons that depends the 
study of electricity and radio, as well as allied sciences. Actu- 
ally it is possible to subdivide the nucleus of the atom into 
other particles: the proton, nuclear electron, negatron, positron, 
and neutron; but this further subdivision can be left to quan- 
tum mechanics and atomic physics. As far as radio theory is 
concerned it is only necessary for the reader to think of the 
normal atom as being composed of a nucleus having a net 
positive charge that is exactly neutralized by the one or more 
orbital electrons surrounding it. 

The atoms of different elements differ in respect to the 
charge on the positive nucleus and in the number of electrons 
revolving around this charge. They range all the way from 


hydrogen, having a net charge of one on the nucleay and one 
orbital electron, to plutonium (of atom bomb usage) with a : 
net charge of 94, and 94 orbital electrons. The number of 
orbital electrons is called the atomic number of the element. Seok 

From the above it must not be thought that the electrons . Set 
revolve in a haphazard manner around the nucleus. Rather, © 
the electrons in an element having a large atomic number te 
grouped into “‘shells” having a definite number of electrons. 
The only atoms in which these shells are completely filled are 
those of the inert or noble gases mentioned before; all other 
elements have one or more uncompleted shells of electrons. If 
the uncompleted shell is nearly empty, the element is metallic” 
in character, being most metallic when there is only one elec- OSG 
tron in the outer shell. If the incomplete shell lacks only one ar es 
or two electrons, the element is usually non-metallic. Elements — 
with a shell about half completed will exhibit both non- 2 
metallic and metallic character; carbon, silicon, and — Sie aes 
are examples of this type of element. Sig Sen 

In metallic elements these outer-shell electrons are rather pec 
loosely held. Consequently, there is a continuous helter- skelter pied 
movement of these electrons and a continual shifting from one 
atom to another. The electrons which move about in a sub-— 

stance are called free electrons, and it is the ability of these 
electrons to drift from atom to atom which makes possible the: 
electric current. 

If the free electrons are numerous and loosely held, the ele- 5 
ment is a good conductor. On the other hand, if there are few 
free electrons, as is the case when the electrons in an outer 
shell are tightly held, the element is a poor conductor. If there 
are virtually no free electrons, as a result of the outer shell — 
electrons being tightly held, the element is a good insulator. ~ 


2-1 Fundamental Electrical Units and Relationships | 
Electromotive Force: | The free electrons in a conductor move — 
Potential Difference | constantly about and change their ee S 
tion in a haphazard manner. To pions 
duce a ditt of a or electric current along a wire it is?: 


be 


NehGent atoms at the 
ns on the wire in order 
' _ electrons continues 


ve a 
the ne ae haa Ree ae will act as 
iv las with nase to the other 


he lice Ae an “electromotive force con- 
stitutes an electric current. This— drift is in 


“net movement” in » either ‘one ¢ direction or the 


See SUD. 


flow of electricity is stated in amperes. 
; the coulomb, A coulomb is equal to 
, and when this quantity of electrons flows 
p every ‘second, : a current of one ampere is 


source ss fies the conductor 


; — 


_ Resistance 


re are two units of measurement associated _ 
urrent, and they are often confused. The ( 
Insulators 


cette, it has nee been an | 


ositive flow: in ihe opposite dicectfon to the 
An ion is an atom, molecule, or particle which 
either: ack one or more electrons, or else has an excess of one 
or more electrons.) 

In radio work the terms “electron flow” and “current” are 
becoming accepted as being synonymous, but the older termi- 
nology is still accepted in the electrical (industrial) field. 
Because of the confusion this sometimes causes, it is often 


safer to refer to the direction of electron flow rather than to the | 


direction of the “current.” Since electron flow consists actu- 
ally of a passage of negative charges, current flow and alge- 
braic electron flow do pass in' the same direction. 


The flow of current in a material depends upon 
the ease with which electrons can be detached 
from the atoms of the material and upon its molecular struc- 
ture. In other words, the easier it is to detach electrons from 
the atoms the more free electrons there will be to contribute 
to the flow of current, and the fewer collisions that occur 
between free electrons and atoms the greater will be the total 


electron flow. < 


The opposition to a steady electron flow is called the resist- 
ance of a material, and is one of its physical properties. The 
resistance of a uniform length of a given substance is directly 
proportional to its length and specific resistance, and inversely 
proportional to its cross-sectional area. A wire with a certain 
resistance for a given length will have twice as much resistance 
if the length of the wire is doubled. For a given length, dou- 
bling the cross-sectional area of the wire will halve the re- 
sistance. 


The resistance also depends upon temperature, increasing — 


with increases in temperature for most substances (including 
most metals), due to increased electron acceleration and hence 
a greater number of impacts between electrons and atoms. 


However, in the case of some substances such as carbon and 


glass the temperature coefficient is negative, which means that 
the resistance decreases as the temperature increases. This is 
also true of electrolytes. The temperature may be raised by the 
external application of heat, or by the flow of the current itself. 
In the latter case, this is due to the fact that heat is generated 
when the electrons and atoms collide. (See Heating Effect.) 

The unit of resistance is the ohm. Every substance has a 
Specific résistance, usually expressed as ohms per mil-foot, 
which is determined by the material’s molecular structure and 
temperature. A mil-foot is a piece of material one circular mil 
in area and one foot long. Another measure of resistivity fre- 
quently used is expressed 1 in the units microhms per centimeter 
cube. 


_ In the molecular structure of many mate- 
tials such as glass, porcelain, and mica all 
electrons are tightly held within their orbits 


F 
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TABLE OF RESISTIVITY 


Resistivity in Temp. ee of ye 
i ; sistance per °C at 20° 
Material erated ites cube c. 
0.0049 
0.003 to 0.007 
0.0038 


Aluminum 
Brass 
Cadmium 


Chromium f ; 5 : 0.00 


Copper 0.0039 
Iron ? 8 0.006 

_ Silver 0.004 

- Zine : : q 0.0035 
Nichrome 0.0002 

_ Constantan 0.00001 
Manganin 0.00001 
Monel 0.0019 


Ye 
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and there are comparatively few free electrons. This type of 
substance will conduct ‘an electric current only with great 
difficulty and is known as an insulator. An insulator is said to 
have a high electrical resistance. 

On the other hand, materials that have a large number of 
free electrons are known as conductors. Most metals, those 
elements which have only one or two electrons in their outer 
shell, are good conductors. Silver, copper, arid aluminum, in 
that order, are the best of the common metals used as conduc- 
tors and are said to have the greatest conductivity, or lowest 
résistance to the flow of an electric current. 


These units are the volt, the ampere, and 
the ohm. They were mentioned in the pre- 
ceding paragraphs, but were not completely 
defined in terms of fixed, known quantities. 

The fundamental unit of current, or rate of flow of elec- 
tricity is the ampere. A current of one ampere will deposit 
silver from a specified solution of silver nitrate at a rate of 
1.118 milligrams per second. 

The international standard for the ohm is the resistance 

offered by a column of mercury at 0° C., 14.4521 grams in 
mass, of constant cross-sectional area and 106.300 centimeters 
in length. The expression megohm (1,000,000 ohms) is also 
sometimes used when speaking of very large values of resist- 
ance. 
A volt is the e.m.f. that will produce a current of one am- 
pere through a resistance of one ohm. The standard of electro- 
motive force is the Weston cell which at 20° C. has a potential 
of 1.0183 volts across its terminals. This cell is used only for 
reference purposes in a bridge circuit, since only an infinitesimal 
amount of current may be drawn from it without disturbing 
‘its characteristics. 


Fundamental 
Electrical Units 


Ohm‘s Law The relationship between the electromotive 
force (voltage); the flow of current (amperes). 
and the resistance which impedes the flow of current (ohms), 
is very clearly expressed in a simple but highly valuable law 
known as Ohm’s law. This law states that the current in am- 
peres is equal to the voltage in volts divided by the resistance 


in ohms. Expressed as an equation: 


LS 

R 
If the voltage (E) and resistance (R) are known, the cur- 
rent (I) can be readily found. If the voltage and current are 
known, and the resistance is unknown, the resistance (R) is 


E 
equal ee When the voltage is the unknown quantity, it 


can be found by multiplying I x R. These three equations 
are all secured from the original by simple transposition. The 
expressions are here repeated for quick reference: 


BATTERY € 
CONDUCTORS | | 
Ri Re 
RESISTANCE 


—~> 
® 
Figure 1. 


SIMPLE SERIES CIRCUITS. 


At (A) the battery is in series with a single resistor. At (B) the 

battery is in series with two resistors, the resistors themselves | 

The arrows indicate the direction of electron 
flow. 


being in series. 


Figure 2. 
SIMPLE. PARALLEL CIRCUIT. 
The two resistors Ri and R» are said 
to be in parallel since the current 
divides between them. An electron 
leaving point A goes through either 
Ri er Re, but not through both, to 
get to the positive terminal of the 


battery. 
E to 


where 1 is the current in amperes, 
R is the resistance in ohms, 
E is the electromotive force i volts. 


Applications of 


Ohm’‘s Law classes: series circuits, parallel circuits, and 


series- parallel circuits. A series circuit is one 
in which the current flows in a single continuous path and is 
of the same value at every point in the circuit. In a parallel 


circuit there are two or more current paths between two points 


in the circuit, as shown in Figure 2. Here the current divides 
at A, part going through R. and part through R2, and com- — 
bines at B to return to the battery. Figure 4 shows a series- — 
parallel circuit. There are two paths between points A and B os 


as in the parallel circuit, and in addition there are two resist- 


ances in series in each branch of the parallel combination. — 
Two other examples of series-parallel arrangements appear in — 
Figure 5. The way in which the current splits to flow sheguels 


the parallel branches is shown by the arrows. 


_ In every circuit, each of the parts has some resistance: hee fat 
batteries or generator, the connecting conductors, and the 5 
apparatus itself. Thus, if each part has some resistance, no- 


matter how little, and a current is flowing through it, there 


will be a voltage drop across it. In other words, there will be 
a potential difference between the two ends of the circuit ele- 
ment in question. This drop in voltage is equal to the product Re 


All electrical circuits fall into one of three 3 


- 


of the current and the resistance, hence it is called the IR drop. ee 


The source of voltage has an internal resistance, and when 
connected into a circuit so that current flows, there will be an 


IR drop in the source just as in every other part of the circuit. 


Thus, if the terminal voltage of the source could be measured — 
in a way that would cause no current to flow, it would be, 
found to be more than the voltage measured when a cae 


- flows by the amount of the IR drop in the source. The voltage 
measured with no current flowing is termed the no load 


voltage; that measured with current flowing is the load voltage. 
It is apparent that a voltage source having a low internal 
resistance is most desirable, in order that the internal IR drop — 
will be as small as possible, thereby making the load voltage — 
more nearly equal to the no load voltage. 


The current fowite in a series circuit is equal 
to the voltage impressed divided by the ‘otal 
resistance across which the voltage is impressed. 
Since the same current flows through every part of the circuit, 
it is merely necessary to add all the individual resistances to 


Resistances 
in Series 


obtain the total resistance. Expressed as a formula: 5 pies 


Reo Ro oe ae 


Of course, if the resistances happened to be all of the same pa 


° 


Consdek two “resistors, one of 100 ohms and | 
one of 10 ohms, connected in parallel as in. 
= Figure 2, ‘with a voltage of 10 volts applied 
he combination. The same voltage is across each re- 
the current through each can be easily calculated. 


= 40 volts: 2 

= 100 ohms 

22 tO: 

= == — 0.1 ampere 

< ~ 100 SSeS eee y = 
10 volts 

10 ohms_ 

10S 

= Ss EO aes 

S10 5 


nt tees at ae the entire current of 1.1 amperes is 
ae aaa the. conductor from the aot and ane 


vat 
peoy heel 
E= 10 volts 
= I = 1.1 amperes 
: 10 
i R= — = 9.09 ohms 
1:1) - 


re res stance of the parallel combination is 9.09 ohms. 
athematically, we can derive a simple formula for finding 
e resistance of two fesistors connected in- parallel. aes 


oe — page ae te R- po ae SL 


oe is the resistance oo the first resistor, iS 

Rais the resistance of the second resistor. gee 
“the effective value. required i is known, and- it is desired to 
nect one unknown resistor in parallel with one of known 


= 


va uc he obtain this unknown value the following ae 


se 
= ¢ z rege R- 
wh Ri is the eAicues value required, 
= Riis the known resistor, ie, : 
—— -R:z is the value of the unknown vesistance necessary 
ce 0 ge R Gigs wh iia with Ri 


Figure 4. 
SERIES-PARALLEL CIRCUIT. 
In this type of circuit the resistors 


are arranged in series groups and in 
parallel! groups. ; 


meee parallel is equal to the reciprocal of the sum of the recipro- 


cals of the various resistots. This can be expressed as: 


ee ee : 
R, R, R, 


Re 
Re 

The effective value of placing any number of unlike resistors 
in parallel can be determined from the above formula. How- 
ever, it is commonly used only when there are three or more 
resistors under consideration, since the simplified formula 
given before is more convenient when only two resistors are 
being used. 

When two or more resistors of he same value are see 
in parallel, the effective resistance of the paralleled resistors 
is equal to the value of one of the resistors divided by the 
number of resistors in parallel. 

The effective value of resistance of two or more resistors 

connected in parallel is always less than the value of the lowest 
resistance in the combination. It is well to bear this simple 
tule in mind, as it will assist greatly in approximating the 
value of paralleled resistors. 
Shunts When a voltage is applied to a circuit consisting of 
two or more resistors in parallel the resulting current 
divides .itself among the paths in inverse proportion to the 
resistance of each path. With respect to one of the elements 
those connected in parallel with it are said to shunt it. 

An example of a shunt which is of particular interest is the 


use of a resistor to shunt an ammeter or milliammeter (a 


device for measuring current) so that part of the current in 
the circuit will be bypassed around the meter. By this means 
the range of a meter may be greatly extended. Multiplying 
the range by powers of 10 makes it possible to use the original 
calibration scale without having to pers calculations in 
taking, readings. 


Figs ee Th 
OTHER COMMON SERIES-PARALLEL CIRCUITS. 
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Figure 6. 


ANOTHER METHOD OF INDICATING A 
SERIES-PARALLEL CIRCUIT. 


nee eEIEE EIDE IIE SIRENS NEESER ESSE EEE SaaS 


To calculate the amount of resistance required in a given 
case, the basic form of Ohm’s law may be used. However, the 
following formula (derived from Ohm’s law) simplifies the 
calculations: 


R = > 
1 Barer 


= resistance of shunt in ohms, 
Rm = resistance of meter in ohms, 

= full scale current for meter, 

= full scale current for new calibration. 


To find the total resistance of several re- 
sistors. connected in series-parallel, it is usu- 
ally easiest to apply either the formula for 
series resistors or the parallel resistor formula first, in order 
to reduce the original arrangement to a simpler one. For in- 
stance, in Figure 4 the series resistors should be added in each 
branch, then there will be but two resistors in parallel to be 
calculated. Similarly in Figure 6, although here there will be 
three parallel resistors after adding the series resistors in each 
branch. In Figure 5 the paralleled resistors should be reduced 
to the equivalent series value, and then the series resistance 
values can be added. : 

Resistances in series-parallel can be solved by combining 
the series and parallel formulas into one similar to the follow- 
ing (refer to Figure 6): 


Resistors in 
Series-Parallel 


R= 
1 1 1 


peat ra + 
R. + R22 Rs + Re Rs + RO + R; 


Voltage Dividers A voltage divider is exactly what its name 
implies: a resistor or a series of resistors 
connected across a source of voltage from which various iesser 
values of voltage may be obtained by connection to various 
points along the resistor. 

A voltage divider serves a most useful purpose in a radio 
receiver, transmitter or amplifier, because it offers a simple 
means of obtaining plate, screen, and bias voltages of different 
values from a common power supply source. It may also be 
used to obtain very low voltages of the order of .01 to .001 
volt with a high degree of accuracy, even though a means of 
measuring such voltages is lacking. The procedure for making 
these measurements can best be given in the following example. 


Figure 7. 


TAPPED VOLTAGE 
DIVIDER. 
The arrows indicate the man- 
ner in which the electrons 
divide between the voltage 
divider itself and the exter- 
nal load circuit. 


Assume that an accurately calibrated voltmeter reading from 
0 to 150 volts is available, and that the source of voltage is 
exactly 100 volts. This 100 volts is then impressed through a 
resistance of exactly 1,000 ohms. It will, then, be found that 
the voltage along various points on the resistor, with respect 
to the grounded end, is exactly proportional to the resistance 
at that point. From Ohm’s law, the current would be 0.1 am- 
pere; this current remains unchanged since the original value 
of resistance (1,000 ohms) and the voltage source (100 volts) 
are unchanged. Thus, at a 500-ohm point on the resistor (half 
its entire resistance), the voltage will likewise be halved of 
reduced to 50 volts. 

The equation (E = I X R) gives the proof: E = 500 X 
0.1 = 50. At the point of 250 ohms on the resistor, the voltage 
will be one-fourth the total value, or 25 volts (E = 250 X 
0.1 = 25). Continuing with this process, a point can be found 
where the resistance measures exactly 1 ohm and where the 
voltage equals 0.1 volt. It is, therefore, obvious that if the 
original source of voltage and the resistance can be measured, 
it is a simple matter to predetermine the voltage at any point 
along the resistor, provided that the current remains constant, 
and provided that no current is taken from the tap-on point 
unless this current is taken into consideration. 


Figuring 
Voltage Dividers 


Proper design of a voltage divider for any 
type of radio equipment is a relatively 
simple matter. The first consideration is 
the amount of “bleeder current” to be drawn. In addition, it is 
also necessary that the desired voltage and the exact current 
at each tap on the voltage divider be known. -- 

Figure 7 illustrates the flow of current in a simple voltage 
divider and load circuit. The light arrows indicate the flow of 
bleeder current, while the heavy arrows indicate the flow of 
the load current. The design of a combined bleeder resistor 
and voltage divider, such as is commonly used in radio equip- 
ment, is illustrated in the following example. 

A power supply delivers 300 volts and is conservatively 
rated to supply all needed current for the receiver and still 
allow a bleeder current of 10 milliamperes. The following 
voltages are wanted: 75 volts at 2 milliamperes for the detec- 
tor tube, 100 volts at 5 milliamperes for the screens of the 
tubes, and 250 volts at 20 milliamperes for the plates of the 
tubes. The required voltage drop across R; is 75 volts, across 
R. 25 volts, across Rs 150 volts, and across R, it is 50 volts. 
These values are shown in the diagram of Figure 8. The 
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10+2+5+ 20 MA. 
50 VOLTS DROP 


10+2+5 MA. 
150 VOLTS DROP 


300 VOLTS 


10+ 2 MA. 
25 VOLTS DROP 


; BLEEDER CURRENT, 10 MA. 
75 VOLTS DROP. 
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Figure 8. 


MORE COMPLEX VOLTAGE DIVIDER. 


The method of calculating the values of the resistors (or the 
values of resistance between taps) is covered in the text. 


= 7,500 ohms. 


2,083 ohms. 
8,823 ohms. 


= 2 = 1,351 ohms. 
z 037 R ‘ : > 

a 1 008 2,083 8,823. T- 
om = oe TIT ohms. — 


act odd values indicated, and because no adjustment 
| be possible to compensate for any slight error in esti- 
the probable currents through the various taps. 

en the ‘Sliders on the resistor once are set to the proper 
as in the above example, the voltages will remain con- 
the values shown as long as the current remains a 
value. 


he 


One of the serious disadvantages of the 
voltage divider becomes evident when the 

* ‘current drawn from one of the taps 
ges It is obvious that the voltage drops are interdependent 


fined: in practice because of the excessive values of 
ie der ‘current which vou be come: 


Ole Ee is all that is “necessary to cal- 
culate the values in simple circuits, such 
s the _ preceding examples; but in more complex problems, in- 
. olvi ig more er one see in the. same closed circuit, the 


es um is ope as an algebraic SUM. 


R= 10 seo R: =) ohms, ae = 5 ohms, and E = 20 volts, 
can sek ee the following equation: 
Figure 9. 
ILLUSTRATING 
KIRCHHOFF’S 
5 OHMS ; FIRST LAW — 


The current flowing 
Ae as nhs toward point “A” is 
ie a sy) _ equal to the current 
' ‘4 _ flowing away from 
ving point “A”. 


| turn, the individual drops are in proportion to the cur- _ 


ee their sum—taking signs into account—is zero. Such. 


force (voltage) across the circuit. 


3 OHMS 


+ 
== 3 VOLTS 


41. SET VOLTAGE DROPS AROUND EACH LOOP EQUAL TO ZERO 
1,2 (onms) + 2 (L1— 12 )+3=0 (First Loor) 


—6+2(i2—-1;) +312 =0 (Second LooP) 


2. SIMPLIFY 


21,;+21,—-—2I2+3 =0 21l2-211+31l2—6=0 
: Busse => Src year 
Sat le 
3. EQUATE 
41;+3 _ 21,+6 
2 S 5 


4. SIMPLIFY 


2013;4+15=414+12 
I; = — 7 Ampere 


5. RE-SUBSTITUTE 


-12+3 at 
Io eye = = =1+ ampere 
Figure 10. 


ILLUSTRATING KIRCHHOFF’S SECOND LAW 
The voltage drop around any closed loop in a network is equal 


te zero. 
E =: E- ze E LG 
R Ri R. + R; 
20 20 20 
5 10 Sct 


4 2 =O 

Kirchhoft's second law states that in any closed path in a 
network the sum of the IR drops must equal the sum of the 
applied e.m.f.s, or, the algebraic sum of the IR drops and the 
applied e.m.f.s in any closed path in a network is zero. The 
applied e.m.f.s are considered positive, while IR drops taken 
in the direction of current flow (including the internal drop of 
the source) are considered negative. 

Figure 10 shows an example of the application of Kirchhoft’s 
laws to a comparatively simple circuit consisting of three 
resistors and two batteries. First assume an arbitrary direction 
of current flow in each closed loop of the circuit. Next draw 
an afrow to indicate the direction of. current flow assumed so 
that you will not forget. Then equate the sum of all IR drops 
plus battery drops around each loop to zero. You will need 
one equation for each unknown to be determined. Then solve 
the equations for the unknown currents in the general man- 
net indicated in Figure 10. If the answer comes out positive 
the direction of current flow you originally assumed was cor- 
rect. If the answer comes out negative, the current flow is in 
the opposite ditection to the arrow which was drawn origi- 
nally. This is illustrated in the example of Figure 10 where the 
direction of flow of I, is opposite to the direction assumed in 
the sketch, 


Power in 
Resistive Circuits 


In order to cause electrons to flow through 
a conductor, constituting a current flow, it 
is necessary to apply an _ electromotive 
Less power is expended in 
creating a small current flow through a given resistance than 
in creating a large one; so it is necessary to have a unit of 
power as a reference. 
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The unit of electrical power is the watt, which is the amount 
of power used when an e.m.f. of 1 volt forces a current of 1 
ampere through a circuit. The power in a resistive circuit is 
equal to the product of the voltage applied across, and the 
current flowing in, a given circuit. Hence: P (watts) = E 
(volts) X J (amperes). 

Since it is often convenient to express power in terms of 
the resistance of the circuit and the current flowing through 
it, a substitution of IR for E (E = IR) in the above formula 
gives: P = IR X lor P = FR. In terms of voltage and re- 
sistance, P = E*/R. Here, I = E/R and when this is substi- 
tuted for I the original formula becomes P = E X E/R, or 

= E’/R. To repeat these three expressions; 


P = EI, P = PR, and P = E’/R, 
where P is the power in watts, 

E is the electromotive force in volts, 

and 

I is the current in amperes. 


To apply the above equations to a typical problem: The 
voltage drop across a cathode resistor in a power amplifier 
stage is 50 volts; the plate current flowing through the resistor 
is 150 milliamperes. The number of watts the resistor will 
be required to dissipate is found from the formula: P = EI, 
or 50 X .150 = 7.5 watts (.150 amperes is equal to 150 milli- 
amperes). From the foregoing it is seen that a 7.5-watt re- 
sistor will safely carry the required current, yet a 10- or 20-watt 
resistor would ordinarily be used to provide a safety factor. 

In another problem, the conditions being similar to those 
above, but with the resistance and current being the known 
factors, the solution is obtained as follows: P = PR = .0225 
x 333.33 = 7.5. If only the voltage and resistance are known, 
P= E/R = 2500/333.33 = 7.5 watts. It is seen that all 
three equations give the same result; the selection of the par- 
ticular equation depends only upon the known factors. 
Heating Effect Heat is generated when a source of voltage 
causes a current to flow through a resistor 
(or, for that matter, through any conductor). As explained 
eatlier, this is due to the fact that heat is given off when 
free electrons collide with the atoms of the material. More 
heat is generated in high resistance materials than in those 
of low resistance, since the free electrons must strike the atoms 
harder to knock off other electrons. As the heating effect is 
a function of the current flowing and the resistance of the 
circuit, the power expended in heat is given by the second 
formula: = FR. 

Load Matching To develop the maximum power in the load 
upon a source of e.m-f., it is mecessary to 
make the resistance (or impedance) of the load equal to the 
internal resistance (or impedance) of the source. This can 
best be illustrated by Figure 11. Assume Ri is the internal 
resistance of the source and has a value of 1 ohm, while the 
source E has a no-load voltage of 2 volts. If the load resist- 
ance Ry is also 1 ohm, the current is: 
i 2 
I= = —— = 1 ampere. 
Rr + Ri {ete acai 
The total power dissipated is: 
Pe RB = 20%) 12 watts: = 
which is divided equally between the source and the load. 


If Rx is 2 ohms the current is: 


2 


ee 


and the total power dissipated is: 
P = 2 X 0.67 = 1.34 watts. 


= 0.67 ampere, 


To dissipate the greatest amount of 


Figure 11. 


power in the load, the load resist- 
ance Rt should be equal to the 
internal resistance of the battery Ri. 


The portion dissipated in the load is: 

P = 0.67" <2: = 0.9 watt 
and the remainder, 0.44 watt, is dissipated in the source. If 
Ry is 0.5 ohms, the current in the circuit is: 


LS amperes. 
{3.05 


The total power is: 

P= 2 X 1:33 = 2.66 watts. 
The load dissipation is: 

P = 1.33’? X 0.5 = 0.88 watt, 


while 1.78 watts are dissipated in the source. Thus, it is seen 
that, while the total dissipated power may be greater under 
other conditions, the dissipation in the load is greatest when 
its resistance equals that of the source. 


2-2 Electromagnetism 

The common bar or horseshoe magnet is familiar to most 
people. The magnetic field which surrounds it causes the 
magnet to attract other magnetic materials, such as iron nails 
or tacks. Exactly the same kind of magnetic field is set up 
around any conductor carrying a current, but the field exists 
only while the current is flowing. 


Before a potential, or voltage, is applied to 
a conductor. there is no external field, be- 
cause there is no general movement of the electrons in one 
direction. However, the electrons do progressively move along 
the conductor when an e.m.f. is applied, the direction of 
motion depending upon the polarity of the e.m.f. Since each 
electron has an electric field about it, the flow of electrons 
causes these fields to build up into a resultant external field 
which acts in a plane at right angles to the direction in which 
the current is flowing. This field is known as the magnetic field. 

The magnetic field around a current-carrying conductor is 
illustrated in Figure 12. The direction of this magnetic field 
depends entirely upon the direction of electron drift or current 
flow in the conductor. When the flow is toward the observer, 
the field about the conductor is clockwise; when the flow is 
away from the observer, the field is counter-clockwise. This | 
is easily remembered if the left hand is clenched, with the 
thumb outstretched and pointing in the direction of electron 
flow. The fingers then indicate the direction of the magnetic 
field around the conductor. 

Each electron adds its field to the total external magnetic 
field, so that the greater the number of electrons moving along 
the conductor, the stronger will be the resulting field. 

One of the fundamental laws of magnetism is that /ike poles 
repel one another and unlike poles attract one another. This 
is true of current-carrying conductors as well as of permanent 
magnets. Thus, if two conductors are placed side by side 
and the current in each is flowing in the same direction, the 
magnetic fields will also be in the same direction and will 
combine to form a larger and stronger field. If the current 
flow in adjacent condictors is in opposite directions, the mag- 
netic fields oppose each other and tend to cancel. 

The magnetic field around a conductor may be considerably 
increased in strength by winding the wire into a coil. The field 
around each wire then combines with those of the adjacent 


Magnetic Fields 


Sbowiig. the direction of the 

_ magnetic lines of force pro- 

uced around a_ conductor 
te carrying @ current. 


\ gas if the unit cot area is the square cent 
1 line of force per square centimeter ), or 


The force which produces a flux in a mag- 
netic circuit is called magnetomotive force. 
Plt: is abbreviated m.m.f. and is designated 
- The unit of ‘magnetomotive force is the gilbert, 
to 1.26 X NI, where N is the number 
is the current flowing i in the circuit in amperes. 
necessary to produce a given flux density is 
tts. ioe centimeter (H ), or in baat fee ius per 


he A igtantc x 1 bie centimeter of vacuum. 
’ ie of 1 rel when an m. m.f. ee A 


where o = flux, F = m.m.f., and R = reluctance. 


2-3 - 


If F is in 
gilberts, R will be expressed in oersteds, but if F is in ampere- 
turns, then R will be in rels. : 


Permeability expresses the ease with which a 
magnetic field may be set up in a material as 
compared with the effort required in the case of air. Iron, 
for example, has a permeability of around 2000 times that of 
ait, which means that a given amount of magnetizing effect’ 
produced in an iron core by a current flowing through a coil 
of wire will produce 2000 times the flax density that the same 
magnetizing effect would produce in air. It may be expressed 
by the ratio B/H or B/H. In other words, 
B ee B 
Ha 
where # is the permeability, B is the flux density in gausses, 
B is the flux density in lines per square inch, H is the m.m.f. 
in gilberts per centimeter, and H is the m.m.f. in ampere-turns 
per inch. These relations may also be stated as follows: 

H 1 = = or H = 2 and B = Hy or B = Hu 

ro a 

It can be seen from the foregoing that permeability is in- 


Permea bility 


Ke 


versely proportional to the Specific reluctance of a material. 


Permeability is similar to electric pada 
There is, however, one important difference: the 
permeability of magnetic materials is not independent of the 
magnetic current (flux) flowing through it, although electrical 
conductivity is substantially independent of the electric current 
in a wite. When the flux density of a magnetic conductor has 


Saturation 


_ been increased to the saturation point, a further increase in the: 


magnetizing force will not produce a corresponding increase 
in flux density. 
Calculations To simplify magnetic circuit calculations, a 
magnetization curve may be drawn for a given - 
unit of material. Such a curve is termed a B-H curve, and is 
arrived at by experiment. B-H curves for most common mag- 
netic materials are available in many reference books, so none 


will be given here. 


The magnetism remaining in a mate- 
rial after the magnetizing force is 
é removed is called residual magnetism. 
Retentivity is the property which causes a magnetic material 
to have residual magnetism after having been magnetized. 


Residual Magnetism; 
oy | 


Hysteresis is the characteristic of a magnetic 
system which causes a loss of power due to 
the fact that a negative magnetizing force 
must be applied to reduce the residual magnetism to zero. 
This negative force is termed coercive force. By “negative” 
magnetizing force is meant one which is of the opposite 
polarity with respect to the original magnetizing force. Hys- 
teresis loss is apparent in transformers and chokes by the heat- 


Hysteresis; 
Coercive Force 


ing of the core. 


Alternating Current : 
To this point in the text, consideration has been given pri- 
“marily to a current consisting of a steady flow of electrons in 


_ one direction. This type of current flow is known as umni-direc- 


tional ot direct current, abbreviated ¢.c. Equally as important 
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Figure 13. 
ALTERNATING VOLTAGE AND DIRECT VOLTAGE. 


Graphical comparison of unidirectional (d-c) voltage and 
alternating (a-c) voltage as plotted against time. 


Figure 14. — 
Semi -schematic rep- 
resentation of the 
simplest form of the 

alternator. 
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; ~ Figure 15. Res ee 
Graph showing the output voltage of the alternator of Figure — 
14. The output waveform is called a “sine wave” for the reasons 
given in the text. eae ae Pen 


in radio work and more important in power practice is another 
and altogether different type of current, known as alternating 
current and abbreviated a.c. Power distribution from one point 
to another and into homes and factories is almost universally 


c. On the other hand, the plate supply to vacuum tubes is. 


almost universally d.c. 


Faraday discovered that if a conductor 
which forms part of a closed circuit is 
moved through a magnetic field so as 
to cut across the lines of force, a current will flow in the con- 
ductor. He also discovered that, if a conductor in’ a second 
closed circuit is brought near the first conductor and the cur- 
rent in the first one is varied, a current will flow in the second 
conductor. This effect is known as induction, and the currents 
so generated are induced currents. In the latter case it is the 
lines of force which are moving and cutting the second con- 
ductor, due to the varying current strength in the first con- 
ductor. 

A current is induced in a conductor if there is a relative 
motion.between the conductor and a magnetic field, its direc- 
tion of flow depending upon the direction of the relative mo- 
tion between the conductor and the field, and its strength 
depends upon the intensity of the field, the rate of cutting lines 
of force, and the number of turns in the conductor. 

An alternating current is one which periodically rises from 
zero to a maximum in one direction, decreases to zero and 
changes its direction, rises to a maximum in the opposite 
direction, and decreases to zero again. (Refer to Figure 13.) 
This complete process is called a cycle, and from zero through 
a maximum and back to zero is an alternation or half-cycle. 
The number of times per second that the current goes through 
a complete cycle is called the frequency. 

A machine that generates alternating current is termed an 
alternator or a.c. generator. Such a machine in itS basic form 
is shown in Figure 14. It consists of two permanent magnets, 
M, the opposite poles of which face each other and are ma- 
chined so that they have a common radius. Between these two 
poles, north (N) and south (S), a magnetic field exists. If a 
conductor in the form of C is so suspended that it can be freely 


Generation of 
Alternating Current 


rotated between the two poles, and if the opposite ends of 


conductor C are brought to collector rings, R, which are con- 
tacted by brushes (B), there will be a flow of alternating cur- 


rent when conductor C is rotated. Fhis current will flow out 
through the collector rings R-and brushes B to the external 


circuit, X-Y. 


The field intensity between the two pole pieces is ‘sibstae | 


tially constant over the entire area of the pole face. However, 


when the conductor is moving parallel to the lines of force ate 
the top or bottom of the pole faces, no lines are being cut. As 


the conductor moves on across the pole face it cuts more and 
more lines of force for each unit distance of travel, until it is 


cutting the maximum number of lines when opposite. the cen- 
ter of the pole. Therefore, zero current is induced in the con- 
ductor at the instant it is midway between the two poles, and — 


maximum current is induced when it is opposite the center of 
the pole face. After the conductor has rotated through 180° 


it can be seen that its position with respect to the pole pieces — 
will be exactly opposite to that when it started. Hence, the — 


second 180° of rotation will produce an alternation of current 

in the opposite direction to that of the first alternation. 
The current does mot increase directly as the angle of rota- 

tion, but rather as the sine of the angle; hence, such a current 


has the mathematical form of a sine wave. Although most — 


electrical machinery does not produce a strictly pure sine curve, 
the departures are usually so slight that the assumption can 
be regarded as fact for most practical purposes. All that has 


been said in the foregoing paragraphs concerning alternating ; 
- current also is applicable to alternating voltage. 


Why the voltage output of a conductor revolving in a 
magnetic field is a sine wave is made clear by 2 to 
Figure 15. 


The rotating arrow to the left foprese ee a cone ces rotat- 


ing in a constant magnetic field of uniform density. The arrow 
also can be taken as a vector representing the strength of the 


magnetic field. This means that the length of the arrow is 
determined by the strength of the field (number of lines of © 


force), which is constant. Now if the arrow is rotating at a 
constant rate (that is, with constant angular velocity), then 
the voltage developed across the conductor will be proportional 
to the rate at which it is cutting lines of force, which rate is 
proportional to the vertical distance between the tip of the 
arrow and the horizontal base line. 

If EO is taken as unity or-a voltage of 1, then the voltage 
(vertical distance from tip of arrow to the horizontal base line) 


at point C for instance may be determined simply by referring % 
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ire can ibe ‘represented i in another way, and 
1 the foregoing is shown in Figure 15. The 
ated by a straight line rather than by angu- 


pe sin ant, 
the instantaneous current, 


INE Po Miata a ere 
( re-wave alternation. One complete — 
oken up into 360 degrees. Then one- % 
le is 90 degrees, and es 
ible division, = 


2 2B, C ete. ie the same units of aS 


instead of referring to this movement in terms of degrees, it is 
_ customary to express the movement in terms of radians. Mathe- 
- matically, a radian is an arc of the circle equal i in length to the 


radius of the circle. There are 27 radians in 360 degrees, so 


that one radian is equivalent to 57.32 degrees. (See Figure 17.) 


When the conductor in the simple alternator has moved 
through 27 radians it has generated one cycle. 27f then rep- 
resents one cycle, multiplied by the number of cycles per second 


‘(the frequency) of the alternating voltages or current, and is, 


therefore, the angular velocity. In technical literature 27f is 
often replaced by w, the Greek letter omega. Velocity multi- 
plied by time gives the distance traveled, so 27ft represents 
the angular distance through which the conductor has traveled, 
and since the instantaneous voltage or current is proportional 
to the sine of this angle, it is possible to calculate these quan- 
tities at any instant of time, provided that the wave very 
closely approximates a sine curve. 

Frequency The psiesies oF an alternating current or -volt- 
age may be any value greater than zero up to 
millions of cycles per second. Up to about 20,000 cycles per 
second are considered audio frequencies, since all except those* 
from zero to about 16 c.p.s. are audible to the human ear. The 
a.c. power which is supplied to homes and factories is generally 
25, 50, or 60 c.p.s. Frequencies above 20,000 c.p.s. are known 
as radio frequencies. But they are usually spoken of in terms 
of kilocycles, rather than cycles, because the numbers become — 
too large. When the frequency gets above a few thousand kilo- 
cycles, the term megacycle is used. A kilocycle is equal to 1000 
cycles, and a megacycle equals 1,000,000 cycles. A conversion 
table for simplifying this terminology is given here: 


1,000 cycles = 1 kilocycle. The abbreviation for kilocycle is ke. 
1 cycle = 1/1,000 of a kilocycle, .001 kc. or 10° ke. 


1 megacycle = 1,000 &éilocycles, or 1,000,000 cycles, 10° kc. or 
10° cycles. 


1 kilocycle = 1/1000 megacycle, .001 megacycle, or 10* Me. 
The abbreviation for megacycles is Mc. 


Effective Value of 
Voltage and Current 


The instantaneous value of an alter- 
mating current or voltage varies 
throughout the cycle, so that the 
effective value of this current or voltage must be determined 
by comparing the a.c. heating effect with that of d.c. Thus, an 
alternating current will have an effective value of 1 ampere 
when it produces the same heat in a conductor as does 1 am- 
pere of direct current. 

This effective value is derived by taking the instantaneous 
values of current over a cycle of alternating current, squaring 
these values, taking an average of the squares, and then taking 
the square root of the average. By this procedure, the effective 
value becomes known as the root mean square or t.m.s. value. 
This is the value that is read on a.c. voltmeters and a.c. am- 


WHERE: 
@ (THETA) = PHASE ANGLE =211FT 
a= radians or goe 

8 777 RADIANS OR 180° 

¢ = 32 RADIANS OR 270° 

© = 277 RADIANS OR 360° 

4 RADIAN = $7.324 DEGREES 


rae Figure 17. 
ILLUSTRATING RADIAN NOTATION. 
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Figure 18. 
FULL-WAVE RECTIFIED SINE WAVE. 


Waveform obtained at the output of a full-wave rectifier 
having 100 per cent rectification efficiency. Each pulse 
has the same shape as one-half cycle of a sine wave. 
This type of current is known as pulsating direct current. 


meters. The r.m.s. value is 70.7 (for sine waves only) per cent 
of the peak or maximum instantaneous value and is expressed 
as follows: 


Eere or Ee. nes. So 0.707 x | ee or 
Lore or Le WNELSe aise 0.707 x Lipreee 


The following relations are extremely useful in radio and 
power work: 


Bea pe SOLO Bo aes oe 
Baas = 1.414 x py m, Ss. 


If an alternating current is passed 

through a full-wave rectifier, it 

emerges in the form of a cufrent of 

» varying am plitude which flows in one 

direction only. Such a current is known as rectified a.c. or 

pulsating d.c. A typical wave form of a pulsating direct current 

_as would be obtained from the output of a full-wave rectifier 
is shown in Figure 18. 

Measuring instruments designed for d.c. operation will not 
read the peak or instantaneous maximum value of the pulsat- 
ing d.c. output from the rectifier; they will read only the aver- 
age value, This can be explained by assuming that it could be 

. possible to cut off some of the peaks of the waves, using the 
cut-off portions to fill in the spaces that are open, thereby ob- 
taining an average d.c. value. A milliammeter and voltmeter 
connected to the adjoining circuit, or across the output of the 
rectifier, will read this average value. It is related to peak value 
by the following expression: 


Bees = 0.636 x Bwex 


It is thus seen that the average value is 63.6 per cent of the 
peak value. 


Rectified Alternating 
Current or Pulsat- 
ing Direct Current 


Relationship Between 
Peak, R.M.S. or | 
Effective, and 
Average Values 


To summarize the three most signifi- 
cant values of an a.c. wave: the peak 
value is equal to 1.41 times the r.m.s. 
or effective, and the r.m.s. value is 

sine equal to 0.707 times the peak value; 
the average value of a full-wave rectified a.c. wave is 0.636 
times the peak value, and the average value of a rectified wave 
is equal to 0.9 times the r.m.s. value. This latter factor is of 
value in determining the voltage output from a power supply 
which operates with a choke-input filter system. If the input 
choke is of ample inductance, the d-c voltage output of a full 
wave power supply will be 0.9 times the r.m.s. a.c. output of 
the used secondary of the transformer (one-half secondary 
voltage in the case of a full-wave rectifier and the full second- 
ary voltage in the case of bridge rectification) less the drop in 
the rectifier tubes and the resistance drop in the filter induct- 
ances. 


2-4 Inductance 


In Section 2-3 a brief explanation of induction was given, 
and it would be well for the reader to review it at this point. 
If a switch is inserted in the circuit shown in Figure 11, a 


pulsating direct current can be. sproduned ay dosiag oe open- see 
ing the switch. When it is first closed, the current does not 
instantaneously rise to its maximum value, but builds up to it. | 
While it is building up, the magnetic field is expanding around 


the conductor. Of course, this happens in a small fraction of a 


second. If the switch is then opened, the current dies down * 
and the magnetic field contracts. This expanding and contract- 


ing field will induce a current in any other conductor that is 


part of a continuous circuit which it cuts. Such a field.can be — 
obtained in the way just mentioned by means of a vibrator _ 
interruptor, or by applying a.c. to the circuit in place of the — 


battery. Varying the resistance of the circuit will also produce 
the same effect. This inducing of a current in a conductor due 
to a varying current in another conductor not in actual contact 
is called electromagnetic induction. Se es Ae 
Self-induction _If an alternating current flows through a coil 
the varying magnetic field around each turn 


cuts itself and the adjacent turn and induces a voltage in the 
coil of opposite polarity to the applied e.m.f. The amount of - 


induced voltage depends upon the number of turns in the coil, 


the current flowing in the coil, and the number of lines of - 


force threading the coil. The voltage so induced is known as a 
counter-e.m.f. ot back-e.m.f., and the effect is termed self- 
induction. When the applied voltage is building up, the 
counter-e.m.f. opposes the rise; when the applied voltage 1s. 
decreasing, the counter-e.m.f. is of the same polarity and tends 
to maintain the current. Thus, it can be seen that self-induction 
tends to prevent any change in the current in the circuit. 


The storage of energy in a magnetic field is expressed in 


joules and is equal to (LI’)/2. (A joule is equal to 1 watt-. 
second. L is defined immediately following. ) 


Inductance is usually denoted by the letter L, 
and is expressed in Henrys. A coil has an in- 
ductance of 1 henry when a voltage of 1 volt 


The Unit of 
Inductance; 
The Henry 


is induced by a current change of 1 ampere 
_ per second. The henry, while commonly used in audio fre- 
quency circuits, is too large for reference to inductance coils 


such as those used in radio frequency circuits; méllibenry or 
microhenry is more commonly used, in the following manner: 


1 henry = 1,000 millihenrys, or 10° millibenrys. 

1 millihenry = 1/1,000 of a henry, .001 henry, or 10° henry. 

ase = 1/1,000,000 of a_henry, or .000001 henry, or 

10° henry. 

1 microhenry = 1/1,000 of a millibenry, 001 or 10° milli- 
henrys. 

1,000 microhenrys = 1 millihenry. 


Lees d 


Mutual Induction 


magnetic field which cuts the turns of the other coil, inducing 
a current in it. This induced current is also varying, and will 
therefore induce another current in the first coil. This reaction 


between two coupled circuits is called mutual induction, and 


can be calculated and expressed in henrys. The symbol for 


mutual inductance is M. Two circuits thus joined are said to 


be inductively coupled. 

The magnitude of the mutual inductance depends upon the 
shape and size of the two circuits, their positions and distances 
apart, and the permeability of the medium. The extent to 


which two inductors are coupled is expressed by a relation 


known as coe ficient af coupling. This is the ratio of the mutual 
inductance actually present to the maximum possible value. — 


The formula for mutual inductance is L= Li + L: + 2M 
when the coils are poled so that their fields add. When they _ 
are poled so that their fields buck, then L = Li + L: — 2M. 

If a 3 henry coil and a 4 henry coil are placed so that there shame 
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When one coil is near another, a varying | 
current in one will produce a varying — 


ats 


- |NDUCTANCE OF 
“SINGLE-LAYER 
SOLENOID COILS 


“se ne . R2 N2 5 
Lt = ——————_ MICROHENRIES 
are! L ~O9R+10 {=~ gs te rere = Se 
ERE: R= RADIUS OF COIL TO CENTER OF WIRE 


_ L = LENGTH OF COIL 
N= NUMBER OF TURNS 


Sante Figure 19. 
_ METHOD OF CALCULATING INDUCTANCE. 


the coil iiduclonce can be calculated within approximately one 
pet cent accuracy for the types of coils normally used in the 
: range from perhaps 3 to 50 Mc. 


the two in series will be 7 henrys: But if the coils are placed 
ductive relation to each other, the inductance of the two 
eries will be either greater or less than 7 henrys, depending 
whether the polarity is such that the mutual inductance 


* total Pacunce of the two coils when Syapied measured nae 
ir 8 henrys, then the mutual inductance would be (from 


Inductors in parallel are combined exactly as 
- afe resistors in parallel, provided that they are 

Be _ far enough apart so that the mutual induct- 
; ance is entirely negligible. 


Taductsr< im series are additive, just as are 
resistors in series, again provided that no 
pee inductance exists. In this case, the total 


= Jelecion: in 
a pores 


ak +L + 


a miay EERE cores cannot be used for 
radio frequencies because the eddy current 
and hysteresis losses in the core material become enormous as 
the frequency is increased. The principal use for magnetic 
cores is in the audio-frequency range below approximately 
5,000 cycles, whereas at very low frequencies (50 to 60 
cycles) their use is mandatory if an appieriable value of 
inductance is desired. 

An air core inductor of only 1 henry inductange would be 
quite large in size, yet values as high as 500 henrys are com- 
monly available in small iron core chokes. The inductance of 
coil with a magnetic core will vary with the amount of cur- 
rent (both a.c. and d.c.) which passes through the coil. For 
_ this reason, iron core chokes that are used in power supplies 
z have a certain inductance faung at a predetermined value of 
i oe age 

+The permeability of air does not change with flux density; 
- so the i inductance of iron core coils often is made less depend- 
nt upon flux density by making part of the magnetic path air, 
instead of SSaes a closed sgt of iron, This incorporation 


phates” 


upling between them, then the combined inductance 


a 25 


sebals Ce saauay ee the coil carries a considerable d.c. 
component. Because the permeability of air is so much lower 
than that of iron, the air gap need comprise only a small frac- 
tion of the magnetic circuit in order to provide a substantial 
proportion of the total reluctance. 

One exception to the statement that metal core inductors 
are highly inefficient at radio frequencies is in the use of 
powdered iron cores in some types of intermediate frequency 
transformers. These cores are made of very fine particles of 
powdered iron, which are first treated with an insulating com- 


pound so that each particle is insulated from the other. These 


particles are then molded into a solid core around which the 
wire is wound. Eddy current losses are greatly reduced, with 
the result that these special iron cores are entirely practical 
in circuits which operate up to 100 Mc. in frequency. 


As was previously stated, when an alternating 
current flows through an inductor a back- or 
counter-electromotive force is developed; this 
force opposes any change in the initial e.m.f. This property of 
an inductor causes it to offer opposition ot impedance to a 
change in current. The measure of impedance offered by an 
inductor to an alternating current of a given frequency is 
known as its inductive reactance. This is expressed as Xx: 


‘ Xa =) 27k, 

white Xi = inductive reactance expressed in ohms. 
a = 3.1416 (27 = 6.283), 
f = frequency in cycles, 
L = inductance in henrys. 


inductive 
Reactance. 


It is very often necessary to compute 
inductive reactance at radio frequen- 
cies. The same formula may be used, 
but to make it less cumbersome the inductance is expressed in 
millihenrys and the frequency in kilocycles. For higher fre- 
quencies and smaller values of inductance, frequency is ex- 
pressed in megacycles and inductance in microhenrys. The 
basic equation need not be changed, since the multiplying fac- 
tors for inductance and frequency appear in numerator and 
denominator, and hence are cancelled out. However, it is not 
possible in the same equation to express L in millihenrys and 
f in cycles without conversion factors. 

Should it become desirable to know the value of inductance 
necessary to give a certain reactance at some definite fre- 
quency, a transposition of the original formula gives: 

L= X. = (27f), 
or when Xx and L are known, 
Xi 


Ia. 


Inductive Reactance 
at R.F. 


2-5 Electrostatic Storage of Energy 


So far we have dealt only with the storage of energy in an 
electromagnetic field in the form of an inductance. 

Electrical energy can also be stored in an electrostatic field. 
A device capable of storing energy in such a field is called 
capacitor (in earlier usage the term condenser was frequently 
used but the IRE standards call for the use of capacitor in- ~ 
stead of condenser) and is said to have a certain capacitance. 
The energy stored in an electrostatic field is expressed in joules 
(watt seconds) and is equal to CE’/2, where C is the capaci- 
tance in farads (a unit of capacitance to be discussed) and E 
is the potential in volts. The charge is equal to CE, the charge 
being expressed in coulombs. 


Two metallic plates separated from each 
other by a thin layer of insulating mate- 
_rial (called a dielectric, in this case), be- 


Capacitance and 
Capacitors 


come a capacitor. When a source of d-c eS is | momen- 
tarily applied across these plates, they may be said to become 
charged. If the same two plates are then joined together 
momentarily by means of a wire, the capacitor will discharge.. 

When the potential was first applied, electrons immediately - 


flowed from one plate to the other through the battery or such 
source of d-c potential as was applied to the capacitor plates. 


However, the circuit from plate to plate in the capacitor was 


incom plete (the two plates being separated by an insulator ) 
and thus the electron flow ceased, meanwhile establishing a 


shortage of electrons on one plate and a surplus of electrons — 


on the other. 

Remember that when a deficiency of electrons exists at one 
end of a conductor, there is always a tendency for the elec- 
trons to move about in such a manner as to re-establish a state 
of balance. In the case of the capacitor herein discussed, the 
surplus quantity of electrons on one of the capacitor plates 
cannot move to the other plate because the circuit has been 
broken; that is, the battery or d-c potential was removed. This 
leaves the capacitor in a charged condition; the capacitor plate 
with the electron deficiency is positively charged, the other 
plate being negative. 

In this condition, a considerable stress exists in the ‘insulating 


material (dielectric) which separates the two capacitor plates, - 


due to the mutual! attraction of two unlike potentials on the 
plates. This stress is known as electrostatic energy, as con- 


trasted with electromagnetic energy in the case of an inductor. © 


This charge can also be called potential energy because it is 
capable of performing work when the charge is released 
through an external circuit. 

In case it is difficult for the reader to understand why the 
charge is proportional to the voltage but the energy is propor- 
tional to the voltage squared, the following analogy may make 
things clear. 

The charge represents a definite amount of electricity, a 
given number of electrons. The potential energy possessed by 
these electrons depends not only upon their number, but also 
upon their potential or voltage. 

Compare the electrons to water, and two capacitors to stand- 
pipes, a 1 wfd. capacitor to a standpipe having a cross section 
of 1 square foot and a 2 yfd. capacitor to a standpipe having 
a cross section of 2 square feet. The charge will represent a 
given volume of water, as the “charge’’ simply indicates a 
certain number of electrons. Suppose the water is equal to 5 
gallons. 

Now the potential energy, or capacity for doing work, of 
the 5 gallons of water will be twice as great when confined to 
the 1 sq. ft. standpipe as when confined to the 2 sq. ft. stand- 
pipe. Yet the volume of water, or “charge’’ is the same in either 
case. 

Likewise a 1 fd. capacitor charged to 1000 volts possesses 
twice as much potential energy as does a 2 pfd. capacitor 
charged to 500 volts, though the charge is the same in either 
case. 


The Unit of Capac- 
itance: The Farad itor plates is completed by joining the 
terminals together with a piece of wire, 
the electrons will rush immediately from one plate to the other 
through the external circuit and establish a state of equilibrium. 
This latter phenomenon explains the discharge of a capacitor. 


The amount of stored energy in a charged capacitor is depend- 


-ent upon the charging potential, as well as a factor which 


_ takes into account the ssze of the plates, dielectric thickness, 
nature of the dielectric, and the number of plates. This factor, 
which is determined by the foregoing, is called the capacitance 
of a capacitor and is expressed in farads. 

The farad is such a large unit of capacitance that it is rarely 


oad 
oa 


en 


If the external circuit of the two capac- 


pital or 10° Sait ae 
1 micro- -microfarad = = one-millionth 

farad, or 10° farads. : Ree 
If the Speen is to be_ rents in mic 


Stored energy i in oll 
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This storage of energy ina capacitor is one of its very 
portant properties, particularly in those capacitors: which are. 
used in power supply filter circuits. Oe 


The capacitance of a apanien is pei ited 
by the thickness and nature of the dielectric ‘sep a 
ration between plates. Certain materials offer a 
greater capacitance than others, depending upon their ph sical aoe 
makeup and chemical constitution. This Propsy: is: expressed 

by a constant K, called the dielectric constant. ane 


Dielectric 
Constant 


Dielectric If the charge becomes: too ‘preat for 2 a given thick 
Breakdown —_ ness of a certain dielectric, the capacitor will - 


break down, i.e., the dielectric will puncture. ee 
is for this reason that capacitors are rated in the manner of the 
amount of voltage they will safely withstand as well as the | 
capacitance in microfarads. This rating is commonl : 
as the d.c. wore voltage. aaa 


Calculation of — The capacitance “of two parallel. pli 


Capacitance given with good accuracy. oy ‘the following pee 
formula: oe: ia sega 
C = 0.2248 X K x= ees See ee 
where C = capacitance in micro- microfarads. z : 


K = dielectric constant of spacing material, 
A = area of dielectric in square inches, ae gee 
t = thickness of dielectric in inches. == —™S 


This formula indicates that the capacitance is directly | pfo- zs 
portional to the area OF the plates and ene) Propesiiona 
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4 CAPACITY IN cama 
_ Figure 21. 


‘tau shir ales diameter and spacing for a circu- 

_ fdar-plate capacitor of the type commonly used as a 

neutralizing capacitor on medium- and high-power r-f 

plifiers. The capacitance given is for a dielectric of 

Gir and the spacing given is between the adjacent faces 
: of the two plates. 


Pie means fiat ee the area of the plate i is doubled, 
: € spacing between ee remaining constant, the e capacitance 


e cactot that aS a capacitance of 100 aatd: im air sould 
fe a capacitance of 467 pufd. when immersed in castor oil, 
ase the dielectric constant of castor oil is 4.67 times as 


esired to know the spacing needed to secure a ee Capaci- 


“AX 02248 x K 


ook wiies her also ppke when the plates are cir- 
shape. The only change will be the calculation of the 
such circular plates; this area can be computed by 
; the radius of the plate, then multiplying by 3.1416, 
Expressed as an equation: 


i = AIAG XP, 
= radius in. eanches.: : 


16 ale a ate spaces. In such cases, however, the 
eae erg to the effects of edge Scag 


—»c« 
SERIES CAPACITORS 


APACITORS | es" ake 


- actance at R. F. 


27. 


are reasonably large and thin, and the final result will, there- 
- fore, be within practical limits of accuracy. 


Equations for calculating capacitances of capacitors in 
_ parellel connections are < same as those for resistors in 
“sertes: 


C= G te OP etc. 


Capacitors in serves connection are calculated in the same 
manner as are resistors in parallel connection. 

The formulas are repeated: (1) For two of more ere 
of unequal capecanee in series: 


GG 
(3) Three capacitors of egual capacitance in series: 


© 


GC, : i 
C = — where G is the common capacitance. 


(4) Three or more capacitors of egual capacitance in series: 


Value of common capacitance 


Number of capacitors in series 


(5) Six capacitors in series parallel: 


Cee eet: Bes Oe eau IS 
i Seagate 1 D i 1 


GC C, C; Ce Cs C. 


It has been explained that inductive reactance 1s 
the measure of the ability of an inductor to offer 
impedance to the flow of an alternating current. 
Capacitors have a similar property although in this case the 
opposition is to the voltage which acts to charge the capacitor. 
This property is called capacitive reactance and is expressed 
as follows: 


Capacitive 
Reactance 


So 
: 2afC 
where X. = Capacitive ractance in ohms, 
Tin he 3.1416, 
f = frequency in cycles, 
C = capacitance in farads. 


e 


Here again, as in the case of inductive re- 
actance, the units of capacitance and fre- 
quency can be converted into smaller units 
for practical problems encountered in radio work. The equa- 
tion may be written: 


Capacitive Re- 


Co C4 Ce 


CAPACITORS JN SERIES-PARALLEL 


FIGURE 23 


_Fundamenta 
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where f = frequency in megacycles, 
C = capacitance in micro-microfarads. . 
In the design of filter circuits, it is often convenient to express 
frequency (f) in cycles and capacitance (C) in microfarads, 
in which event the same formula applies: 
Capacitors in A-C When a capacitor is connected into a 
and D-C Circuits 
d.c., or stop the flow of current. Beyond 


the initial movement of electrons during the period when the 


capacitor is being charged, there ‘will be no flow of current 
because the circuit is effectively broken by the seers of 
the capacitor. 

Strictly speaking, a very small current may actually flow 
because the dielectric of the capacitor may not be a_ perfect 
insulator. This minute current flow is the leakage current 
previously referred to and is dependent upon the internal d-c 
resistance of the capacitor. This leakage current is usually 
quite noticeable in most types of electrolytic capacitors. 


When an alternating current is applied to a capacitor, the. 


capacitor will charge and discharge a certain number of times 
per second in accordance with the frequency of the alternating 
voltage. The electron flow in the charge and discharge of a 
capacitor when an a-c potential is applied constitutes an 
alternating current, in effect. It is for this reason that a 
capacitor will pass an alternating current yet offer practically 
infinite opposition to a direct current. These two properties 
are repeatedly in evidence in a radio circuit. 


Any good paper dielectric filter capacitor 
has such a high internal resistance (indicat- 
ing a good dielectric) that the exact resist- 
ance will vary considerably from capacitor 
to capacitor even 1 thongh they are made by the same manu- 
facturer and are of the same rating. Thus, when 1000 volts 
d.c. is connected across two 1-ufd. 500-volt capacitors in 
series, the chances are that the voltage will divide unevenly 
and one capacitor will receive more than 500 volts and the 
other less than 500 volts, 


Voltage Rating 
of Capacitors 
in Series 


Voltage Equalizing 
Resistors 


By connecting a half-megohm 1-watt 
carbon resistor across each capacitor, 
the voltage will be equalized because 
the resistors act as a voltage divider, and the internal resist- 
ances of the capacitors are so much higher (many megohms) 
that they have but little effect in disturbing the voltage divider 
balance. 

Carbon resistors of the inexpensive type are not particularly 
accurate (not being designed for precision service); therefore 
it is advisable to check several on an accurate ohmmeter to 
find two that are as close as possible in resistance. The exact 


resistance is unimportant, just so it is the same for. the two. 


resistors used. 


When two capacitors are connected in 
series, alternating voltage pays no heed to 
the relatively high internal resistance of 
each capacitor, but. divides across the capacitors in inverse 
proportion to the capacitance. Because, in addition to the 
d.c. across a capacitor in a filter or audio amplifier circuit 
there is usually an a-c or a-f voltage component, it is inad- 
visable to series-connect capacitors of unequal capacitance 
even if dividers are provided to keep the d.c. within the ratings 
of the individual capacitors. 


Capacitors in 
Series on A.C, 


direct-current circuit, it will block the 


be of very. low ee 


For instance, if a 500-volt 1-yfd. capacitor is used in — 


series with vase 
volt a.c. ‘supply, the 
a.c. across it oe the 4. 


impedance of the ade es a y 


itor. 

connected. Be a) asi 
Elseralyiie 2 

Capacitors _ oxide d as he: dielectric. an 


‘is, they have a positive and 


ee will break down and the oes will ov theat. 
an Se 


eae i 
terminal of the next danaritan in hes 
method of connection for vette 


shown in eee 24, 


which toads ‘to heat the capacitor and aggre 
tion. eh sous? when Beene in series. with r 


maining ones. eho the “capac OF W 
current, usually the best capacitor, has | 
across it. For this reason, dividing resistors 


across series- connected electrol} tic 
: 


2-6 | Circuits Contai ing Rea sctance 


= 


voltage. i his: case Tie 
phase with the voltage. tet 


cerned, provided that the same 
or f.m.s.) for both wee 
tions. 


A 


present: in na ircuit 
oe it will be 


CURRENT LAGGING VOLTAGE BY 90° 
(CIRCUIT CONTAINING PURE INDUCTANCE ONLY ) 


TIME 


eee Ss 


ctive, i. .e., if it contains aeither 
rent Jags the voltage by 90 
will - less than 90 as 


ure capacitance alone ‘is oe in an a.c. circuit Figure 25. 
! Ce OF resistance of. any kind), the opposite effect Showing the manner in which the current lags the voltage in an 
; the current will lead the voltage by 90 a-c circuit containing pure inductance only. The lag is equal 


to one-quarter cycle or 90 degrees. 
he presence of fesistance in ee circuit will — to ? ne ig 


From the equation for inductive 
reactance, it is seen that as the 
= frequency becomes greater the 
Z reactance imcreases im a coffe- 

The reactance is doubled when the fre- 


CURRENT LEADING VOLTAGE BY 90° 


(CIRCUIT CONTAINING PURE CAPACITANCE ONLY) 


TIME 


~ 


ae cy increases. “When the ee is : iaed, the 


ance: will be greater as the capacitance is lowered. Showing the manner in which the current leads the voltage in 
f an a-c circuit containing pure capacitance only. The lead is 


tee of the two eee of teactance, inductive and equal to one-quarter cycle or 90 degrees. 


Figure 26, 


expressed as the actual watts (as measured by a watt-meter) 
_ divided by the product of voltage and current or: 


- When a circuit includes a ee We 
tance or an inductance or both, : Ext 


addition to a resistance, the sieaple where W = watts as measured, 
Ohr LW will not apply when the total im- E = voltage (t.m.s. ) 
t “alterna a8 current is to be determined. Reference I = current in amperes (f.m.s.) 


s 


Stated in another manner: 
W 
EOx-1 
The character @ is the angle of phase difference between 
_current and voltage. The product of volts times amperes gives | 
the apparent power of the circuit, and this must be multiplied 
_ by the cos@ to give the actual power. This factor cos@ is called 
fA Ora faa Tees _ the power factor of the circuit. 
When the current and voltage are in phase this factor is 
equal to 1. Resonant or purely resistive circuits are then said 
to have unity Bowe factor, in which case: 


== COSO 


ee ee a ; i : W=EX | Wee rR, W = — 
—- eas eee OE R < 
See AG aE es 2a fC : ; , 


Applying Ohm’s Law Ohm's law applies equally to direct 
to Alternating Current or alternating current, provided the 
“ vee circuits under consideration are 
‘if itcuits hak ee reactance as well as purely resistive, that is, circuits which have neither inductance 
oe ae to calculate the power asina. (coils) nor capacitance (capacitors). Problems which involve 
@ Lage eae and ee tube filaments, drop resistors, electric lamps, heaters or similar 
resistive devices can be solved from Ohm’s law, regardless of 
_ whether the current is direct or alternating. When a capacitor 
or coil is made a part of the circuit, a property common to 
either, called reactance, must be taken into consideration. 
_ When the circuit contains inductance only, yet with the 
same. conditions as- ‘above, the Jed oe is as follows: 


30 


E 
E = 1X1, and I = — 


<< 

where E = voltage, 
I = current in amperes, / 
Xi = inductive reactance or 27fL 


(expressed in ohms). 


When a circuit has resistance, capacitive reactance, aad in- 


ductive reactance in series, the effective total opposition to the 
alternating current flow is known as the impedance of the 
circuit. Stated otherwise, impedance of a circuit is the vector 
sum of the resistance and the difference between the two 
reactances, the latter being designated as the net reactance. 


Lot VUE rE Cea ee Xe) OF 


| 1 2 
Pees es (211 = — 
. 2afC 


where Z = impedance in ohms, 
f = resistance in ohms, 


Xr = inductive reactance 
(27fL) in ohms, 
Ae 1 
X. = capacitive reactance eae ae 
2arfC 
in ohms. 


An example will serve to clarify the relationship of resist- 
ance and reactance to the total impedance. If a 10-henry choke, 
a 2-ufd. capacitor, and a resistance of 10 ohms (which is rep- 
resented by the d-c resistance of the choke) are all connected 
in series across a 60-cycle source of voltage: 


for reactance Xi = 6.28 X 60 X 10 = 3,750 ohms (approx.), 


1,000,000 
xX. = = 1,300 ohms (approx.). 
ie 6.2808 1602% 2 
r = 10 ohms 


Substituting these values in the impedance equation: 


Z = Vv 10° + (3750 — 1300)? = 2450 ohms. 


This is nearly 250 times the value of the d-c resistance of 


10 ohms. The subject of impedance is more fully covered under 


Resonant Circuits. 

In actual practice the iron-core choke would act as though 
the resistance were somewhat more than 10 ohms (the value 
as read on an ohmmeter) because on a.c. there would also be 
core losses, which show up (produce the same effect as) addi- 
tional d-c resistance in the winding. However, to simplify the 
foregoing problem the effect of core losses was ignored. 


2-7 Resonant Circuits 


The reader is advised to review at this point the subject 
matter on inductance, capacitance, and alternating current, in 
order that he may be able to gain a complete understanding 
of the action of resonant circuits. Once the basic conception of 
the foregoing has been mastered, the more complex circuits 
in which they appear in combination will present no great 
problem. 

Figure 27 shows an inductance, a capacitance, and a re- 
sistance arranged in series, with a variable frequency source, 
E, of a.c. applied across the combination. 

Some resistance is always present in a circuit because it is 
possessed in some degree by both the inductor and the capaci- 
tor. If the frequency of the alternator E is varied from nearly 
zero to some high frequency, there will be one particular fre- 
quency at which the inductive reactance and capacitive react- 
ance will be equal. This is known as the resonant frequency, 
and in a series circuit it is the frequency at which the circuit 
current will be a maximum. Such series resonant circuits are 


Frequency 


Eicure 27. 
Schematic of a series-resonant circuit containing resist- 


chiefly used when it is desirable to allow a certain frequency 
to pass through the circuit (low impedance to this frequency), © 
while at the same time the circuit is made to offer considerable 
opposition to currents of other frequencies. 

If the values of inductance and capacitance both are fixed, 
there will be only one resonant frequency. ; 

For mechanical reasons, it is more common to change the 
capacitance rather than the inductance when a circuit is tuned, 
yet the inductance can be made variable if desired. 

In the following table there are five radically different ratios 
of L to C (inductance to capacitance) each of which satisfies 
the resonant condition, X_. = Xc. When the frequency is con- 
stant, L must increase and C must decrease in order to give 
equal reactance. Figure 28 shows how the two reactances 
change with frequency; this illustration will greatly aid in 
clarifying this discussion. 

If both the inductance and PS See are made vaca 
the circuit may then be changed or tuned, so that a number of 
combinations of inductance and capacitance can resonate at the 
same frequency. This can be more easily understood when one 
considers that inductive reactance and capacitive reactance 
travel in opposite directions as the frequency is changed. For 
example, if the frequency were to remain constant and the 
values of inductance and capacitance were then changed, me 
following combinations would have equal reactance: 


Frequency is constant at 60 cycles. 
L is expressed in henrys. 
C is expressed in microfarads (.000001 1 farad. ye 


V5 Xi C. ‘ Xo a: 
265 100225 226:5 i O0e 
2.65 1,000 2.65 1,000 | 
26.5 10,000 — 265 10,000 _ 
265.00 100,000 .0265 100,000 
2,650.00 00265 1,000,000 _ 


1,000,000 


From the formula for resonance, 
of Resonance ; 


27fL = , the resonant frequency 


20 


can readily be malved. In order to isolate f on one side of the | 
equation, merely multiply both see by auf, thus giving: 


pete 


Divided by the quantity 47’°L, the result is: 


ee : 
3 4a°LC | | 
Then, by taking the square root of both sides: . 
= 1 ; Ri ; 
rh Gs RA 
' 2a V LC 
where f = frequency in cycles, 
L = inductance in henrys, 
C = capacitance in farads. 


a 


It is more convenient to express L and C in smaller units, — 


x 
£ Pmt 


: eorenness frequency. The four 
are drawn at the pofat of resonance 
in the circuit. 


impedance i in Shins: . 
resistance in ohms, 4 
pacitive reactance in ohms, 
inductive reactance in ohms. 


uation, | it can ‘be seen that the umpedaaes is 


er 


ce most mocha. ee epee circuits is s of a é 
low order, the impedance is also low. 

encies higher and lower than the resonant ae 
ifference between the 1 reactances will be a definite quantity 
a TA a a cecaa “ 
idd with th the resistance to make the e impedance higher ~ 


eevee Bumber. However, this is eae to eke 


e Ae be ehess of whether it be capacitive | 
nd the difference aauared, i ues 
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Formulas for calculating currents 
and lee. in a ‘series resonant — 


and Capacitor in 


¢ should te ee than Xz, then the term (Xi— Ko) 


_ selectivity of a tuned circuit. 


a1 


"Inspection : of the above formulas will show the following 


: to apply to series resonant circuits: When the impedance is 
low, _the current will be high; conversely, when the “impedance 


ds high, the , the current will be low. 
Since it is known that the impedance will t be very low at the 
resonant frequency, it follows that the current will be a maxi- 


mum at this point. If a graph is plotted of the current against 


the frequency either side of resonance, the resultant curve be- 
comes what is known as a resonance curve. Such a curve is 
shown in Figure 29, the frequency being plotted against current 
in the series resonant circuit. 

Several factors will have an effect on the shape of this 
‘resonance curve, of which resistance and L-to-C ratio are the 


important considerations. The curves B and C in Figure 29 


show the effect of adding increasing values of resistance to the 


circuit. It will be seen that the peaks become less and less 


prominent as the resistance is increased; thus, it can be said 


tivity in this. case can be: defined as the ability of a circuit to 
disctiminate against frequencies adjacent to the resonant fre- 
quency. 
Voltage Across Coil Because the a-c or r-f voltage across a 
coil and capacitor is proportional to 
the reactance (for a given current), the 
actual voltages across the coil and 
actoss the capacitor may be many times greater than the 
terminal voltage of the circuit. Furthermore, since the indi- 
vidual reactances can be very, high, the voltage across the 
capacitor, for example, may be high enough to cause flashover, 
even though the applied voltage is of a value considerably 
below that at which the capacitor is rated. 


Series Circuit 


Circuit Q—Sharp- 
mess of Resonance 


An extremely important property of a 
capacitor or an inductor is its factor-of- 
merit, more generally called its Q. It is 
this factor, Q, which primarily determines the sharpness of 


_ fesonance of a tuned circuit. This factor can be expressed as 


the ratio of the reactance to the resistance, as follows: 


= Def © ; 
Q= Re 


where R = total resistance. 
The actual resistance in a wite or an inductor can be far 


greater than the d-c value when the coil is used in.aradio- - 


frequency circuit; this is because the current does not travel 
through the entire cross-section of the conductor, but has a 
tendency to travel closer and closer to the surface of the wire 
as the frequency is increased. This is known as the skin effect. 

The actual current-carrying portion of the wire is decreased, 


Figure 29. 
RESONANCE CURVE. . 


[Resonance curve showing the 
effect of resistance upon the 
Curve “A” is for the smali- 
est amount of resistance 
(greatest Q) and curve “‘C” 
is for a large amount of re- 
sistance (low Q). 


that the selectivity of the circuit is thereby decreased. Selec- 
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Figure 30. 
PARALLEL-RESONANT CIRCUIT. 


The inductance L and capacitance C comprise the re- 
active elements of the parallel-resonant (anti-resonant) 
tank circuit, and the resistance R indicates the sum of 
the r-f resistance of the coil and capacitor plus the re- 
sistance coupled into the circuit by the load. In most 
cases the tuning capacitor has much lower r-f resistance 
. than the coil and can therefore be ignored in compari- 
son with the coil resistance and coupled-in resistance. 
The instrument M, indicates the “line current’ which 
keeps the circuit in a state of oscillation. The instrument 
Me indicates the “tank current” which is equal to the 
line current multiplied by the Q of the circuit. 


therefore, and the resistance is increased. This effect becomes 
even more pronounced in square or rectangular conductors be- 
cause the principal path of current flow tends to work out- 
wardly toward the four edges of the wire. 

Examination of the equation for Q may give rise to the 
thought that even though the resistance becomes greater with 
frequency, the inductive reactance does likewise, and that the 
Q might be a constant. In actual practice, however, this is true 
only at very low frequencies; the resistance usually increases 
more rapidly with frequency than does the reactance, with the 
‘result that Q normally decreases slowly with increasing fre- 
quency. 

The Q of a capacitor ordinarily is much higher than that of 
the best coil. Therefore, it usually is the merit of the coil that 
limits the overall Q of the circuit. 

At audio frequencies the core losses in an iron-core inductor 
greatly reduce the Q from the value that would be obtained 
simply by dividing the reactance by the resistance. Obviously 
the core losses also represent circuit resistance, just as much so 
as though the loss occurred in the wire itself. 


Parallel 
Resonance 


In radio circuits, parallel resonance (more cor- 


encountered than series resonance; in fact, it is 
the basic foundation of receiver and transmitter circuit opera- 
tion. A circuit is shown in Figure 30. 


The “Tank” 
Circuit 


In this cireuit, as contrasted with a circuit for 


pacitance) are connected in parallel, yet the 
combination can be considered to be in series with the re- 
mainder of the circuit. This combination of L and C, in con- 
junction with R, the resistance which is principally included 
in L, is sometimes called a tank circuit because it effectively 
functions as a storage tank when incorporated.in vacuum tube 
circuits, 

Contrasted with seties resonance, there are two kinds of 
current which must be considered in a‘parallel resonant circuit: 
(1) the line current, as read on the indicating meter M,, (2) 
the circulating current which flows within the parallel L-C-R 
portion of the circuit. See Figure 30. . 

At the resonant frequency, the line current (as read gn the 


meter M;) will drop to a very low value, although the circu- 


lating current in the L-C circuit may be quite large. It is inter- 
esting to note that the parallel resonant circuit acts in a dis- 
_ tinctly opposite manner to that of a series resonant circuit, in 


_ which the current is at a maximum and the impedance is mini- 


_ mum at resonance. It is for this reason that in a parallel 


rectly termed antiresonance) is more frequently — 


series resonance, L (inductance) and C (ca-— 


- circuit must be very high. The impedance will be greater 


Sos 


resonant circuit the principal considerat 
rather than current. It is also significz 
curve for parallel circuits is very near tica 
current curve for series resonance. The impe danc 
is expressed as: 


(2a£L)? 
R > 
where Z = impedance in ohms, 
L = inductance in henrys, 
f = frequency in cycles, 
R = resistance in ohms. 
Or, impedance can be expressed as a function of Q as 


Z = 2afLQ, 


showing that the impedance of a circuit is directly proponienaay 
to its effective Q at resonance. 

The curves illustrated in Figure 29 can be applied to parallel 
resonance. Reference to the curve will show that the effect of — 
adding resistance to the circuit will result in both a broadening 
out and a lowering of the peak of the curve. Since the voltage 
of the circuit is directly proportional to the impedance, and — 
since it is this voltage that is applied to the grid of the vacuum 
tube in a detector or amplifier circuit, the impedance curve 
must have a sharp pea in order for the circuit to be selective 


give nearly equal voltages on the grid of the vibe; and thes cif- 
cuit will then be non-selective; i.e., it will tune broadly. — 


In order that the highest possible vol 
age can be developed across a aralle 
resonant circuit, the impedance of 


Effect of L/C Ratio 
in Parallel Circuits 


conventional coils of limited Q when the ratio of ee 


with C. When the resistance of the circuit is very ion 
equal Xc at maximum impedance. There are innu 
ratios of L and C that will have equal reactance, at 
resonant frequency, exactly as is the case in a series” 
circuit. ane 

In practice, where a certain value of inductance 


cuit (lowering the resistance) all obviously increase 
selectivity and gain. 


The Q of a circuit has a defi 

ing on the circulating oS cur 
resonance. This tank current 
nearly the value of the line current multiplied by t 
circuit Q. For example: an r-f line current of 0. 
with a circuit Q of 100, will give a circulating tan 
approximately 5 amperes. From this it can bes seen . 


Circulating Tank 
Current at Resonance 


must be of very low resistance, particularly in the ca: 
power transmitters, if heat losses are to be held to : 


Effect of Coupling 
on Impedance 


If a parallel receuke Re 
to another circuit, such as 
output circuit, the ee n 
effective Q of the parallel circuit is decreasec as 


grallel pbk circuit. The resistance thus coupled into the 
tank circuit can be considered as being reflected from the out- 
= put or, load circuit to the driver circuit. 


‘When ie plate Brut of a Class B or Class 
C operated tube (defined in Chapter 4) is 
connected to a parallel resonant circuit 
mel ‘to the same frequency as the exciting voltage for 
the amplifier, the plate current serves to maintain this L/C 
_ circuit in a state of oscillation. 
_ The plate current is supplied in short pulses which do not 
“begin to resemble a sine wave, even though the grid may be 
_ excited by a sine-wave voltage. These spurts of plate current 
are converted into a sine wave in the plate tank circuit by 
virtue of the “Q” or “flywheel effect’”’ of the tank. 
If a tank did not have some resistance losses, it would, when 


pes Effect 


_ given a “kick” with a single pulse, continue to oscillate indefi- 


~nitely. With a moderate amount of resistance or ‘‘friction’”’ in 
the circuit the tank will still have inertia, and continue to 
oscillate with decreasing amplitude for a time after being 
given a “kick.” With such a circuit, almost pure sine-wave 
ee will be developed across the tank circuit even though 
_ power is supplied to the tank in short pulses or spurts, so long | 


a Bereney that is the same as the resonant frequency of the 
tank, 

Pasethcs way to elie the action of the tank is to recall 
Shak a fesonant tank with moderate Q will discriminate | 


; strongly | against harmonics of the resonant frequency. The 
distorted plate current pulse in a Class C amplifier contains not 
only the fundamental frequency (that of the grid excitation 


voltage) but also higher harmonics. As the tank offers low 

oh one to the harmonics and high impedance to the fun- 
damental (being resonant to the latter), only the fufidamental 

ve —a sine-wave voltage—appears across the tank circuit in sub- 

_ Stantial magnitude. 

nae The operation of tuned tank circuits in conjunction with 
~ radio- frequency power amplifiers i is discussed further in Chap- 

ter 4, Section 4-12, and in Chapter 6. 


" Trensformers 
_ When two coils are placed in such inductive relation to each 
other that the lines of force from one’ cut across the turns of 
the other and induce a voltage in so doing, the combination 
_ can be called a transformer. The name is derived from the fact 
_ that energy is transformed from one voltage into another. The 
‘inductance in which the original flux is produced is called the 
primary; the inductance which receives the induced voltage is 
called the secondary. In a radio receiver power transformer, 
for example, the coil through which the 110-volt a.c. passes 
ak s the primary, and the coil from which a higher or lower volt- 
age than the a-c line potential is obtained is the secondary. 
__ Transformers can have either air or magnetic cores, depend- 
_ ing upon whether they are to be operated at radio or audio 
frequencies. The reader should thoroughly impress upon his 
mind the fact that current can be transferred from one circuit 
© another only if the primary current is changing or alternat- 
ing. From this it can be seen that a power transformer cannot 
possibly function as such when the para is pence with 
— -non-pulsating d.c. 
ek _ power transformer ee has a , magnetic core which 


as the spurts are. evenly spaced with respect to time and havez 


Zp Zu 


+8 


Figure 31. 
The reflected impedance Zr varies directly in proportion 
to Zi and in proportion to the square of the primary-to- 
secondary turns ratio. 


Transformers are used in alternating-current 
circuits to transfer power at one voltage and 
impedance to another circuit at another voltage 


Types of 
Transformers 


_ and impedance. There are three main classifications of trans- 


formers: those made for use in power-frequency circuits, those 
made for audio-frequency applications, and those made for 
radio frequencies. Power-frequency transformers are discussed 
in Chapter 25, Power Supplies; design and application data 


on power transformers is given in this chapter. The applica-| 


tion of audio-frequency transformers is given in Chapter 4, 


_ particularly in the section devoted to Audio Frequency Power 


Amplifiers. Radio frequency transformers are also discussed 
in Chapter 4 in the section devoted to Tuned R-F Voltage 
Amplifiers. 


The type of transformer in Figure 32, when 
wound with heavy wire over an iron core, is a 
common device in primary power circuits for 
the purpose of increasing or decreasing the line voltage. In 
effect, it is merely a continuous winding with taps taken at 
various points along the winding, the input voltage being 


The Auto 
Transformer 


_ applied to the bottom and also to one tap on the winding. If 


the output is taken from this same tap, the voltage ratio will 


be 1-to-1; i.e., the input voltage will be the same as the output 


voltage. On the other hand, if the output tap is moved down 
toward the common termina], there will be a step-down in the 
turns ratio with a consequent step-down in voltage. 

The opposite holds true if the output terminal is moved 
upward from the middle input terminal; there will be a voltage 
step-up in this case. The initial setting of the middle input tap 
is chosen so that the number of turns will have sufficient re- 
actance to keep the no-load primary current at a reasonably 
low value. 


2-9 Electric Filters 


There are many applications where it is desirable to. pass a 
d-c component without passing a superimposed a-c compo- 
nent, or to pass all frequencies above or below a certain fre- 
quency while rejecting or attenuating all others, or to pass 
only a certain band or bands of frequencies while attenuating 
all others. 


STEP-UP 


OUTPUT 
VOLTAGE 


VOLTAGE pt 


Figure 32. 
THE AUTOTRANSFORMER. 


Schematic diagram of an autotransformer showing the 

method of connecting it to the line and to the load. 

When only a small amount of step up or step down is 

to be employed, the autotransformer may be much 

smaller physically than would be a transformer with 
isolated primary and secondary, 


x 


All of these things can ae done by suitable combinations of _ 
inductance, capacitance, and resistance. However, as whole 


books have been devoted to nothing but electric filters, it can 


‘abe. appreciated that it is possible only to touch upon them 
superficially in a book which covers general radio theory in 
a single chapter. 

A filter acts by virtue of its property of offering very high 
impedance to the undesired frequencies, while offering but little 
impedance to the desired frequencies. This will also apply 
to d.c. with a superimposed a-c component, as d.c. can be 
considered as an alternating current of zero frequency so far 
as filter discussion goes. 

Sometimes a shunt or series element of an L-C filter is 
resonated with a reactance of opposite sign. When this is 
done, the section is known as an M-derived section. If the 
complementary reactance is added to a series arm, the section 


is said to be shunt derived; if added to the shunt arm, series 


derived. 

A derived filter has sharper cut off than a regular constant 
K filter, but has less attenuation than the constant K section 
at frequencies far removed from cut off. The effect of reso- 
nating the series inductance of a @. section filter to form an 

M-derived filter is shown in Figure 33. The “notch’’ fre- 
quency is determined by the resonant frequency of the filter 
element which is tuned. The’ closer the resonant frequency 1s 
made to cut off, the sharper will be the cut off attenuation, 
but the less will be the attenuation at several times the cut 
off frequency. 

The amount of attenuation obtained at the “notch” When a 
derived section is used is determined by the effective Q of the 
resonant arm. ; 

Oftentimes a constant-K section and a derived section are 
cascaded to obtain the combined characteristic of sharp cut 
off and good remote-frequency attenuation. Such a filter is 
known as a composite filter. 


_radiophone signal. 


ATL fae vere some insertion loss. This i is the attenuation oP 
ny. ae eae uniform) provided to frequencies within the — 
pass band.” The insertion loss varies with the kind of filter, the" 
Q of capacitors and inductors used, and the type termination 
employed. ee oe 


_ Electric wave filters have long. been” used in 
“some amateur stations in the audio channel 

to reduce the transmission of unwanted high 
frequencies and hence to reduce the bandwidth occupied by a 
Of late the use of electric filters has be- 
come more general in clipper-filter or “clipter’” circuits as 
described in Chapter 7 and illustrated in’ Chapter 24. The 
effectiveness of a properly designed and properly used filter 
circuit in reducing QRM ee sideband splatter should not be — 
underestimated. 

The chart of Figure 33 gives design data and procedure on 
the pi-section type of filter most commoniy used in clipper- 
filter circuits. If a single section of filter is to be used, it should 
preferably be of the M-derived type with an M of 0.6, as set 


Electric: Filter 
Design 


' forth in Figure 33. If more than one section of filter is to 
be used, and an additional section or two will contribute to 


the reduction in broadness of the signal, a combination of an 
M-derived input section followed by a constant-K section is 
probably the next better arrangement. The next best after this 
type in effectiveness will probably be found to be an M-derived 
section in the center with a terminating half-section on the 
input and output of the filter. 

M-derived sections with an M of 0.6 will be ane to be 
most satisfactory as the input section (or half- section ) of 
any filter since the input impedance of such a section is. most 
constant over the pass band of the filter section. 

Simple filters may use either L, T, or 7 sections. ‘Sune the 
m@ section is the more commonly used type Figure 33 gives — 
design data and characteristics for this type of filter. 


R = LOAD RESISTANCE 
fp = CUT-OFF FREQUENCY 


Ffeo= FREQUENCY OF VERY 
HIGH ATTENUATION 


LOW PASS 


ATTENUATION 


R = LOAD RESISTANCE 
#4 = CUT-OFF FREQUENCY 


foo = FREQUENCY OF VERY 
HIGH ATTENUATION 


HIGH PASS 


ATTENUATION 


Mes 


FREQUENCY. 


Figure 33. 


Through the use of the curves and equations in the accompanying illustration it is possible to determine 
the correct values of inductance and capacitance for the most practical types of pi-filter sections, 


77 SECTIONS 


L4=0.6bLK =ML. 
Cy = 0.267 CK= AME cK 


C2=0,.6CK=MCkK 


SAME VALUES AS M=0.6 


st 


SAME CURVE AS M=0.6 


ATTENUATION 


IT SECTIONS - 


\ SAME VALUES AS M= 0. 


ss 


SAME CURVE AS M=0.6 


ATTENUATION 


FREQUENCY 


in he: same evacuated chamber. It was later discovered that 
; “if the plate were charged positively with respect to the filament 
a much larger proportion of the electrons emitted by the 
“filament. would be attracted to the plate. Further, it was 
_ determined that if the plate were charged negatively with 


respect to filament the electron flow to the plate would, 


cease. This valve action meant that the electron tube could 
be used as a rectifier since it would pass current in only one 
- direction. It is this valve or rectifying action of the two- 
~ element vacuum tube or diode which is used for the production 
of unidirectional or direct current from the alternating cur- 
“tent supplied from the a-c mains. _ 


The free electrons in any metal are continually 
in motion at all temperatures. But at ordinary 
ES: atmospheric temperatures, these electrons do 
not ve sufficient’ energy to penetrate the surface of the 
material. It is necessary that some form of external energy be 
supplied to the surface for emission to take place. When this 
energy supply is in the form of heat, the result is called 
__ thermionic emission; when the energy is in the form of light 
it is called photo-emission. The phenomena of photo-emission 
_ ts applied in the photo-electric tube, while thermionic emission 
supplies the electrons for the operation of the vacuum tube. 
In order that thermionic emission may take place, it is nec- 
essary that the cathode or filament of the vacuum tube be 
heated to the point where the free electrons in the emitter have 
fficient velocity to penetrate the surface. The degree of 
ee to which the emitter must be heated varies greatly 


SF hersionie 
| Emissior 


Cathodes 


a he emitters or cathodes as used in present-day vacuum 
tubes 1 may be classified into two groups: the directly-heated or 
filament type and the indirectly-heated or heater-cathode type. 
Directly-heated emitters may be further subdivided into three 
_ important BPOUPs, all of which are omen used in modern 


vacuum tubes. These ‘classifications are: the pure-tungsten 
filament, the thoriated- decane fen filament, and the oxide-coated 
filament. 


Pure tungsten wire was used as the filament 
in nearly all the earlier transmitting and 
receiving tubes. However, the thermionic 
efficiency of tungsten wire as an emitter (the number of mil- 
liamperes emission per watt of filament heating power) 
quite low, the filaments become fragile after use, their life is 
rather short, and they are susceptible to burnout at any time. | 
Pure tungsten filaments must be run at bright white heat — 
(about 2500° Kelvin). For these reasons, tungsten filaments 
have been replaced in all applications where another type of 
filament could be used. They are, however, still universally 
‘employed in most water-cooled tubes and in certain large, high- 
power air-cooled triodes where another filament type would 
be unsuitable. Tungsten filaments are the most satisfactory 
for high-power, high-voltage tubes where the emitter is sub- 
jected to positive ion bombardment due to the residual gas 
content of the tubes. Tungsten is not adversely affected by 
such bombardment. 


The Pure Tung- 
sten Filament 


The Thoriated- 
Tungsten Filament 


In the course of experiments made upon 

tungsten emitters, it was found that fila- 

ments made from tungsten having a 
small amount of thoria (thorium oxide) as an impurity had 
much greater emission than those made from the’ pure metal. 
Subsequent development has resulted in the highly efficient 
carburized thoriated-tungsten filament as used in virtually all 
medium-power transmitting tubes today. 

Thoriated-tungsten emitters consist of a tungsten wire con- 
taining from 1% to 2% thoria. The activation process varies 
between different manufacturers of vacuum tubes, but it is 
essentially as follows: (1) the tube is outgassed; (2) the fila- 
ment is burned for a short period at about 2800° Kelvin to 
clean the surface and reduce some of the thoria within the 
filament to metallic thorium; (3) the filament is burned for a 
longer period at about 2100° Kelvin to form a layer of thorium 
on the surface of the tungsten; (4) the temperature is reduced 

to about 1600° Kelvin and. some pure hydrocarbon gas is 
admitted to form a layer of tungsten carbide on the surface of 


35 


the tungsten. This layer of tungsten carbide reduces the rate 


of tungsten evaporation from. the surface at the normal oper- 
ating temperature of the filament and thus increases the operat- 
ing life of the vacuum tube. Thorium evaporation from the 
surface is a natural consequence of the operation of the 
thoriated-tungsten filament. The carburized layer on the tung- 


sten wire plays another role in acting as a reducing agent to — 


produce new thorium from the thoria to replace that lost by 
evaporation. This new thorium continually diffuses to the sur- 
face during the normal operation of the filament. The last 
process, (5), in the activation of a thoriated tungsten filament 
consists of re-evacuating the envelope and then burning or 
ageing the new filament for a considerable period of time at 
the normal operating temperature of approximately _ 1900° 
Kelvin. 

One thing to remember about any type of filament, particu- 
larly the thoriated type, is that the emitter deteriorates practi- 
cally as fast when “standing by” (no plate current) as it does 
with any normal amount of emission load. Also, a thoriated 
filament may be either temporarily or permanently damaged 
by a heavy overload which may strip the surface layer of 
thorium from the filament. 


Thoriated-tungsten filaments (and only 


Reactivating 
Thoriated-Tungsten thoriated-tungsten filaments) which-: 
Filaments have gone “flat” as a result of insuffi- 


cient filament voltage, a severe tem- 
porary overload, a less severe extended overload, or even nor- 
mal operation may quite frequently be reactivated to their 
original characteristics by a process similar to that of the 
original activation. However, only filaments which have not 
approached too close to the end of their useful life may be 
‘successfully reactivated. The filament found in certain makes 
of tubes may be reactivated three or four times before it will 
cease to operate as a thoriated emitter. 
The actual process of reactivation is simple enough and only 
equires a filament transformer with taps allowing voltage up 
to about 25 volts or so. The tube which has gone flat is placed 


in a‘socket to which only the two filament wires have been - 


connected. The filament is then “flashed” for about 20 to 40 
seconds at about 144 times normal rated voltage. The filament 
will become extremely bright during this time and, if there is 
still some thoria left in the tungsten and if the tube didn’t 
originally fail as a result of an air leak, some of this thoria will 
be reduced to metallic thorium. The filament is then burned at 
15 to 25 per cent overvoltage for from 30 minutes to 3 to 4 
hours to bring this new thorium-to the surface. | 

The tube should then be tested to see if it shows signs of 
renewed life. If it does, but is still weak, the burning process 
should be continued at about 10 to 15 per cent overvoltage 
for a few more hours. This should bring it back almost to 
normal. If the tube checks still very low after the first attempt 


at reactivation, the ee process can be repeated as a last — 


effort. 

As has been mentioned above thorated- -tungsten filaments 
are operated at about 1900° K or at a bright yellow heat. A 
burnout at normal filament voltage is almost an unheard of 
occurrence. The ratings placed upon tubes by the manufactur- 
ers are figured for a life expectancy of 1000 hours. Certain 
types may give much longer life than this but the average 


transmitting tube will give from 1000 to 5000 hours of abe 
life. 


The Oxide- 
Coated Filament is the oxide-coated type which consists of 


a mixture of barium and strontium oxides - 


coated upon a wire or strip usually of a nickel alloy. This type _ < Cas 
of filament operates at a dull-red to orange-red temperature — 


UTS OU ae 


‘reduces the carbonates to ) oxides thermally. cleans the fi 


- The Heater 


as there is in the directly 


The most efficient of all modern filaments — 


by the high temperature necessary to Blea ie 
tubes and, (2) the positive ion bombardment 
place even in the best evacuated high-voltage 
destruction of the oxide layer on the surface of the filan 
The activation of oxide- coated se also” varies 
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the number of electrons reaching the 


| small flow of plate current even at zero 
As the ete voltage is increased in a 


ith cathode, one ae and plate is called a 
nes ened: two grids, and plate is called a 


eae we fod grids, a hexode; with five 
‘ode, although one class of vacuum tube having 
ee and Oe is a a Penlasrid ¢ converter. 


- transmitting ee the types commonly 
ce) Ss # faricty of anode mate- 


oe This candi has the greatest Sccnats 
; sg eta of ay common anode material. 


‘is. usually siher ‘pure tantalum, pure 
© zirconium-coated molybdenum. The latter 
becoming increasingly popular with vacuum- 

| urers for Sa ee tubes of all power capa- 
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CHARACTERISTICS FOR A CRYSTAL DIODE. 


Note that the crystal diode conducts several thousand times 
more readily in one direction than in the other. 


and is the fundamental type from which all the others are 
derived; hence, the diode and its characteristics will be dis- 


cussed first. 


When the cathode within a diode is heated, 
it will be found that a few of the electrons 


of the Diode 
leaving the cathode will leave with sufficient 


velocity to reach the plate. If the plate is electrically connected 


back to the cathode, the electrons which have had sufficient 
velocity to arrive at the plate will flow back to the cathode 


‘through the external circuit. This small amount of initial plate 


current is an effect found in all two-element vacuum tubes. 
If a battery or other source of d-c voltage is placed in the 
external circuit between the plate and cathode so that it places 


a positive potential on the plate, the flow of current from the — 


cathode to plate will be increased. This is due to the strong 
attraction offered by the postively charged plate for any nega- 


tively charged particles. If the positive potential on the plate 


is increased, the flow of electrons between the cathode and 
plate will also increase up to the point of saturation. Saturation 
current flows when all of the electrons leaving the cathode are 
attracted to the plate, and no increase in plate voltage can in- 


crease the number of electrons being attracted. 


As a cathode is heated so that it begins to 
Charge Effect 
charged into the surrounding space form in 


the immediate vicinity of the cathode a negative charge which 


acts to repel those electrons which normally would be emitted 


were the charge not present. This cloud of electrons around 


the cathode is called the space charge. The electrons comprising 
the charge are continuously changing, since those electrons 
making up the original charge fall back into the cathode and 
are replaced by others emitted by it. — 

The effect of the space charge is to make the current through 


the tube variable with respect to the plate-to-cathode drop 
across it. As the plate voltage is increased, the positive charge 


of the plate tends to neutralize the negative space charge in the 
vicinity of the cathode. This neutralizing action upon the space 
charge by the increased plate voltage allows a greater number 


_ of electrons to be emitted from the cathode which, obviously, 
causes a greater plate current to flow. When the point is 
reached at which the space charge around the cathode is neu- 
: tralized completely all the electrons that the cathode is 


emit, those electrons which have been dis- — 
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capable of emitting are being attracted to the plate and the 
tube is said to have reached saturation plate current as men- 
tioned above. 


Barrier-Layer 
Dicdes 


The characteristic of unidirectional electron 
flow between the two elements of the diode 


can be attained through the use of the so-' 


called barrier layer effect as well as through the use of the 
two-element vacuum tube. Two common electronic compo- 
nents which utilize this effect are the dry-disc rectifier and the 
rectifying crystal. Two common types of dry-disc rectifier are 
the copper-oxide rectifier and the selenium rectifier. Dry-disc 
rectifiers are frequently employed in power supplies where 
power-line frequency alternating current must be converted 
into d.c. at moderate voltage (6 to 30 volts) and at currents 
from a few hundred milliamperes to 10 or 20 amperes. The 
selenium rectifier is attaining considerable acceptance in this 
field and in addition selenium rectifiers are enjoying some 
application in power supplies where moderate currents at 
from 1000 to 5000 volts are required. 

Rectifying-crystal diodes are most frequently employed in 
the rectification of r-f energy. The predecessor of these modern 
units is the galena or silicon crystal used in the “wireless” days 
of radio. Crystal diodes are available at this time in two gen- 
eral types. The first type was developed for use as a mixer in 
s-h-f radar receivers and utilizes a small piece of silicon crystal 
sealed in a ceramic holder with a “cat whisker” factory ad- 
justed to the proper spot on the crystal. This type is suitable 
for rectifying only a very small amount of energy, although 
types. are available for use up to 30,000 megacycles. The 
1N21B is a commonly available crystal of this general type. 
The second type, which uses a germanium crystal element, has 
more recently been developed for use at higher energy levels 
and at frequencies up to about 100 megacycles. This type, 
exemplified by the 1N34 and 1N35, has found wide applica- 
tion as a second detector or demodulator in high-frequency FM 
and AM receivers. This type is also especially well suited to 
use as the rectifying element in field-strength meters and 
modulation monitors. 

The Triode If an element consisting of a mesh or spiral of 
wire is inserted concentric with the plate and 
between the plate and the cathode, such an element will be 
able to control by electrostatic action the cathode-to-plate 
current of the tube. The new element is called a grid, and a 


Figure 3. 


ACTION OF THE GRID IN A TRIODE. 


(A) shows the triode tube with cutoff bias on the grid. Note 
that all the electrons emitted by the cathode remain inside 
the grid mesh. (B) shows the same tube with an intermediate 
value of bias on -the grid. Note the medium value of plate 
current and the fact that there is a reserve of electrons remain- 
ing within the grid mesh. (C) shows the operation with a rela- 
tively small amount of bias which with certain tube types will 
allow substantially all the electrons emitted by the cathede to 
reach the plate. Emission is said to be saturated in this case. 
_ In a majority of tube types a high value of positive grid voltage 
is required before plate-current saturation takes place. 


“in their course from cathode to plate is made negative with 


vacuum tube containing a cathode, arid, and plate is commonly 
called a triode. 
If this new element through hich the electrons must oa res 


respect to ‘the cathode, the negative charge on this grid will | 


effectively repel the negatively charged electrons (like charges _ 
repel; unlike charges attract) back into the space charge sur- 


rounding the cathode. Hence, the number of electrons which 
are able to pass through the grid mesh and reach the plate will 
be reduced, and the plate current will be reduced accordingly. - 
As a matter of fact, if the charge on the grid is made sufh- 
ciently negative, all the electrons leaving the cathode will be 
repelled back to it and the plate current will be reduced to 
zero. Any d-c voltage placed upon a grid is called a bias (espe- 
cially so when speakiag of a control grid). The smallest nega- 
tive voltage which will cause cutoff of plate current at a par- 


_ ticular plate voltage is called the value of cutoff bias. 


Figure 3 illustrates an analogy of the method in which the 
number of electrons flowing to the plate is controlled by the 
grid bias. Figure 4 graphically shows essentially the same 
information as shown in Figure 3; i.e, the manner in which © 
the plate current of a typical triode mill vary with different — 
values of grid bias. Figure 4 also shows graphically the cut-off 
point, the approximately linear relation between grid bias and 
plate current over the operating range of the tube, and the © 
point of plate current saturation. However, the point of plate — 
current saturation comes at a different position with a triode 
as compared to a diode. Plate current non-linearity or satura- 
tion may begin either at the point where the full emission = 
capabilities of the filament have been reached, or at the point — 
where the positive grid voltage approaches the postive, plate 
voltage. en 

This latter point is commonly referred to as the boas bend 


_and is caused by the positive voltage of the grid allowing it to _ 


rob from the current stream electrons that would normally 
go to the plate. When the plate voltage is low with respect — 
to that required for full current from the cathode, the diode — 
bend is reached before plate current saturation. When the 
plate voltage is high, saturation is reached first. 

From the above it can be seen that the grid acts as a valve 
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“Figure 4. 
TRIODE PLATE “CHARACTERISTICS. | 


This curve shows plate current plotted against grid bias for a 
constant value of plate voltage on @ standard triode tube type. 
Note the relatively tremendous emission capability of the oxide- — 
coated heater cathode used in tubes of the general type of the 
6J5. Only a very small amount of this peak emission capability rae 
is used in a normal triode yoltage amplifier stage. However, 
when such a tube is used as a pulse amplifier or generator — 
aie et all the peok® emission _sepanility may key used. Pp 
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In — ae eee was mentioned that 
two conductors separated by a dielectric form 
a capacitor, or that there is capacitance between 
uk Since the Siegrecrs in a vacuum tube 


e] lopment of: he. screen-grid tube or Soecd 
grid i is added between the grid and plate of a 


a screen, as a result of its ‘screening or Sieitos 
eis often ealee a Scieecee rid tube. The inter- 


plate, with the | ‘consequence. “that the grid-to-plate 
€ is reduced. Although the screen grid is maintained 
ve voltage with respect to the cathode of the tube, 
aintained at ae oe with respect to r.f. by 


D also to the screen, the plate current is ae inde- 
t of plate voltage, thus making for high amplification. 
pen voltage is ae at a constant value, it is pos- 
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eiplate current is, ‘therefore, not reduced and the he harem tee 
possibilities are increased. — ad 

Pentodes for audio applications are designed so that the — 
Suppressor increases the limits to which the plate voltage may. 
swing; therefore the consequent power output and gain can 
be very great. Pentodes for radio-frequency service function 


in such a manner that the suppressor allows high voltage gain, 


at the same, time permitting fairly high gain at low plate. 
voltage. This holds true even if the plate voltage is the same 
or slightly lower than the screen voltage, 


A beam power tube makes use of another 
method for suppressing secondary emission. In 
this tube there are four electrodes: a cathode, 


Beam Power 
Tubes — 


a grid, a screen, and a plate, «so spaced and placed that sec- 


ondary emission from the plate is suppressed without actual 
power. Because of the manner in which the electrodes are 
spaced, the electrons which travel to the plate are slowed 
down when the plate voltage is low, almost to zero velocity © 
in a certain region between screen and plate. For this reason 
the electrons form a Stationary cloud, a space charge. The 
effect of this space charge is to repel secondary electrons 
emitted from the plate and thus cause them to return to the 
plate. In this way, secondary emission is suppressed. 

Another feature of the beam power tube is the low current 
drawn by the screen. The screen and the grid are spiral wires 
wound so that each turn in the screen is shaded from the 
cathode by a grid turn. This alignment of the screen and the 
_grid causes the electrons to travel in sheets between the turns 
-of the screen so that very few of them strike the screen itself. 
Because of the effective suppressor action provided by the 
space charge, and because of the low current drawn by the 
screen, the beam power tube has the advantages of high power 
output, high power sensitivity, and high efficiency. The 6L6 
is such a beam power tube, designed for use in the power am- 
plifier stages of receivers and speech amplifiers or modulators. 
Larger tubes employing the beam-power principle are being 
made by various manufacturers for use in the radio-frequency 


_ stages of transmitters. These tubes feature extremely high 


power sensitivity (a very small amount of driving power is 
required for a large output), good plate efficiency, and sub- 
stantial freedom from the requirement for neutralization. 
Among these transmitting beam power tubes are the T21, 
the 807, 813, 815, 829B/3E29, HY-69, 2E25, 2E26, 4-125A, 
4:250A, and 4X500A. . 


Special element structures for conventional 
tube. types (triodes, pentodes, etc.) have 
been developed for u-h-f use. These include, 
‘in addition to the miniature types discussed in the previous 
paragraph, the acorn series; 954 through 959 and 9004 and 


Special U-H-F . 


- 9005; the disc-seal series, lighthouse tubes 2C43, 2C44, 446, 


and 464 (so-called because of their physical appearance), o7l- 


- can tube 2C39 (also given this name as a result of appearance) 


and transmitting disc-seal tube 8010-R. Transmitting types in 
addition to the disc-seal series for u-h-f work are the 8025 for 
use up. to about 500 Mc. and the 3C37 for c-w use up to about 
700 Mc. and pulse use up to about 1300 Mc. 


The space charge of electrons in the vicinity 
of the cathode in a diode causes the plate- 
to-cathode voltage drop to be a function of 
‘the current being carried between the cathode and the plate. 
‘This voltage drop can be rather high when large currents are 
being passed, causing a considerable amount of energy loss 
which shows up as plate dissipation. However, this negative 
space charge can be neutralized by the presence of the proper 
ay of oe ions in the space between the cathode and 
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Figure 5. 
V-H-F and U-H-F TUBE TYPES. 


The tube to the left in this photograph is a 955 “acorn” triode. 
The 6F4 acorn triode is very similar in appearance to the 955 
but has two leads brought out each for the grid and for the 
plate connection. The second tube is a 446A “lighthouse” triode. 
The 2C40, 2C43, and 2C44 are more recent examples of the 
same type tube and are essentially the same in external 
- appearance. The third tube from the left is a 2C39 “oilcan” 
tube. This tube type is essentially the inverse of the lighthouse 
' variety since the cathode and heater connections come out the 
small end and the plate is the large finned radiator on the large 
end. The use of the finned plate radiator makes the oilcan tube 
capable of approximately 10 times as much plate dissipation as 
the lighthouse type. The tube to the right is the 4X150A beam 
tetrode. This tube, a comparatively recent release, is capable of 
somewhat greater power output than any of the other tube 
types shown, and is rated for full output at 500 Mc. and at 
reduced output at frequencies greater than 1000 Mc. 


plate. These positive ions can be obtained by the introduction 
of mercury into the tube. When the filament is heated the 
mercury vapor pressure within the tube increases to such a 
value that the electron flow between cathode and plate will 
ionize enough mercury vapor to neutralize the space charge. 
Since the ionization potential of mercury vapor under these 
conditions of temperature and pressure is between 10 and 15 
volts, the voltage drop across a mercury-vapor rectifier is sub- 
stantially constant at this voltage regardless of the current 
carried up to the maximum rating of the tube. _ 
Mercury-vapor tubes have the disadvantage, however, that 
they must be operated within a specified temperature range 
(25° to 70° C.) in order that the mercury vapor pressure 
within the tube shall be within the proper range. If the tem- 


perature is too low, the drop across the tube becomes too high | 


causing immediate overheating and possible damage to the 
elements. If the temperature is too high, the vapor pressure 


is too high, and the voltage at which the tube will “flash back” 


is lowered to the point where destruction of the tube may take 
place. Since the ambient temperature range specified above is 
within the normal room temperature range, no trouble will be 
encountered under normal operating conditions. However, by 
the substitution of xenon gas for mercury it is possible to 
eproduce a rectifier with characteristics comparable to those of 
the mercury-vapor tube except that the tube is capable of 
operating over the range from approximately —70° to 90° C. 
The 3B25 rectifier is an example of this type of tube. Since 
these tubes are more expensive than mercury-vapor rectifiers, 
their use is recommended only when extremely low or unusu- 
ally high temperatures are likely to be encountered in the 
vicinity of the tubes. 


Figure 6. 


DIAGRAM OF TYPICAL CATHODE-RAY TUBE. 


This tube is of the electrostatic-deflection type and has 
provision for push-pull deflection since connections to 


all four deflection plates are brought out. The various 
components of the tube are described in the text. 
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required before the tube will ionize or “fire.” 
upon the control grid will have no effect | on the plate-t 


the electron stream, - 


"newer three-inch tubes and with five-inch tubes and larger all 


ground, — 
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If a ra} is inserted bekeen the cathode 
plate of a mercury-vapor gaseous-conducti 
rectifier, a negative potential placed upon the 
added element will increase the plate- to-cathode voltage drop — 
The potential 
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cathode drop after the tube has ionized. However, the grid ; 
voltage may be adjusted to such a value that conduction will 
take place only over the desired portion of the cycle of the a-c 
voltage being. impressed upon the plate of the rectifier. : 

The construction of a typical cathode 5 
ray tube is illustrated in the pictorial 
diagram of Figure 6. The indirectly 
heated cathode K releases free electrons when heated by the” 
enclosed filament. The cathode is surrounded by a cylinder G, 
which has a small hole in its front for the passage of the elec- | 
tron stream. Although this element is not a wire mesh as is — 
the usual grid, it is known by the same name because its action — 
is similar: it controls the electron stream when its a 
potential i is varied. 

Next in order is found the first stele anode, H, which 
resembles another disk or cylinder with a small hole in its'cen- 
ter. This electrode is run at a high or moderately high positive 
voltage, to accelerate the electrons towards the far end of cS “ 
tube. : : ‘ ae 

_ The focussing deceote F, is a sleeve which usually contains = 
two small disks, each with a small hole. se =e 

After leaving the focussing electrode, the sees pass 
through another accelerating anode, A, which is operated ata 
high positive potential. In some tubes this electrode is oper- 
ated at a higher potential than the first accelerating electrode, — 
H, while in other tubes both accelerating electrodes 4 are e Oper 
ated at the same potential. 

The electrodes which have been described up to hs point 
constitute the “electron gun,” which produces the free elec- 
trons and focusses them into a slender, concentrated, rapidly-— 
traveling stream for projection onto the viewing screen. : 

To make the tube useful, means must be provided for de- 
flecting the electron beam along two axes at right angles to 
each other. The more common tubes employ electrostatic des ears 
flection plates, one pair to exert a force on the beam in the _ 
vertical plane and one pair to exert a force in the horizontal — 
plane. These plates are designated as B and C in Figure 6. 

Certain of the larger cathode-ray tubes employ magnetic — 
deflection, utilizing an electromagnet in the form of a yoke — 
to deflect the electron beam. However, these tubes are much “ 
less common, and therefore this discussion will be oe 
to those tubes which employ electrostatic deflection. . 

The fact that the beam is deflected by a magnetic field is 
important even in an oscilloscope which employs a tube using — 
electrostatic deflection, because it means that precautions must — 
be taken to protect the tube from the transformer fields and 
sometimes even the earth’s magnetic field. This normally is 
done by incorporating a magnetic shield around the tube and 
by placing any transformers as far from the tube as possible, 
oriented to the position which produces minimum effect ‘upon a 
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Standard oscilloscope practice with small cathode-ray tubes 
calls for connecting one of the B plates and one of the C plates. 
together and to the high voltage accelerating anode. With the - 


four deflecting plates are commonly used for deflection. ‘The 
positive high. voltage is grounded, instead of the negative as — 
is common practice in amplifiers, etc., in order to permit oper- 
ation of the deflecting plates at a d-c potential at or ‘near 


With most tubes, the Seat will me very accurately, centered 
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if Il four deflecting plates are at ground potential. However, 
a means of varying the d-c voltage slightly on one of each 
air of electrodes oftentimes is provided so as to permit 


Te, 


~ of the ungrounded or “free” deflector plates in order to move 
_ the spot. If the voltage is positive with respect to ground, the 
beam will be attracted toward that deflector plate, while if 
_ negative the beam and spot will be repulsed. The amount of 
_ deflection is directly proportional to the voltage (with respect 
to ground) that is applied to the free electrode. 
With the larger-screen higher-voltage tubes it becomes nec- 
___ essary to place deflecting voltage on both horizontal and both 
____ vertical plates. This is done for two reasons: First, the amount 
of deflection voltage required by the high-voltage tubes is so 
 gteat that a transmitting tube operating from a plate supply 
of 1500 to 2000 volts would be required to attain this voltage 


tubes feeding the deflection plates, the necessary plate supply 
_ voltage for the deflection amplifier is halved. Second, a certain 
- amount of de-focussing of the electron stream is always present 
on the extreme excursions in deflection voltage when this 
voltage is applied only to one deflecting plate. When the de- 
_ flecting voltage is fed in push-pull to both deflecting plates in 
each plane, there is no de-focussing because the average volt- 
age acting on the electron stream is zero, even though the net 
__ voltage (which causes the deflection) acting on the stream is 
twice that on either plate. - 

__ Cathode-ray tubes are obtainable with any one of several 
_ types of screen material, each having its characteristic “per- 
_ Sistence” and fluoréscing color. The persistence is the degree to 
which the screen material will glow after being bombarded 
_ with electrons. The fluorescent material will give off light for 
an instant after the bombardment is terminated, and the longer 
_ the time the longer the “persistence.” 
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_. Cold-cathode tubes are devices in which, 

as the name would imply, external heat- 
2 Ae ing of the cathode is not necessary- to 
> imitiate current flow between cathode and plate. Such tubes 
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SIMPLE MAGNETRON CIRCUIT. 


An external tank circuit is used with this type of rela- 
reg” tively low-frequency magnetron oscillator. 


without distortion. By using push-pull deflection with two - 


are available both in the form of diodes and triodes and always © 


have a certain amount of controlled gas content. Initial break- 
down of the gas within the tube is caused, after anode voltage 
is applied, by the high potential gradient between. a point, 
which serves as the cathode, and an element of much larger 
area which serves as the anode or plate. It always takes a cer- 
tain amount more voltage between cathode and anode to ini- 
tiate the discharge than to sustain it continuously. 

The most commonly used cold-cathode tubes are the VR- 
tube series of voltage regulators. The application of these 
tubes to the problem of voltage regulation is discussed in 
Chapter 25, Power Supplies. In addition to the cold-cathode 
diodes or VR tubes, several cold-cathode triodes, of which the 
OA4G is an example, are available. In these. tubes the ionic 
discharge within the gas is initiated by the application of an 
1-f or a-c voltage of 50 to 100 volts peak to a starter anode. 
These tubes are normally used in remote control devices where 
it is desired that no energy be taken by the controlled device 
until it is desired that the controlled device be completely 
operative. 


The magnetron is an s-h-f oscillator tube. 
normally employed where very, high values 
of peak power or moderate amounts of average power are 
required in the range from perhaps 700 Mc. to 30,000 Mc. 
Special magnetrons were developed for wartime use in radar 
equipments which had peak power capabilities of several 
million watts (megawatts) output at frequencies in the 
vicinity of 3000 “Mc. The normal duty cycle of operation of 
these radar equipments was approximately 1/10 of one per 


The Magnetron 


_ cent (the tube operated about 1/1000 of the time and rested 


for the balance of the operating period) so that the average 
power output of these magnetrons was in the vicinity of 
1000 watts. 

In its simplest form the magnetron tube is a filament-type 
diode with two half-cylindrical plates or anodes situated co- 
axially with respect to the filament. The construction is illus- 
trated in Figure 7A. The anodes of the magnetron are con- 
nected to a resonant circuit as illustrated in Figure 7B. The 
tube is surrounded by an electromagnet coil which, in turn, 
is connected to a low-voltage d-c energizing source through a 
rheostat R for controlling the strength of the magnetic field. 
The field coil is oriented so that the lines of magnetic force it 
sets up are parallel to the axis of the electrodes. 

Under the influence of the strong magnetic field, electrons 
leaving the filament are deflected from their normal paths 
and move in circular orbits within the anode cylinder. This 
effect results in a negative resistance which sustains oscilla- 
tions. The oscillation frequency is very nearly the value deter- 
mined by L and C, in Figure 7B. In other magnetron circuits, 
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Figure 8. 
MODERN MULTI-CAVITY MAGNETRON. 


Iustrated is an external-anode multi-cavity strapped magne- 

tron of the type commonly used in radar equipment for the 

10-cm. range. A permanent magnet of the general type used 

with such a magnetron is shown in the right-hand portion of 

the drawing with the magnetron in place between the pole 
pieces of the magnet. 
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: Figure 9. 
TWO-CAVITY KLYSTRON OSCILLATOR. 


A conventional two-cavity klystron is shown with the feedback 
loop connected between the two cavities so that the tube may 
be used as an oscillator. A representation of the type of power 
supply required for such a tube is also shown. 


external tuned circuits being employed. Wavelengths of less 
than 1 centimeter have been produced with such circuits. 


More complex magnetron tubes employ no external tuned 


circuit, but utilize instead one or more resonant cavities which 
are integral with the anode structure. Figure 8 shows a mag- 
netron of this type having a multi-cellular anode of eight cavi- 
ties. It will be noted, also, that alternate cavities (which would 
operate at the same polarity when the tube is oscillating) are 
strapped together. Strapping was found to improve the effi- 
ciency and stability of high-power radar magnetrons. In most 
radar applications of magnetron oscillators a powerful perma- 
nent magnet of controlled characteristics is employed to sup- 
ply the magnetic field rather than to use an electromagnet. 

The Klystron The klystron is a specialized microwave tube 
which depends upon velocity modulation of 
an electron stream for its operation. In various sizes, this tube 


is employed as a voltage amplifier, power amplifier, super-- 
heterodyne oscillator or mixer, detector, and frequency multi-. 


plier. The klystron removes the necessity (so important in 
conventional grid-controlled tubes) of limiting electron transit 
time to a fraction of the time required for one microwave cycle. 

In addition to heater, cathode, and control grid (which, 


together, form an electron gun), and a collector plate, two. 


cavity resonators of reentrant shape are included in the kly- 
stron tube. One of these, known as the buncher, immediately 
follows the control grid. The electron beam from the gun sec- 
tion enters the buncher through a grid in the aperture in one 
of its reentrant walls and leaves through a similar grid aper- 


ture in the other parallel reentrant wall. The second cavity, 


known as the catcher, follows the buncher and has a similar 
pair of grids in its own parallel reentrant walls. Buncher and 
catcher are mounted “back-to-back” to provide a drift space 
for the electron beam passing from one cavity to the other. 

The electron beam from the gun comes under the influence 
of the electrostatic field between the two buncher grids as the 
beam passes through the buncher apertures. The grid field is 
oscillating if the buncher cavity is being excited by oscillating 
energy, and this field is parallel to the electron beam which it 
acts alternately to accelerate and retard. fe: beam thus be- 
comes velocity- modulated. 

When the électron beam reaches the drift space, where there 
is no field, those electrons which have been sped up on one- 


the frequency may be governed by the electron rotation, no 
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Figure 10. : 
REFLEX KLYSTRON | OSCILLATOR. 


A conventional reflex klystron “Secilliator: of the type: commonly te 
used as local oscillator in superheterodynes forthe range aboy 
about 2000 Mc. is shown. Frequency modulation of the 
lator, or a.f.c. for local-oscillator operation is usually obtain 
by varying the bias on the repeller slectrpde at 


bunches, and a Senne sgelating held i AS sae 
catcher cavity. The catcher is designed to reson. 
quency of the velocity-modulated beam. 
In the klystron amiplier: snes) delivered by. 


cavity by the input signal. In the klystron oscar Figure 
a feedback loop connects the two cavities. Coupling to either 
buncher or catcher is provided by small loops which enter the — 
cavities by way of concentric lines, as shown in Figure 9. 

The klystron is an electron- coupled device. When used as _ 
an oscillator, its output voltage is rich in harmonics. Klystron z 
oscillators of various types afford. power outputs ranging from — 
less than 1 watt to several hundred watts. Beam efficiencies 
vary between 50 and 75 percent. Frequency may be shifted. ‘to. 
some extent by varying the beam voltage. Tuning is carried on. 
mechanically in some klystrons by altering (by. means of knob . 
settings) the shape of the resonant cavity. ee 

The two-cavity klystron as described in the preceding 
gtaphs is primarily used as a transmitting device since 
reasonable amounts of power are made available in its « 
circuit. However, for applications where a much 
amount of power is required—power levels from milli 
a watt or twioresbe low-power transmitters, receive 


cavity is more sedqucnily used. : 
The theory of operation of the ‘insle es “iystiaae is 
eal the same as the pele ares with the e xt 
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ag except ae which makes the vacuum tube 
¢ extremely. valuable adjunct to modern electronics and 
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_ As an assistance in simplifying and shorten- 
~ ing expressions involving vacuum-tube para- 
_ meters, the following symbols will -be used 
- throughout this book: 


Tube G onstants 


“Interelectrode Capacisances 
grid cathode ee 


Input capacitance (tetrode or pentode) 
ere re sgeluaa woe or pentode) 


Tea -C aad ee vitae (a negative quantity ) 
eak grid excitation NenAeS: (4% tia eee peak 
Aca are 


Vacuum Tube Amplifiers 


- stant under specified conditions of operation. 
ships ate called vacuum-tube constants and are listed in charts 


Factor or Mu 


Electrode C urrents 


I,—average plate current : \ 
I.— average grid current 
-Ipm—peak fundamental plate current 
ipmax—Maximum instantaneous plate current 
igmax——Maximum instantaneous grid current 
I,—static plate current 
I,—-static grid current 


Other Symbols 

P,—plate power input 
P.—plate power output 
P,—plate dissipation 

- Pa—grid driving power (grid plus bias losses ) 
P,—grid dissipation 
N,—plate efficiency (expressed as a decimal) 
@,—one-half angle of plate current flow 
@,—one-half angle of Buccs current flow 
R,—load resistance 
Zi—load impedance 


4-1 Vacuum-Tube Constants 

The relationships between certain of the electrode poten- 
tials and currents within a vacuum tube are reasonably con- 
These relation- 


of vacuum-tube characteristics such as given in Chapters 16 
and 17 and published by vacuum-tube manufacturers. The 
defining expressions for these constants are given in the fol- 
lowing paragraphs. 
Amplification The amplification factor or mu () of a 
vacuum tube is the ratio of a change in 
plate voltage to a change in grid voltage, 
either of which will cause the same change in plate current. 
Expressed as an equation: - 


AE, 
AE, 


The yw can be determined experimentally by making a very 
slight panes in the Beate voltage, thus slightly eee the 


I, = constant A = small change 


Teale 


43 


plate current. The plate current is then returned to its original 
value by a change in the grid voltage. 
change in plate voltage to the change in grid voltage is the u 
of the tube under the operating conditions chosen for the test. 

Plate Resistance The plate resistance of a vacuum tube is 
the ratio of a change in plate voltage to 


the change in plate current which the change in plate voltage . 


produces. To be accurate, the changes should be very small 
with respect to the operating values. Expressed as an equation: 


AE, 


E, = constant = small change 


The plate resistance can also be determined by the experi- 
ment mentioned above. By noting the change in plate current 
as it occurs when the plate voltage is changed (grid voltage 
held constant), and by dividing the latter by the former, the 
plate resistance can be determined. Plate resistance is ex- 
pressed in ohms. 
Transconductance The mutual conductance, also referred to 
as transconductance, is the ratio of a 
change in the plate current to the change in grid voltage which 
brought about the plate current change, the plate voltage be- 
ing held constant. Expressed as an equation: 


Al, 
AE, 


Gn = E, = constant _A = small change 


The transconductance is also numerically equal to the am- 


plification factor divided by the plate resistance. Gm = p/Ro. 

Transconductance is most commonly expressed in micto- 
reciprocal-ohms or micrombos. However, since transconduct- 
ance expresses change in plate current as a function of a 
change in grid voltage, a tube is often said to have a trans- 
conductance of so many milliamperes-per-volt. If the trans- 
conductance in milliamperes-per-volt is multiplied by 1000 it 
will then be expressed in micromhos. Thus the transconduct- 


ance of a 6A3 could be called either 5.25 ma./volt or 5250 


micromhos. 
Grid-Screen The grid-screen mu factor (usg) is analogous 
Mu Factor to the amplification factor in a triode, except 


that the screen of a pentode or tetrode is sub- 
stituted for the plate of a triode. sg denotes the ratio of a 
change in grid voltage to a change in screen voltage, each of 
which will produce the same change in screen current. Ex- 
pressed as an equation: ve : 


A Exg 


Big ee Isg = constant 


AE, ° : A = small change 


The grid-screen mu factor is important in determining the 
operating bias of a tetrode or pentode tube. The relationship 
between control-grid potential and screen potential determines 
the plate current of the tube as well as the screen current since 
the plate current is essentially independent of the plate voltage 


ee 
Cop 5 r 
Seopa = CeK 
Coxse= . ' 
: | 1 
ep Serre 
TRIODE PENTODE OR TETRODE 
Figure 1. 


Static interelectrode Capacitances Within a Triode, Pen- 
= tode, or Tetrode. 


: in tubes of this _typ 
The ratio of the — 


the plate current will be ‘substantially at cutoff as will be he 


-frequency. Hence G. in a mixer is essentially the same a 


from the plate circuit to the grid circuit, the dynamic. input 


the gain of the =e the ey wae hen and the Cop 
pif ; 


wher Cx is the grid- to- cathode capacitance, ieee ‘is the grid 


. In other words, ces ‘the tube s op 
ated at cutoff bias as determined by the screen voltage and 
grid- screen mu factor (determined in the same way as 
a triode, by dividing the operating voltage by the mu facto: 


screen current. The grid-screen mu factor is numerica y equa al 
to the amplification factor of the same ‘Eetrode or 
tube when a connected. geen Ph % 


Conversion _ . 
Conductance 


Be he. conversion conductance r Gj is ce interest 
only in the case of mixer tubes, or of conven 
tional triodes, tetrodes, or pentodes operating 
as frequency converters. The conversion conductance is the 
ratio of a change in the signal-grid voltage at the input fre- 
quency to a change in the. output current at the converted 


transconductance in amplifier with the exception that the 
signal and the output current are on different frequencies. 
value of G. in conventional mixer tubes is from 300 
micromhos. The value of G. in an amplifier tube ope 
a mixer is approximately 0.3 times the Gm of the tube o 
as an amplifier. The voltage gain of a mixer stage is equ 
to G.-Zz, where Zr is the impedance of ne plate Ss int 
the mixer tube operates. ; 


Interelectrode The values of interelectrode ee 

Capacitances 
values Aan in the: case of oe 
example, as shown in Figure 1. The static capacitances ar 
simply as shown in the drawing, but when a tube is 
as amplifier there is another consideration known as 
Effect which causes the dynamic input “capacitance “te. 


different from the static value. The output aaa of an 


given in the published tube tables. 
tance is also the same as the ee static. alae 
since the Cep acts as a small capacitance coupling energy | ; back 


capacitance is equal to the static value plus an amount | 
quently much greater in the case of a triode) determined by. 


= Cy (station eo mn + ) ie = 


a (dynamic) 


to-plate capacitance, and A is the stage gain. This expression 
assumes that the vacuum tube is operating into a resistive load — 
such as would be the case with an audio stage working into a 
resistance plate load in the middle audio range. 
- The more complete expression for the input admittanc 
(vector sum of capacitance and resistance) of an -amplifie 
operating into any type of plate. load i is as follows: oe 


Input rabstanc = = | Coe + a ap A cos ay Con E: 7 


Where: Ca = grid-to-cathode capacitance — 
Con | = gud: to- Plas aegis oe 


Nehialawios ne che ‘effects of nieiclec: 
trode capacitance is employed most fre- 


igs amplifiers. Methods of accomplish- 
Energy. Before: the introduction c the 


ss Y¢ e tube, triodes were employed as neutralized 
amplifiers i in receivers. This practice has been largely 


a Be the value. of average grid. bias em- 


clas. x pe ets is an n amplifier biased and 
supplied with excitation of such amplitude that 
ce current flows. ek (360° of the 


condition sehae. the ord is: ae, positive over a 


over the entire eee 


ro Song of ae bias and agence ee that ae 


circuit soa the ny if the load: 
oe is Sato or it will be eee 


~ quently - in the case of radio frequency 


s apceeeded 4 in the pepese state of the art through the use of 


the: maximum value of the exciting signal to be . 


Portion of the input voltage cycle, but plate cur- 


‘current flows for more than. one- -half the input — 


: voltage cycle but for less than the complete cycle. In other 
words the operating angle of plate current flow is appreciably 


greater than 180° but less than 360°. The suffix 1 indicates that 


- grid current does not flow over any portion of the input cycle. 


Class AB: A Class AB, amplifier is operated under essen- 
Amplifier - tially the same conditions of grid bias as the Class 

AB, amplifier mentioned above, but the exciting 
voltage is of such amplitude that grid current flows over an 
appreciable portion of the input wave cycle. 


Class B 
Amplifier 


_ A Class B amplifier is biased substantially to cut- 
off of plate current (without exciting voltage) so 
that plate current flows essentially over one-half 

the input voltage cycle. The operating angle of plate current 

flow is essentially 180°. The Class B amplifier is almost always 


excited to such an extent that grid current flows. 


- Types of 


Class C © 
Amplifier 


A Class C amplifier is biased to a value greater 
than the value required for plate current cutoff 
and is excited with a signal of such amplitude 
that grid current flows over an appreciable period of the input 
voltage waveshape. The angle of plate current flow in a Class 
C amplifier is appreciably less than 180°, or in other words, 
plate current flows appreciably less than one-half the time. 


Actually, the conventional operating conditions for a Class C ae 


amplifier are such that plate current flows for 120° to 150° 
of the exciting voltage waveshape. 


Thete are three general types of amplifier cir- 
cuits in use. These types are classified on the 
basis of the return for the input and output cir- 
cuits. Conventional amplifiers are called cathode return ampli- 


Amplifiers 


fiers since the cathode is effectively grounded and acts as the 


common return for both the input and output circuits. The 
second type is known as a plate return amplifier or cathode 
follower since the plate circuit is effectively at ground for the 
input and output signal voltages and the output voltage or 
power is taken’ between cathode and plate. The third type is 
called a grid-return or grounded-grid amplifier since the grid 
is effectively at ground potential for input and output signals 
and output is taken between grid and plate. 


Chapter Organization 


As an assistance to the reader, the balance of this chapter 
has been subdivided into six main sections: Audio-Frequency 


_ Voltage Amplifiers, Audio-Frequency Power Amplifiers, Radio- 


Frequency Voltage Amplifiers, Radio-Frequency Power Ampli- 


fiers, Feedback Amplifiers, Video-Frequency Amplifiers. 
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coupling between the low-level stages. Both triodes and pen- 
todes are used; triode amplifier stages will be discussed first. 
R-C Coupled 
Triode Stages 


Figure 2 illustrates the standard circuit for a 
‘resistance-capacitance coupled amplifier stage 
utilizing a triode tube with cathode bias. In 

conventional audio-frequency amplifier design such stages are 

used at medium voltage levels (from 0.01 to 5 volts peak on 


the grid of the tube) and use medium-y» triodes such as the 


6J5 or high- n triodes such as the 6SF5 or 6SL7-GT. Normal 


voltage gain for a single stage of this type is from.10 to 70, 


depending upon the tube chosen and its operating conditions. 
Triode tubes: are ge used in the last voluzer amplifier 


“ 


AS 


Figure 4. 
Standard circuit for 
R-C coupled pentode 
amplifier stage. Val- 
ues of circuit con- 
stants can be deter- 
mined with the aid of 


+B 


: Figure 2. 
Standard circuit for resistance-capacitance coupled tri- 
ode amplifier stage. Values of circuit constants can be 
determined with the aid of Table !. 


stage of an R-C amplifier since their harmonic distortion with 
large output voltage (25 to 75 volts) is less than with a 
pentode tube. 


Voltage Gain 
per Stage 


The voltage gain per stage of a resistance- 
capacitance coupled triode amplifier can. be 
calculated with the aid of the equivalent cir- 
cuits and expressions for the mid-frequency, high-frequency, 
and low-frequency range given in Figure 3. 

A triode R-C coupled amplifier stage is normally operated 
with values of cathode resistor and plate load resistor such 
that the actual voltage on the tube is approximately one-half 
the d-c plate supply voltage. To assist the designer of such 
stages, Table I, which lists the recommended operating con- 
ditions for triode amplifier stages using conventional tube 
types for such stages, is included herewith. If it is desired to 
use a tube not included in Table I, additional data on operating — 
conditions for less commonly used tubes .is published in the 
RCA. Tube Handbook. It is assumed, in the case of the gain 
equations of Figure 3, that the cathode by-pass capacitor, Cx, 
has a reactance that is low with respect to the cathode resistor 
at the lowest frequency to be passed by the amplifier stage. 


Figure 4 illustrates the standard circuit for 
a fesistance-capacitance coupled pentode 
amplifier stage. Cathode bias is used and 
the screen voltage is supplied through a dropping resistor from 
the plate voltage supply. In conventional audio-frequency 
amplifier design such stages are normally used at low voltage 


R-C Coupled 
Pentode Stages 


- Cascade Voltage 


Table I. 


levels (from 0.00001 to 0.1 volts peak on the grid of the tube) 
and use moderate-Gm pentodes such as the 6SJ7. Normal — 
voltage gain for a stage of this type is from 60 to 250, depend- — 
ing upon the tube chosen and its operating conditions. Pentode — 
tubes are ordinarily used in the first stage of an R-C amplifier — 
where the high gain which they afford is of greatest advantage _ 
and where only a small voltage output is required from the = 
stage. 
The voltage gain per stage of a resistance- -capacitance < 
coupled pentode amplifier can be calculated with the aid of 
the equivalent circuits and expressions for the mid-frequency, 
high-frequency, and low-frequency range given in Figure 5. 
To assist the designer of such stages, Table II, which lists’ 
the recommended operating conditions for pentode scmphigr 
stages using conventional tubes, is included herewith. If it is 
desired to use a tube not included in Table II, additional data 
on operating conditions for less commonly used types of tubes 
is published in the RCA Tube Handbook. It is assumed, inthe __ 
case of the gain equations of Figure 5, that the cathode by-pass 


‘capacitor, Cx, has a reactance that is low with respect to the 


cathode resistor at the lowest frequency to be passed by the 
stage. It is additionally assumed that the reactance of the © 
screen by-pass capacitor, Ca, is low. with respect to the screen 
dropping resistor, Ra, at the lowest frequency to be pase by: 22a 
the am pitiee stage. eee 


When voltage amplifier stages. are ‘oper: = 
ated in such a manner that the output 
voltage of the first is fed to the grid of the am 


Amplifier Stages 


JJ Ri Re 


MID FREQUENCY RANGE 


A HIGH FREQ. _ 


CPK RG cee (ne AM REO SS Figure 3. 
us-LEc (AL) NEXT STAGE) y 1+. (Rea/Xs) Equivalent circuits and gain ‘equdtions for a 
triode R-C coupled amplifier stage. In using 
Rede Rt _ these equations, be sure to use the values | 
a+ BE RE of mu and Rp which are proper for the static 
HIGH FREQUENCY RANGE RGwaaRp plate current with which the tube will operate. 
These values can be obtained from curves 
wee Pence published in the RCA Tube Handbook, 
277F (CeK+Cck (OYNAMIC) ; 
Cc . 
Ru Re JN LOWEREQI (apt ae A ee eet es 
A MID FREQ. TREN OC. Loe 
ee A) d 1+(Xc/R) 
_ pa 1 
KG © “po rrece 
LOW FREQUENCY RANGE * 
R =Ret Rue 


~ Re (RL+RE)+Rt Re 


1 


Ri+ Re 


Stine USABLE Le 
TANCE COUPLED TRIODE AUDIO VOLTAGE AMPLIFIER | 
TA4. ‘6F8- 6SQ7, 7B6, 75, 2A6, = 
7 TRIODE UN) 6B6-G (TRIODE UNIT) eee z 

90 VOLTS 


_250 VOLTS : 
270K 470K | 47K 100K | 270K 
41.0 0471 1.0 | 0. 0.4 (0.27/0.10 |0.47\0.27 0.47| 


$00 Seaton 0.70 0.64/0.45 | 0.38 |0.199|0.187 


1 [-1,5 |-2.0|-1.5 |-1,7 
45 | 52 |36.2/39.5 


0.5 | 0.5! OS 


ee 
[2a fia iit 0. 
sia a38 


HS-[s.2 feats) 
[GAIN |14.6| 15 15.2 |16.2 ieee 
DIST. | 


seslees 53.0 42 faecal oes fossa) 10 12.4|9.15 13.4 10.6 25 
14.7 eae estas 62.4|67,5 | 7.88] 8.4 |8.65| 9.5 | 10 oe 
: 47/45 


| 4.5] 4.0] 4.0/4.5] 3.3 | 3.8 | 4,7 | 5-0 4.7| 5.0| 5.0 | 5.0 


TF7, 6SL7-GT TFS 


250 VOLTS zs0vorTts. 


270 K 100K 270K. 47K 100K 270K 


[Ror _| : ber et "loar|oa7l (0.27 |0.4710.47| 1.0 [0.47] 1.0 | 0.4 [0.27] 0.1 10.47 (0.27 |0.47 
32] 78 17218 jeasioca psizfo.83 -312|0.29] 3.0 |2.86/1.58 | 1.50|a66|o.6e 
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0.4 So 
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35.6 36.4 "34 ae 


50.4150.4|54 [33.8 [36.2 
| 5.0 | 4.0 4.8 4,8 |3.8|3.9 | 3.7 |4.0|4.6 | 4.6 [4.9 [4.5 4.2] 


NE TRIODE unit) Ze oF 5, 6F5-G, 6SF5, 7B4 


Pea i : 300VOLTS _ 
100 K _250K 


'3250/4750)6100 4300|1600]1700 [2600/3200/35 100 
i.7911.2910.96 5 |37/32l25/21]2 [1.5 |1.2/0.93) 
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300 VOLTS 
100 K Kes 250K re K 


6,53 (1 TR Lope UNIT) 
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0.2510.5 10.25] 0.5 | 1.0/0.5 | 1.0 [2.0 | 


mas low 
50 {1200|1500/1700 |2600 solias| a anes. 
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033 .014!.007|.012 See 
35 54 | 45 | 55 
eee ese eee 


- Push-Pull Tronsfcrmer 
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co pling between two successive stages of an audio-frequency 


amplifier may be accomplished. Although resistance-capaci- 
tance coupling is most commonly used, there are certain 
circuit conditions wherein coupling methods other than re- 
sistance capacitance are more effective. 
Transformer coupling, as illustrated in Figure 
6B, is seldom used at the present time between 
two successive single-ended stages of an audio 
amplifier. There are several reasons why resistance coupling is 
favored over transformer coupling between two successive 
single-ended stages. These are: (1) a transformer having fre- 
quency characteristics comparable with a properly designed 
R-C stage is very expensive; (2) transformers, unless they are 
very well shielded, will pick up inductive hum from nearby 
power and filament transformers; (3) the phase characteristics 
of step-up interstage transformers are very poor, making very 
difficult the inclusion of a transformer of this type within a 
feedback loop; and (4) transformers are heavy. 

However, there is one circuit application where a ‘step-up 


Transformer 
Coupling 


 imterstage transformer is of considerable assistance to the 


designer; this is the case where it is desired to obtain a large — 
amount of voltage to excite the grid of a cathode follower or 
of a high-power Class A amplifier from a tube operating at a 
moderate plate voltage. Under these conditions it is possible 
to obtain a peak voltage on the secondary of the transformer 
of a value somewhat greater than the d-c plate supply voltage 
of the tube supplying the primary of the transformer. 


Push-pull transformer coupling be- 
tween two stages is illustrated in 
Figure 6C. This interstage coupling 
arrangement is fairly commonly used. The system is particu- 
larly effective when it is desired, as in the system just described, 
to obtain a fairly high voltage to excite the grids of a. high- 
power audio stage. The arrangement is also very good when it 
is desired to apply feedback to the grids of the push-pull stage _ 
by applying the feedback voltage to the low-potential sides of 

the two push-pull secondaries. 


Interstage Coupling 


Impedance coupling between two stages is shown 
in Figure 6D. This circuit arrangement is seldom 
used, but it offers one strong advantage over 
R-C interstage coupling. This advantage is the fact that, since 
the operating voltage on the tube with the impedance in the 
plate circuit is the plate supply voltage, it -is possible to 
obtain approximately twice the peak voltage output that it is 


Impedance 
Coupling 


. TABLE I 
RESISTANCE-CAPACITANCE COUPLED PENTODE AUDIO VOLTAGE AMPLIFIER 
: 6B8, 6B8-G, 6B7 
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Figure 5. 
Equivalent circuits and gain equations for a pentode R-C cou- 
pled amplifier stage, In using these equations be sure to use 
the values of Gm and Ry which ore proper for the static plate 
voltage, screen yoltage, grid bias and plate current with which 
the tube will operate. These values can be obtained from 
curves in the RCA Tube Handbook. 


possible to attain with R-C coupling. This is because, as has 
been mentioned before, the d-c plate voltage on an R-C stage 
— is epupeinetey one half the Doe supply voltage. 


ae 


Impedance-Transformer 
and Resistance-Trans- 
former Coupling 


“These two circuit teen 


reasons cited above, but where it is desired that the d-c plate 


current of the amplifier stage be isolated from the primary of — a 


the coupling transformer. With most types of high-permeabil- 


illustrated in Figures 6E and 6F, ae 
_ are employed when it is desired to Pe 
use transformer coupling for the — 


ity wide-response transformers it is necessary that there be no — 


direct-current flow through the windings of the transformer. 
The impedance-transformer arrangement of Figure 6E will 
give a higher voltage output ftom the stage but is not often 


used since the plate coupling impedance (choke) must have 


very high inductance and very low distributed capacitance in 


order not to restrict the range of the transformer which it and 


its associated tube feed. The resistance-transformer arrange- 


ment of Figure 6F is ordinarily quite satisfactory where it is 


desired to feed a transformer from:a voltage amplifier stage 


with no ) deci in the transformer primary. ‘ al 


AS eH 
The cathode coupling ataneenieot of Figure eG 
has been widely used only comparatively recently. — 
One outstanding characteristic of such a circuit 
is that there is no phase reversal between the grid and the — 


Cathode 
Coupling 
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Figure 6. 


interstage Coupling Methods for Audio- 
Frequency Voltage Amplifiers 


©) RESISTANCE-TRANSFORMER COUPLING 
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G=RKGmM (+55) 

_ RK =CATHODE RESISTOR 

vie nas : Gm = GM OF EACH TUBE 

Aaa eee : UU = U oF EACH TUBE 

Be as ueo= -U poe Re = Re OF EACH TUBE 
EQUIVALENT FACTORS INDICATED ABOVE BY (/) ARE 


THOSE OBTAINED BY USING AN AMPLIFIER sg Ne os PAIR 
OF SIMILAR TUBE TYPES IN CIRCUIT SHOWN AB 


5 prep Rae his G 
on Gee ya trat Se reGtt 


Sa Figure 7. 
RI ate = Equivalent Factors for a Pair of Similar Triodes Operat- 
ets Saree ing as a Cathode-Coupled A-F Voltage Amplifier. 


plate circuit. All other common. types of interstage coupling 
are accompanied by a 180° phase reversal between the grid 
circuit and the plate circuit of the tube. 

_ Figure 7 gives the expressions for determining the appro- 
priate factors for an equivalent triode obtained through the 
use of a pair of similar triodes connected in the cathode- 
eB coupled circuit shown. With these equivalent triode factors it 


_ mine the gain of the stage at different frequencies. The input 
_ Capacitance of such a stage is less than that of one of the tri- 
Odes, the effective grid-to-plate capacitance is very.much less 
_ (it is so much less that such a stage may be used as an r-f 
amplifier without neutralization), and the output capacitance 
is approximately equal to the gtid- to-plate capacitance of one 
_ of the triode sections. This circuit is particularly effective with 
tubes such as the 6J6, 6N7, and 6SN7-GT which have two 
similar triodes in one envelope. An appropriate value of 
cathode resistor to use for such a stage is the value which 
would be used for the cathode resistor of a conventional 
amplifier using one of the same type tubes with the values of 
plate voltage and load fesistance to be used for the cathode- 
exoupled stage. 

Inspection of the equations in Figure 7 shows that as the 
- cathode resistor is made smaller, to approach zero, the Gm 
approaches zero, the plate resistance approaches the R, of one 
_ tube, and the mu approaches zero. As the cathode resistor is 
made very large the Gm approaches one half that of a single 
tube of the same type, the plate resistance approaches twice 

_ that of one tube, and the mu approaches the same value as one 
_ tube. But since the Gm of each tube decreases as the .cathode 
"resistor is made larger (since the plate current will decrease 
-. on each tube) the optimum value of cathode resistor will be 
ae _ found to be in the vicinity of the value mectiookd in the 
. 2 Previous paragraph. 


Direct coupling between successive amplifier 
3 : stages (plate of first stage connected di- 
20% aeetly to the grid of the succeeding stage) is complicated by 
the fact that the grid of an amplifier stage must be operated 
at an average negative potential with respect to the cathode 
of that stage. However, if the cathode of the second amplifier 
_ stage can be operated at a potential more positive than the 
a ate of the preceding stage by the amount of the grid bias on 
2 the second amplifier stage, this direct connection between the 
plate of one stage and the grid of the succeeding stage can be 
used. Figure 6H illustrates an application of this principle in 
_ the coupling of a pentode amplifier stage to the grid of a 
_ “hot-cathode” phase inverter. In this arrangement the values 
o a of cathode, screen, and plate resistor in the pentode stage are 


Direct Coupling 


chosen such that the plate of the pentode is at approximately 


is possible to use the expressions shown in Figure 3 to deter- | 


O 
+B 300V. 


O 
= +B 300 V. 
e 


© CATHODE COUPLED PHASE INVERTER 
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Figure 8. 
Three Popular Phase-Inverter Circuits with Recommended 
Values for Circuit Components. 


0.3 times the plate supply potential The succeeding phase- 
inverter stage then operates with conventional values of 
cathode and plate resistor (same value of resistance) in its 
normal manner. This type of phase inverter is described in 
more detail in the section to follow, 


4-4 Phase Inverters 

It is necessary in order to excite the grids of a push-pull 
stage that voltages equal in amplitude and opposite in polarity 
be applied to the two grids. These voltages may be obtained 
through the use of a push-pull input transformer such as is 
shown in Figure 6C, It is possible also, without the attendant 
bulk and expense of a push-pull input transformer, to obtain 
voltages of the proper polarity and phase through the use of 
a so-called phase-inverter stage. There are a large number of 
phase inversion circuits which have been developed and 
applied but the three shown in Figure 8 have been found over 
a period of time to be the most satisfactory from the point of 
view of the number of components required and from the 


standpoint of the accuracy with which the.two out-of-phase 


voltages are held to the same amplitude with changes in supply 
voltage and changes in tubes. 


“Hot-Cathode” 
Phase Inverter 


Figure 8A illustrates the hot-cathode type 
of phase inverter. This type of phase in- 
verter is the simplest of the three types 


- since it requires only one tube-and a minimum of circuit com- 


ponents. It is particularly simple when directly coupled from 
the plate of a pentode amplifier stage as shown in Figure 6H. 
The circuit does, however, possess the following two disadvan- 
tages: (1) the cathode of the tube must run at a potential of 
approximately 0.3 times the plate supply voltage above the 
heater when a grounded common heater winding is used for 
this tube as well as the other heater-cathode tubes in a receiver 
or amplifier; (2) the circuit actually has a loss in voltage from 


. x 


50 
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vias “e 


its input to either of the output grids—about 0.9 times the in- 


( 


put voltage will be applied to each of these grids. This does rep- 
resent a voltage gain of about 1.8 in total voltage output with 


“respect to input (grid-to-grid output voltage) but it is still small 


with respect to. the other two phase inverter circuits shown. 

Recommended component values for use with a 6J5 tube in 
this circuit are shown in Figure 8A. If it is desired to use 
another tube in this circuit, appropriate values for the opera- 
tion of that tube as a conventional amplifier can be obtained 
from Table I. The value of R: obtained from this chart should 
be divided by two, and this new value of resistance placed in 
the circuit as Ry. The value of Rx from Table I should then be 


oa 


used as Ru in this circuit, and then the total of Rx and Re 


should be made to equal Rx. 


“Floating Paraphrase” 
Phase Inverter 


An alternate type of phase inverter 
sometimes called the “floating para- 
phrase’’is illustrated in Figure 8B. 
This circuit is quite often used with a 6N7. tube, and appro- 
priate values for the 6N7 tube in this application are shown. 
The circuit shown with the values given will give a voltage 
gain of approximately 21 from the input grid to each of the 
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4-5 Single-Ended Triode Amplifiers | 

Figure 9 illustrates five circuits for the operation of Class A 
triode amplifier stages. Since the cathode current of a triode 
Class A, (no grid current) amplifier stage is constant with and 
without excitation, it is common practice to operate the tube 
with cathode bias. Recommended operating conditions in re- 
gard to plate voltage, grid bias, and load impedance for con- 
ventional triode amplifier stages are given in Chapters 16 and 
17, Receiving Tube and Transmitting Tube Characteristics. 
Additional data is available in the RCA Tube Manual. 


It is possible, under certain conditions, to operate single- 


ended triode amplifier stages (and pentode and tetrode stages 
as well)- with grid excitation of sufficient amplitude that grid 
current is taken by the tube on peaks. This type of operation 
is called Class Az and is characterized by increased plate- 
circuit efficiency over straight Class A amplification without 
grid current. The normal Class A; amplifier power stage will 
operate with a plate circuit efficiency of from 20 per cent to 
perhaps 35 per cent. Through the use of Class A2 operation it 
is possible to increase this plate circuit efficiency to approxi- 
mately 38 to 45 per cent. However, such operation requires 
careful choice of the value of plate load impedance, a grid 
bias supply with good regulation (since the tube draws grid 


current on peaks although the plate current does not change 


with signal), and a driver tube with moderate power capability 
to excite the grid of the Class A: tube. 

Figures 9D and 9E illustrate two methods of connection for 
such stages. Tubes such as the 845, 849, and 304TL (and also 
the 813 beam tetrode with appropriate screen supply) are suit- 
able for such a stage. In each case the grid bias is approxi- 


~mately the ‘same as would be used for a Class A: amplifier 


using the same tube, and as mentioned before, fixed bias must 
be used along with an audio driver of good regulation— 


- preferably a triode stage with a 1:1 or step-down driver trans- 


former. In each case it will be found that the correct value of 
plate load impedance will be increased about 40 per cent over 


the value recommended by the tube manufacturer for Class 


Ax opetation of the tube. 
Both Class A: and Class A: power output, load impedance, 


and second harmonic distortion can be calculated with the 


. aids of ihe eas stage. I i 


equal to the saat toot of 20 or 4. hee 


80 volts oubes to each ce 


Cathode: Coupled 
Phase Inverter 


14 from the input to both oureoe ids The: exce 
phase characteristics are such that the circuit is com ae 
used in deriving push-pull deflection voltage for a cat 
tube ple a single- vended. input spel 


aid of the published average plate characeriseese curves 
tube under consideration and the three equations | given in 
Figure 10. It is simply necessary to draw a trial load | ne 
the tube characteristics, take the values of vollane an t 


tube curves, and substitute these es in the equati ns § ir 
A sample Sma for a oe eae pees inclu ed | Fi 
ure 10. Thape ees Seeee 


the RCA Receiving Tube Handbook, or bee may ‘b 
by dividing the value of grid bias listed for the 
operating conditions chosen from Chapter 16 or 17 by 
operating plate current of the ea The value of Ge sh 


of load resistance for the ibe. at ihe: vel audio. ee 
to be passed. The Sasa meee noe where used, should 
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Figure 9. 
Circuit Sa cngoments for Class A Triode Audio-Frequency 
Power Amplifiers. 


: ‘ok about: 20 per cent, while a type 6V6 tetrodé operating at 


: ork grid swing of only 12.5 volts and delivers about 35 per 
cent of its total input power in the form of useful output. 

_ Tetrode and pentode tubes do, however, introduce a con- 
‘siderably. greater amount of harmonic distortion into their 
output, and their plate circuit impedance (which acts in a 
eceiver to damp loudspeaker overshoot and ringing, and acts 
n a driver stage to give good regulation) is many times higher 
than that of an equivalent triode. The application of negative 
eedback to an amplifier employing tetrode and pentode tubes 


_ circuit impedance of the stage. The application of negative 
feedback to such amplifiers is described in section 4-15 of this 
chapter and is illustrated in certain of the equipments de- 
scribed in Chapter 24. 


47 Push-Pull Class A and Class AB 

, Audio Amplifier Stages 

A number of advantages are obtained through the use of 
the push-pull connection of two or four tubes in an audio- 
frequency power amplifier. Several conventional circuits for 
| the: use of triode and tetrode tubes in the push-pull connection 
are shown in Figure 12. The two main advantages of the push- 


: the same plate and screen voltage as the type 45 requires a — 


acts both to reduce distortion and to reduce the effective plate 
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Figure 10. 
Formulas for Determining the operating conditions for a Class A 
* Triode Power Amplifier Stage. A Typical Load Line Has Been 


Drawn on the Average Plate Characteristics. of a Type 2A3 
; Tube to Illustrate The Procedure. 


plate currents of the output tubes is cancelled in the windings 
of the output transformer; (2) even harmonics of the input 
signal (second and fourth harmonics primarily) generated in 
the push-pull stage are cancelled when the tubes are balanced. 

The cancellation of even harmonics generated in the stage 
allows the tubes to be operated Class AB—in other words the 
tubes may be operated with bias and input signals of such 
amplitude that the plate current of alternate tubes may be cut 
off during a portion of -the input voltage cycle. If a tube were. 
operated in such a manner in a single-ended amplifier the 
second harmonic amplitude generated would be prohibitively 
high. Push-pull Class AB operation allows a plate circuit 
efficiency of from 45 to 60 per cent to be obtained in an am- 
plifier stage depending upon whether or not the exciting volt- 
age is of such amplitude that grid current is drawn by the 
tubes. If grid current is taken on input voltage peaks the ampli- 
fier is said to be operating Class AB: and the plate circuit 
efficiency can be as high as the upper value just mentioned: 
If grid current is not taken by the stage it is said to be oper- 
ating Class AB; and the plate circuit efficiency will be toward 
the lower end of the range just quoted. In all Class AB ampli- 
fiers the plate current will increase from 40 to 150 per cent 
over the no-signal value when full signal is applied. Recom- 
mended Class AB operating conditions for selected tubes are 
given in Chapter 16. 


4-8 Class B Audio-Frequency Power 
Amplifiers 

The Class B audio-frequency power amplifier operates at a 
higher plate-circuit efficiency than any of the previously de- 
scribed types of audio power amplifiers. Fuil-signal plate- 
circuit efficiencies of 60 to 70 per cent are readily obtainable 
with the tube types at present available for this type of work. 
Since the plate circuit efficiency is higher, smaller tubes of 
lower plate dissipation may be used in a Class B power ampli- 


Figure 11. 
Pentode or Tetrode 
A-F Power Amplifier 

Circuit. 
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PUSH-PULL TRIODE AND TETRODE 


fier of a given power output than can be used in any other 
conventional type of audio amplifier. An additional factor in 
favor of the Class B audio amplifier is the fact that the power 
input to the stage is relatively low under no-signal conditions. 
It is for these reasons that this type of amplifier has largely 
superseded other types in the generation of audio-frequency 
power levels from perhaps 100 watts on up to levels of ap- 
proximately 150,000 watts as required for large short-wave 
broadcast stations. me 

There are attendant disadvantageous features to the opera- 
tion of a power amplifier of this type; but all these disadvan- 
tages can be overcome by proper design of the circuits asso- 
ciated with the power amplifier stage. These disadvantages 
are: (1) The Class B audio amplifier requires driving power 
in its grid circuit; this disadvantage can be overcome by the 
use of an oversize power stage preceding the Class B stage 
with a step-down transformer between the driver stage and 
the Class-B grids. Degenerative feedback is sometimes em- 
ployed to reduce the plate impedance of the driver stage and 
thus to improve the voltage regulation under the varying load 
presented by the Class B grids..(2) The Class B stage requires 
a constant value of average grid bias to be supplied in spite 


of the fact that the grid current on the‘stage is zero over most _ 


of the cycle but rises to values as high as one third of the peak 
plate current on the peak of the exciting voltage cycle. Special 
regulated bias supplies have been used for this application, or 
B batteries can be used. However, a number of tubes especially 
designed for Class B audio amplifiers have been developed 
which require zero average grid bias for their operation. The 
811, 838, 805, 203Z, 809, HY-5514, and TZ-40 are examples 
of this type of tube. All these so-called “‘zero-bias” tubes have 
rated operating conditions up to moderate plate voltages 
wherein they can be operated without grid bias. As the plate 


voltage is increased to their maximum ratings, however, a small © 


amount of grid bias such as could be obtained ee several 
4¥-volt C batteries is required. 

And (3), a Class B audio-frequency power oyelnes or 
modulator requires a source of plate supply voltage having 
reasonably good regulation. This requirement led to the devel- 
opment of the “swinging choke”. The swinging choke is essen- 
tially a conventional filter choke in which the core air gap has 
been reduced. This reduction in the air gap allows the choke 
to have a much greater value of inductance with low current 
values such as are encountered with no signal or small signal 
being pee to the Class B stage.- “With a Benes value a 


Figure 13. 
Class B  Audio-Fre- 
quency Power Ampli- 

fier. 
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true for sine-wave operating : 


ed. ‘However, if a aete or fully. 


_ through a clipter are concerned, we are no longer concerned 
with average power output of the modulator as far as its 
‘capability of modulating a class-C amplifier is concerned, we 
are concerned with its peak-power-output capability. 
Under these conditions we call upon other, more general 
relationships. The first of these is: It requires a peak power 
-. Output equal to the Class-C stage input to modulate that input 


The second one is: The average power output required 
of the modulator is equal to the shape factor of the modulating 
wave multiplied by the input to the Class-C stage. The shape 
_ factor of unclipped speech is approximately 0.25. The shape 

_ factor of a sine wave is 0.5. The shape factor of a speech wave 

that has been passed thtough a clipter or other clipper-filter 
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Figure 14. 
Typical Class B A-F Amplifier Load Line. The load line has 
been drawn on the average plate characteristics of a type 811 
tube. See Figure 15 for the method of calculation of operating 
conditions. 


afrangement is somewhere between 0.25 and 0.9 depending 
upon the amount of clipping that has taken place. With 15 or 
20 db of clipping the shape factor may be as high as the figure 
of 0.9 mentioned above. This means that the audio power 
output of the modulator will be 90% of the input to the 
Class C stage. Thus with a kilowatt input we would be putting 
900 watts of audio into the Class-C stage for 100 per cent 
modulation as contrasted to perhaps 250 watts for unclipped 
speech modulation of 100 per cent. It is easy to see that the 
signal of the station using the clipter will appear to be modu- 
lated much more effectively, yet there will be none of the ill 
effects of overmodulation. 


Sample Calculation 
for 811 Tubes 


Figure 14 shows a set of plate charac- 
teristics for a type 811 tube with a load 


Vacuum Tube Amplifiers = 


line for Class B operation. Figure 15 lists - 


a sample calculation for determining the proper operating 


conditions for obtaining approximately 185 watts output from. 


a pair of the tubes with 1000 volts d-c plate potential. Also 
shown on Figure 15 is the method of determining the proper 
ratio for the modulation transformer to couple “between the 
811’s and the anticipated final amplifier which is to operate at 
2000 plate volts and 175 ma. plate current. 


Modulation Transformer 
Calculation 


The method illustrated in Figure 
15 can be used in general for the 
determination of the proper trans- 
former ratio to couple between the modulator tube and the 
amplifier to be modulated. The procedure can be stated as 
follows: 
pedance for the modulator tubes either by use of the type of 
calculation shown in Figure 15, by reference to Table III, or 
by reference to the published characteristics on the tubes to be 
used. (2) Determine the load impedance which will be pre- 
sented by the Class C amplifier stage to be modulated by 
dividing the operating plate voltage on that stage by the 
operating value of plate current in amperes. (3) Divide the 
Class C load impedance determined in (2) above by the plate- 
to-plate load impedance for the modulator tubes determined in 
(1) above. The ratio determined in this way is the secondary- 
to-primary impedance ratio. (4) Take the square root of this 
ratio to determine the secondary-to-primary turns ratio. If the 


turns ratio is greater than one the use of a step-up transformer 


is required. If the turns ratio as determined in this way is less 
than one a step-down transformer is called for. 


(1) Determine the proper plate-to-plate load im- | 


‘cent. 


- Stage voltage gain is always less than one, that the ou 


SAMPLE CALCULATION 
CONDITION: 2 TYPE 611 TUBES, Ebb, = 1000 
INPUT TO FINAL STAGE, 350 W. : 
PEAK POWER OUTPUT NEEDED = 350 + 6% = 370 W. 
‘FINAL AMPLIFIER Ebb = 2000 Vv. | 
“FINAL AMPLIFIER Lb = .175 A, f 
‘FINAL AMPLIFIER ZL = —2990_ =11400n ~ 


EXAMPLE: CHOSE POINT ON 811 CHARACTERISTICS JUST 
TO RIGHT OF Ebb=Ecc. 


IP MAX. =.410 A. 
IG MAX. =.100 A. 


Ep MIN. = +100 
_EG MAX. = +80 


PEAK Po =.410 x (1000-100) = .410 x 900 = 369 W. 


900 - 
RL=4x 10 8800 1 


‘Ne = 
Wo (AVERAGE WITH SINE WAVE) = POPEAW)-1e4.5w 


Win = 1823 = 260 w. 


Ib (MAXIMUM WITH SINE WAVE) = 260 MA 
WG PEAK = . 100 X 80 = Bw. j 
DRIVING POWER = 


TRANSFORMER: 


£8) IMO ey 
Ze 8800 : 


TURNS RATIO = Vzs 


70.5 (1- 102 )= 70.5 (.9)= 70.5% 


2 =4aw. 


= 1.29 = 1.14 STEP UP 


Figure 15. : 
Typical calculation of operating conditions for a Class B 
a-f power amplifier using a pair of type 811 tubes. 
Plate characteristics and load line shown in Figure iA: 


If the procedure shown in Figure 15 has been used to calcu- — 
late the operating conditions for the modulator tubes, the — 
transformer ratio calculation can be checked in the following __ 
manner: Divide the plate voltage on the modulated amplifier 
by the total voltage swing on the modulator tubes—2 (Eo»— 
€min). This ratio should be quite close numerically to the trans- _ 
former turns ratio as previously determined. The reason for 
this condition is quite obvious; the ratio between the’ total — 
primary voltage and the d-c plate supply voltage on the modu- 
lated stage is equal to the turns ratio of the transformer since _ 
a peak secondary voltage equal to the plate voltage on the — 
modulated stage is required to modulate this stage 100 pe SS 


Note Concerning Use of 
Clipter Speech Amplifier 
with Tretrode Mcdulator 
Tubes 


When a clipter speech amipuner ise 
used in conjunction with a Class 

B modulator stage, the plate cur- 
rent on that stage will kick to a 
higher value with modulation (due — 
to the greater average powee output and input) but the plate 
dissipation on the tubes will ordinarily be less than with sine- 
wave modulation. However, when tetrode tubes are used as 
modulators, the screen dissipation will be much greater than | 
with sine-wave modulation. Care must be taken to insure that — 
the screen dissipation rating on the modulator tubes is not 
exceeded under full modulation conditions with a clipter speech _ 
amplifier. The screen dissipation is cua to screen voltage ” 
times screen current. 


4-9 Cathode-Follower Por Aimplifiers ss 

The cathode-follower amplifier was mentioned briefly at 
the beginning of this chapter under “Classes and Types of — 
Amplifiers”. The cathode-follower is essentially a power output — 
stage in which the exciting signal is applied between grid and — 
ground, the plate is maintained at ground potential with respect — 
to input and output signals, and the output signal is taken 
between cathode and ground. Figure 16 illustrates four types 
of cathode-follower power amplifiers in common usage and — 
Figure 17 shows the output impedance (R.), and stage gain 
(A) of both triode and pentode (or tetrode) cathode-follower 
stages. It will be seen by inspection of the equations that the — 


gad: output Ppsline for. the 
1es_ ‘bout’ since the stage “operates. as 
0 per cent degenerative feedback applied 


oe. f erativ 
"operati g Class A is not reduced. Although more 
) excite a cathode- follower amples than 


ae follagens gives no ace gain, it is 
ae _eflectve uve une, where it is desired to feed a low- 


nok the pathode: foltearer Son Tea effective 
the grids of a Class B modulator stage. An 


application is shown in the push- poll 807 
described in Chapter 26. 
circuit of Figure 16A is the type of amplifier, either 


* 


| d t Push-pull muneD may be used as a driver for 


as te ding a - loudspeaker where ue red 


ci Rae 


ut and input circuit. Even Hough the voltage s 


‘feedback, fhe power gain of the : 


Sb ees - ho = Cia = Rete Sa 
Ji+1 Rc Cut+1) +Re 
RowcatHooe) = SP Ru = (Rei+Rke) Re _ 
(CATHODE) Led+1 ? L Rua + Riot Ri 
PENTORE Ro(caTHode)= : Rea = Re 
: Gu i+tRe Gu 
A = Gm Req 
Figure 17. 


Equivalent Factors for Triode and Pentode (or Tetrode) Cathode- 
Follower Power Amplifiers. 


damping of the speaker is desired. If the d-c resistance of the 
ptimary of the transformer T2 is approximately the correct 
value for the cathode bias resistor for the amplifier tube, the 
components Rx and Cx need not be used. Figure 16B shows an 
arrangement which may be used to feed directly a value of 


load impedance which is equal to or higher than the cathode 


impedance of the amplifier tube. The value of C. must be quite 
high, somewhat higher than would be used in a conventional | 
circuit, if the frequency response of the circuit when operating 
into a low-impedance load is to be preserved. 

Figures 16C and 16D show cathode-follower circuits for 
use with tetrode or pentode tubes. Figure 16C is a circuit simi- 


_lar to that shown in 16A and essentially the same comments 


apply in regard to the components Ry, and Cx, and the primary 
resistance of the transformer T:. Notice also that the screen 
of thé tube is. maintained at the same signal potential as. the 
cathode by means of coupling capacitor Ca. This capacitance 


- should be large enough so that at the lowest frequency it is 


desired to pass through the stage its reactance will be low with 
respect to the dynamic screen-to-cathode resistance in parallel 
with Ra. T: in this stage as well as in the circuit of Figure 16A 
should have the proper turns (or impedance) ratio to give the 
desired step-down or step-up from the cathode circuit to the 
load. Figure 16D is an arrangement frequently used in video 
systems for feeding a coaxial cable of relatively low impedance 
from a vacuum-tube amplifier. A pentode or tetrode tube with 
a cathode impedance as a cathode follower (1/Gm) approxi- 
mately the same as the cable impedance should be chosen. The 
6AG7 and 6AC7 have cathode impedances of the same order 


_as the surge impedances of certain types of low-capacitance 


coaxial cable. An arrangement such as 16D is also usable for 
feeding coaxial cable with audio or r-f energy where it is 
desired to transmit the output signal over moderate distances. 
The resistor Rx is added to the circuit as shown if the cathode 
impedance of the tube used is higher than the characteristic 


impedance of the cable. If the output impedance of the stage 


is lower than the cable impedance a resistance of appropriate 
value is sometimes placed in parallel with the input end of the 
cable. The values of Ca and Ra should be chosen with the same 


-considerations in mind as mentioned in the discussion of the 


circuit of Figure 16C above. 

The cathode follower may conveniently be used as a method 
of coupling r-f or i-f energy between two units separated a 
considerable distance. In such an application a coaxial cable 
should be used to carry the r-f or i-f energy. One such applica- 
tion would be for carrying the output of a v-f-o to a trans-_ 


‘mitter located a considerable distance from the operating posi- 


tion. Another application would be where it is desired to feed 


a single-sideband demodulator, an FM adaptor, or another 


accessory with intermediate-frequency signal from a communi- 


cations receiver. A tube such as a 6SH7 connected i in a manner 


such as is shown in Figure 16D would be adequate for the i-f 


amplifier coupler, while a 6L6 or a 6AG7 could be used in the 
- output stage of a v-f-o as a cathode follower to feed the co- 


axial line to the transmitter. 


06 | Vacuum Tube Amplifiers. 
TUNED R-F VOLTAGE AMPLIFIERS ~ 


Tuned r-f voltage amplifiers are used in receivers for the passed by ie inuetmiediate Frequency amplifier of the receiver 


amplification of the incoming r-f signal and for the amplifica- under consideration. This equation can be greatly simplified _ 
tion of intermediate frequency signals after the incoming fre- for the conditions normally encountered in communications _ 
quency has been converted to the intermediate frequency by work. If we assume the following conditions: T = 300° ae 
the mixer stage. Signal frequency stages are normally called or 27° C or 80.5° F, room temperature; Af = 8000 cycles (the 
tuned r-f amplifiers and intermediate-frequency -stages are average pass band of a communications receiver or speech — 
called i-f amplifiers. Both tuned r-f and i-f amplifiers are amplifier), the equation reduces to: Ex.m.s. = 0.0115 VR S 
operated Class A and normally operate at signal levels from _ microvolts. Accordingly, the thermal-agitation voltage appear-— s 
a fraction of a microvolt to amplitudes as high as 10 to 50 ing in the center of half-wave antenna (assuming effective 
volts at the plate of the last i-f stage in a receiver. temperature to be 300° K) having a radiation resistance of _ 


73 ohms is approximately 0.096 microvolts. Also, the thermal — 


4-10 Grid-Circuit Considerations agitation voltage appearing across a 500,000-ohm grid resistor _ 

Since the full amplification of a receiver follows the first in the first stage of a speech amplifier is approximately 8 — 
tuned circuit, the operating conditions existing in that circuit microvolts under the conditions cited above. ‘Further, the 
and in its coupling to the antenna on one side and to the grid voltage due to thermal agitation being impressed on the ee 
of the first amplifier stage on the other are of greatest impor- of the first r-f stage in a receiver by a first tuned circuit whose — 
tance in determining the signal-to-noise ratio of the receiver resonant resistance is 50,000 ohms is approximately 2.5 micro- 
on weak signals. volts. Suffice to say, however, that the value of thermal agita- 

: : : tion voltage appearing across the first tuned circuit when the 

First Tuned It is obviously of great importance that the antenna is properly coupled to this circuit will be very much | 
Circuit highest ratio of signal-to-noise be impressed on less than this ‘value: 

: the grid of the first r-f amplifier tube. Attaining It is common practice to match the impedance of the an- 
the optimum ratio is a complex problem since noise will be —_tenna transmission line to the input impedance of the grid of - 
generated in the antenna due to its equivalent radiation re- _ the first r-f amplifier stage in a receiver. This is the condition — 
sistance (this noise is in addition to any noise of atmospheric of antenna coupling which gives maximum gain in the receiver. — 
origin) and in the first tuned circuit due to its equivalent However, when u-h-f tubes such as acorns and miniatures are 
coupled resistance at resonance. The noise voltage generated used at frequencies somewhat less than their maximum capa- 
due to antenna radiation resistance and to equivalent tuned bilities, a signficant improvement in signal-to-noise ratio can . 
circuit resistance is similar to that generated in a resistor due be attained by increasing the coupling between the antenna — 
to thermal agitation and is expressed by the following equa- and first tuned circuit to a value greater than that which gives _ 
Ban: greatest signal amplitude out of the receiver. In other words, — 

E,? = 4éTRAf in the 10, 6, and 2 meter bands it is possible to attain somewhat 
Where: E, = r-m-s value of noise voltage over the interval improved signal-to-noise ratio by increasing antenna coupling ~ 
Af to the point where the gain of the receiver is slightly reduced. © 
Jee Boltzmann's constant = 1.374 X 10% joule It is always possible, in addition, to obtain improved signal- 
per °K. - _ to-noise ratio in a v-h-f receiver through the use of tubes — 


T = Absolute temperature °K. 
= Resistive component of impedance across which 
thermal noise is developed. 
Af = Frequency band across which voltage is meas- _ Noise Factor The limiting condition for sensitivity in any 
Bird: receiver is the thermal noise generated in the 
antenna and in the first tuned circuit. However, with proper” 


which have improved input impedance characteristics at th = 
frequency in question over conventional types. 


In the above equation Af is essentially the frequency band 


TABLE IZ 
INPUT CAPACITANCE, CONDUCTANCE, AND RELATIVE FIGURE OF MERIT OF TUBES AT 100 MC. 


SINGLE-ENDED METAL TYPES 
6SK7 6SH7 6SG7 | 6AB7 


MINIATURE TYPES 
6AU6 6BA6 6AG5 6AKS 


PLATE VOLTAGE VOLTS 250 250 250 250 300 300 250 250 250 250 250 120 ; 


» SCREEN VOLTAGE VOLTS 100 100 150 125 200 1$0 100 100 450 100 150 N20 aT 


. GRID VOLTAGE : VOLTS —3.2 -2.8 -1.0 =1.0 cert) ret ees -2.9 icy Pt) 2 -1,3 —41.8 =2.0 


,» PLATE CURRENT : MA. 3.0 9.2 12.2 11.8 12.5 10.0 2.0 6.7 10.8 11.0 7.4 — 7.5 


. SCREEN CURRENT MA, © 0.9 2.7 4.2 4.5 3.41 2.4 0.8 2.5 4.4 4.4 2.4 2.5 


ow fF WN = 


» TRANSCONDUCTANCE 4UMHOS 1490 1980 5500 4950 4700 9450 1450 1900 5250 4300 4950 4950 at 
SHORT-CIRCUIT INPUT CAPACITANCE = Cy: : 


7. TUBE OPERATING AS IN + c 
LINES 1 TO 6. ALU F 9.5 9.4 13.9 13.6 12.4 18.0 : 5.5 5.0 10.0 9.6 9.3 6.4 


SHORT-CIRCUIT INPUT CONDUCTANCE = Gy: 
8, TUBE OPERATING AS IN JUMHOS : Ba i 
LINES 1 TO 6 528 503 632 604 792 1970 61.7 66 759 603 326 134 | 


. SOCKET CAPACITANCE 
» SOCKET CONDUCTANCE 


11, GRID TO CATHODE CAPACITANCE JLJUF 2,01 3.59 3.42 3.45 5.26 E 1.64 1.31 3.410 3.02 3.35 2.31. 
(MEASURED WITH TUBES COLD ; 
AT LOW FREQUENCY) 


. FIGURE OF MERIT 


circuit can be nade quite small. ete though, the 
major noise contribution in a properly designed receiver is that 
of the first tube. The noise contribution due to electron flow 
and due to losses in the tube can be lumped into an equivalent 
; _ value of resistance which, if placed in the grid circuit of a 
ees tube having the same gain but no noise would give 
_ the same noise voltage output in the plate load. The equivalent 
- moise resistance of tubes such as the 6SK7, 6SG7, etc., runs 
_ from 5000 to 10,000 ohms. Very high Gm tubes such as the 
_ 6AC7 and 6AK5 have equivalent noise resistances as low as 
700 to 1500 ohms. The lower the value of equivalent noise 
: -tesistance, the lower will be the noise output under a fixed set 
_ of conditions. 
_ —-—s- The .equivalent noise resistance of a tube must not be con- 
fused with the actual input loading resistance of a tube. For 
highest signal-to-noise ratio in an amplifier the input loading 
resistance should be as high as possible so that the amount of 
voltage that can be developed from grid to ground by the 
antenna energy will be as high as possible, the equivalent noise 
ao _fesistance should be as low as possible so that the noise gen- 
erated by this resistance will be lower than that attributable 
-~ to the antenna and first tuned circuit, and the losses in the 
first tuned circuit should be as low as possible. 
_ The absolute sensitivity of receivers has been designated in 
recent years in government and commercial work by an arbi- 
trary dimensionless number known as “noise factor” or N. 
_ The noise factor is the ratio of noise output of a “perfect” 
receiver having a given amount of gain with a dummy antenna 
- matched to its input, to the noise output of the receiver under 
measurement having the same amount of gain with the dummy 
“antenna matched to its input. Although a perfect receiver is 
mot a physically realizable thing, the noise factor of a receiver 
= under measurement can be determined by calculation from the 
_ amount of additional noise (from a temperature-limited diode 
ot other calibrated noise generator ) required to increase the 
“noise power output of a receiver by a pcetreocd amount. 


’ Tobe Input 
- Loading gtaph, greatest gain in a receiver is obtained 
= is when the antenna is matched, through the r-f 
“coupling transformer, to the input resistance of the r-f tube. 
However, the higher the ratio of tube input resistance to 
BS eduivaient noise resistance of the tube the higher will be the 
signal-to-noise ratio of the stage—and of course, the better 
will be the noise factor of the overall receiver. The input re- 
_ sistance of a tube is very high at frequencies in the broadcast 
band and gradually decreases as the frequency increases. Tube 
a Pe input resistance on conventional tube types begins to become 
an important factor at frequencies of about 25 Mc. and above. 
At frequencies above about 100 Mc. the use of conventional 
_ tube types becomes impracticable ‘since the input resistance of 
the tube has become so much lower than the- equivalent noise 
“resistance that it is impossible to attain reasonable signal-to- 
noise ratio on any but very strong signals. Hence, special 
; la -h-f tube types must be used. 
The lowering of the effective input resistance of a vacuum 
Pubs at higher frequencies is brought about by a number of 
_ factors. The first, and most obvious, is. the fact that the dielec- 


__ to the fact that a finite time is required for an electron to move 
_ from the space charge in the vicinity of the cathode, pass 
__ between the grid wires, and travel on to the plate. The fact 
that the electrostatic effect of the grid on the moving electron 

acts over an appreciable portion of a cycle at these high fre- 
_ quencies: Causes a current flow i in the grid circuit which appears 


As has been mentioned in a previous para- 


trons) at a very high rate. This “shot effect” 


tric loss in the internal insulators, and in the base and press’ 
of. the tube increases with frequency. The second factor is due 


wi Lets 
K2+_1 
QeQs 


WHERE: 4, PRI. AND SEC. RESONANT AT SAME FREQUENCY 
2. K iS COEFFICIENT OF COUPLING 


© AMPLAFICATION AT RESONANCE(APPROXGMK 


IF PRI. AND SEC. Q ARE APPROXIMATELY THE SAME: 
TOTAL BANDWIDTH _ , 2K 
~ CENTER FREQUENCY a 


MAXIMUM AMPLITUDE OCCURS AT CRITICAL COUPLING — 


1 
WHEN K= 
vQpe Qs 


Figure 18. 


Gain Equations for Pentode R-F Voltage Amplifier Stages 
Operating into Tuned Circuit Load 


to the input circuit feeding the grid as a resistance. The de- 
crease in input resistance of a tube due to electron transit time 
varies as the square of the frequency. The undesirable effects: 
of transit time can be reduced in certain cases by the use of 
higher plate voltages. Transit time varies Bee! as the 
square root of the applied plate voltage. 

Cathode lead inductance is an additional cause of reduced 
input resistance at high frequencies. This effect has been re- 
duced. in certain tubes such as the 6SH7 and the 6AK5 by 
providing two cathode leads on the tube base. One cathode 
lead should be connected to the input circuit of the tube and 
the other lead should be connected to the by-pass capacitor for 
the plate return of the tube. 


4-11 Plate-Circuit Considerations 

Noise is generated in a vacuum tube by the fact that the 
current flow within the tube is not a continuous flow but 
rather is made up of the continuous arrival of particles (elec- 
is a source of 
noise in the tube, but its effect is referred back to the grid 
circuit of the tube since it is included in the “equivalent noise 
resistance’ discussed in the preceding paragraphs. 

So, for the purpose of this section, it will be considered that 
the function of the plate load circuit of a tuned vacuum-tube 
amplifier is to deliver energy to the next stage with the greatest 
efficiency over the required band of frequencies. Three methods 
of interstage coupling for tuned r-f voltage amplifiers are 
shown in Figure 18. In Figure 18A omega (w) is 27 times 
the resonant frequency of the circuit in the plate of the amplt- 


O 


58 


fier he and L and Q are the inductance and Q of the ancor 
L. In Figure 18B the notation is the same and M is the mutual 
inductance between the primary coil and the secondary coil. 
In Figure 18C the notation is again the same and & is the 
coefficient of coupling between the two tuned circuits. As the 
coefficient of coupling between the circuits is increased the 
bandwidth becomes greater but the response over the band 
becomes progressively more double-humped. The response over 
the band is the most flat when the Q’s of primary and sec- 
ondary are approximately the same and the Bor of each Q 
is equal to 1.75/&. 


Variable-Mu 
Tubes 


It is common practice to control the gain of 
a succession of r-f or i-f amplifier stages by 
varying the average bias on their control 
grids. However, as the bias is raised above the operating value 
on a conventional sharp-cutoff tube the tube becomes increas- 
ingly non-linear in operation as cutoff of plate current is ap-- 
proached. The effect of such non-linearity is to cause cross 
modulation between strong signals which appear on the grid 


RADIO-FREQUENCY 


All modern transmitters in the medium-frequency range 
and an increasing percentage of those in the v-h-f and u-h-f 
ranges consist of a comparatively low-level source of tradio- 
frequency energy which is multiplied in frequency and suc- 
cessively amplified to the desired power level. Microwave 
transmitters are still predominately of the self-excited oscilla- 
tor type, but when it is possible to use r-f amplifiers in s-h-f 
transmitters the flexibility of their application will be increased. 
The following portion of this chapter will be devoted, however, 
to the method of operation and calculation of operating char- 
acteristics of r-f power amplifiers for operation in the range 
of approximately 3.5 to 500 Mc. : 


4-12 Class C R-F Power Amplifiers 


The majority of r-f power amplifiers fall into the Class C 


category since such stages can be made to give the best plate 
circuit efficiency of any present type of vacuum-tube amplifier. 
Hence, the cost of tubes for such. a stage and the cost of the 
power to supply that stage is least for any given power output. 


Nevertheless, the Class C amplifier gives less power gain than © 


either a Class A or Class B amplifier under similar conditions 
since the grid of a Class C stage must be driven highly positive 
over the portion of the cycle of the exciting wave when the 
plate voltage on the amplifier is low, and must be at a large 
negative potential over a large portion of the cycle so that no 


plate current will flow except when plate voltage is very low. © 


This, in fact, is the fundamental reason why the plate circuit 
efficiency of a Class C amplifier stage can be made high—plate 
current is cut off at all times except when the plate-to-cathode 
voltage drop across the tube is at its lowest value. Class C 
amplifiers almost invariably operate into a tuned tank circuit 
as a load, and as a result are used as amplifiers of a single 
frequency or of a comparatively: narrow band of frequencies. 


_-\ Figure “t@-shows the relationships between the various volt- 
_ages and currents over one cycle of the exciting grid ee 


for a Class C amplifier stage. The notation given in Figure 
and in the discussion to follow is the same as given at the 
first of this chapter under a oe Vacuum-Tube Para- 
meters’. 

_ Recommended fe conditions oe various types of 
vacuum tubes as Class C amplifiers are given in tabular form 


in Chapter 17. The various manufacturers of vacuum tubes 


also publish booklets listing in more detail alternative Class C 


also has the Eebsise of ening: the de ired infor. 


them will take Bee 
ie large number of spurious: senate in ee output 0 
ceiver—in ‘most cases these ge will carry: eee mae 


duce the spurious ae pay nae ae kee 


The undesirable effect of cross modulation | can 


age or other large negative Te ropliedet to their ae Th 
variable-mu tube has a characteristic which causes” He: ‘cuto 


and the reduction in ) plate current is cep e 
in the effective amplification factor of the tube. Va rf 


applied. 


POWER i : 


Calculation of Class 
C Amplifier Operating 
_ Characteristics* ‘of the more eee yee violent 
ree plate current operating curves, the 
calculation is considerably simplified | if the alternative “con 
stant-current curve” of the tube in question is used. This 
true since the operating line of a Class C amplifier i is a straigh 
line on a set of constant-current curves. A set of constant- 
current curves on the 250TH tube with a GMa load line 
drawn thereon is shown in Figure 22. | 
In calculating and predicting the “operation Ofer: -vacuu n 
tube as a Class € radio- -frequency amplifier, the consider 
ations which determine the operating conditions are plate 
efficiency, power output required, maximum allowable plate 
and grid dissipation, maximum allowable plate voltage and 
maximum allowable os current. ‘The values _ oe for. 


180 Ses For this ‘reason the average eadc current, verag 
plate current, power output, driving power, etc., cannot 
directly calculated but must be determined by a Four 
analysis from points . selected at proper intervals along: the 
line of operation as plotted upon the constant-currerit charac 
teristics. This may be done either analytically or -gtaphical 
While the Fourier analysis has the advantage of accuracy, 
also has the disadvantage of being tedious and involved. - 

The approximate analysis which follows has proven to see 

_ sufficiently accurate for most applications. This type of at 


ciency, and plate voltage are arbitrarily selected at the be- 
seoning. : 


oe hs Alsinca of Thé first step in the method to be described is 
by the Class C amplifier. In making this deter- 
Shee mination it is well to remember that ordinarily from 5 to 10 
per cent of the power delivered by the amplifier tube or tubes 
-_wili be lost in well-designed tank and coupling circuits at 
__ frequencies below 20 Mc. Above 20 Mc. the tank and circuit 

_ losses are ordinarily somewhat above 10 per cent. 

The plate power input necessary to produce the desired out- 
put is determined by the plate efficiency: Pin = Pout/Np. 
For most applications it is desirable to operate at the highest 

practicable efficiency. High-efficiency operation usually requires 
___ less expensive tubes and power supplies, and the amount of 
artificial cooling required is frequently less than for low- 
efficiency operation. On the other hand, high-efficiency opera- 
tion usually requires more driving power and involves the use 


of higher plate voltages and higher peak tube voltages. The 


_ better types of triodes will ordinarily operate at a plate effi- 

_ciency of 75 to 85 per cent at the highest rated plate voltage, 

and at a plate efficiency of 65 to 75 per cent at intermediate 
ealues of plate voltage. 

_ The first determining factor in selecting a tube or tubes for 

a patticular application is the amount of plate dissipation 

which will be required of the stage. The total plate dissipation 

fating for the tube or tubes to be used in the stage must be 

~ equal to or greater than that calculated from: Pp = Pin — Pout. 

_ After selecting a tube or tubes to meet the power output and 


__ mine from the tube characteristics whether the tube selected 
_ is capable of the desired operation and, if so, to determine the 
driving power, grid bias, and grid dissipation. 
. The complete procedure necessary to determine a set of 
___ Class C amplifier operating conditions is given in the following 
_ Steps: * 


1. Select plate voltage, power output, and efficiency. 
2. Determine plate input from: Pin = Pout/Np. 
~ __—- 3..:- Determine plate dissipation from: Pp = Pin — Pout. 
Soe P, must not exceed maximum rated plate dissipation for 
Bg tube or tubes selected. 


4, Determine average plate current from: I, = Pin/Ew. 

_-—-+5.:~Determine approximate ipmax from: 

Paeetr ibaes == 4.9 fF for N,: = 0.85 

—  ipmax = 4.5 Ib for Np = 0.80 

Bee tena = 4.0.1, for Np = 0.75 

= S Ipmax = 3.5 Ip for Np = 0.70 

6. Locate the point on constant-current chagicledisec: where 
the constant plate current line corresponding to the ap- 

er a _ proximate ipmax determined in step 5 crosses the line of 

fs equal plate and grid voltages (diode line). Read epmin 

at this point. In a few cases the lines of constant plate 

current will inflect sharply upward before reaching the 

diode line. In these cases epmin Should not be read at the 

diode line but at the point where the plate current line 

intersects a line drawn from the origin through these 

points of inflection. 


i 7. Calculate Epm from: ene a bn sap mtn 
8, Calculate the ratio Ipm/Ip from: 

a Fass ny 2 N, Epp 

oe Be Ip Eom / 


Fey" Saag ¥ 


the ratio inmas/Ts from Figure 20. . 


a * Adapted front procedure given in the Mar.-April 1945, Eimac News. 


‘eto 


| =e Calculation to determine the power which must be delivered 


ee: dissipation requirements it becomes necessary to deter- 


9: From the ratio of Ipm/I» calculated in step 8 determine 


R-F Power : Pplitiers | 39 


| FUNDAMENTAL COMPONENT 
OF PLATE CURRENT 


Figure 19. 


Instantaneous electrode and tank circuit voltages and currents 
for a Class C r-f amplifier. 


~~ Jation. 


RATIO 


| p MAX 
Ip 


Figure 20. 3 
Relationship between the ratio of peak value of Sindlamentel jee 
component of tube plate current and average plate current, 
and the ratio of instantaneous peak value of tube plate current 


and average plate current. 


. Calculate a new value for ipmax from the ratio found in 
step 9. 
: ipmax = (ratio from step 9) Ib 

11. Read €gmp and igmax from the constant-current character- 


istics for the values of €pmin and i ee determined in ses 


6 and 10. : 
12. Calculate the cosine of one-half the angle of plate cur- 
rent flow from: 


COS Op = an(4E — 157) 
es b y 


13. Calculate the grid bias voltage from: 


Eee = cos Op etch —_ Cgmp sae Be: 
1 — cos 65 BL pe : 


14. Calculate the peak’ Jere Sipe grid excitation voltage 


_ from: 
Eem = Cemp —_ Ee 


15. Sapte the ratio Egm/Ece for the eaines of Ecc a“ 


Ezm found in steps 13 and 14. 

16. Read igmax/Ie from Figure 21 for the ratio Ean/Bee found 
in step 15. 

17. Calculate the average grid current from ihe ratio found 
in step 16, and the value of igmax found in step 11: 


igmax 
'« = Ratio from step 16 
18. Calculate approximate grid driving power from: 
Pa = 0.9 Egmle 
19. Calculate grid dissipation from: 


Pz = Pa + Eecle 


P, must not exceed the maximum pale’ arid dissipation 


for the tube selected. 


Sample A typical example oe a Ge Cc aropliges calcu- 


- Calculation 


2. Pin = 800/0.80 = 1000 watts 
3 


eA: Eg = 240 ae - (240) = oe 480. volts atid 
2 15% Bgn/ Bes = 4807 = 240-= Dee 2 
16. igmax/Ie = 5.75 (from Figure 21) 

Pr ee = Pare 75. 


lation is shown in the example below. Reference — 


is made to Figures 20, 21, and 22 in the calcu s ae set of « ‘conc 


UE e aeenn 
eam ee ee 


Neh / RENH Sie 
\ nM ai 2 


% ARES iit 
i) tok Ri ta a a 
fed eet 
{ KEN 
af mi 
ied 


. Desired power output —800 watts 
Desired plate voltage—3500 volts 
_ Desired plate Aa a is per cent (N 


. P, = 1000 — 800 = 200 watts i 3 Ss 
Use 250FH; max. P, = 250 w.; p = 
4. In = 1000/3500 = 0.285 ampere (28 
Max. Ib for 250TH i is 350 ma. = 


5. Approximate ipmex = 0.285X4.5 = = 2 28 
6. €pmin = 260 volts (see Figure 22, first 
Fs Epm = = 3500 — 260 = 3240 volts. aes) 
8. Ipm/Ib = 2X 0.80 X 3500/3240 = "5600/3240 
92 ipmax/Ty = = 41 (from Figure DON ee 
O. pmax = 0.265% 40 Ee ae 
1 tgp = 240 volts re ee 
iguex = 0,430 amperes *2 = 
. (Both above, eo aie final: pone on Figure 
12. 


= . ae volts 


= 0. O72 sive (50 ma. ee 7 


ie ae this ratio times Is. a 
It is frequently | 
impedance into wh 


LOAD LINE 


Sipe 524 a 
eae Sey = 6600 ohms Ibm = et xX I 
Ibm Z 495 : : I, 


f Amplifier 


an amplifier it is necessary that the plate tank 


: “0 fi or tess Cc uesolifiels are given in Chapter 9, Transmii- 
te se and ao Principles. However, the amount of 


A 


-@ = 2a X operating frequency 
L = Tank inductance — 

Ri = Required tube load impedance 
_Q= Effective tank circuit Q 


k oe of 1 is is recommended for all normal-con- 


ee plate circuit efficiency of a Class 
r B or Class C r-f amplifier can be 
determined from the following facts. 

« The plate circuit efficiency of such an 
- product of two factors, F,, which is 


PLATE VOLTAGE—VOLTS 


In order to obtain good plate tank circuit — 
tuning and low radiation of harmonics from -. 
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Figure 22. 
Operating load tine for an Eimac: 250TH triode Class C r-f power amplifier showing first trial point and final peak operating, point 
ape E hi and load fine. 


gtaph of F, against both @ and cos 6, is given in Figure 23. 
Either 6, or cos 6, may be used to determine F: Cos 6) may 
be determined either from the procedure previously given for 
making Class C amplifier computations or it may be deter- 
mined from the following expression: 


Eee ot 
COS:350— _# Ecc + Bow 
13 Bin ea on 
‘Example of It is desired to know the one-half angle of plate 
Method _ current flow and the plate circuit efficiency for 


an 812 tube operating under the following con- 
ditions which have been assumed from inspection of the data 
and curves given in the RCA Transmitting Tube Handbook 
HB-3: 


1.. Ex» = 1100 volts 

E.< = -40 volts 

po = 29 

Eym = 120 volts 

Epm = 1000 volts 
Zc F, = Epm/ Ev = 0.91 
3. COS. Op = = 29 X 40 + 1100 = 00. = 0.025 

29 X 120 — 1000 2480 

4, F, = 0.79 (by reference to Figure 23) 
5. Np = F, X F, = 0.91 X 0.79 = 0.72 (72 per cent effi- 


ciency ) 


F, could be called the plate-voltage-swing efficiency factor, 


_and F, can be called the operating-angle efficiency factor or the 


ee 
BES ae 
BEB See 


ie 
EES 


fe] 10 20 30 40 50 60 70 80 90 
@p IN ELECTRICAL DEGREES 
1.0 0.985 0.94 0.866 0.766 0.643 0.50 0.342 0.174 0.00 
COS Gp — 
Figure 23. 


Relationship between Factor Fz and the half-angle of plate cur- 
rent flow in an amplifier of sine waves operating at a bias 
greater than cutoff. 


maximum possible efficiency of any stage running with that 
value of half-angle of plate current flow. 

N, is, of course, only the ratio between power output and 
power input. If it is desired to determine the power input, 
exciting power, and grid current of the stage, these can be 
obtained through use of steps 7, 8, 9, and 10 of the previously 
given method for power input and output; and knowing that 
igmax iS 0.095 ampere the grid circuit conditions can be deter- 
mined through the use of steps 15, 16, 17, 18 and 19. 


4-13 Class B Radio Frequency Power 
Amplifiers 

Radio frequency power amplifiers operating under Class B 
conditions of grid bias and excitation voltage are used in two 
general types of applications in transmitters. The first-general 
application is as a buffer amplifier stage where it is desired to 
obtain a high value of power amplification in a particular 
stage. A particular tube type operated with a given plate volt- 
age will be capable of somewhat greater output for a certain 
amount of excitation power when operated as a Class B ampli- 
fier than when operated as a Class C amplifier. Calculation of 
the operating conditions for this type of Class B r-f amplifier 
can be carried out in a manner similar to that described in the 
previous paragraphs, except that the grid bias voltage is set 
on the tube before calculation at the value: Eee = — Env/p. 
Since the grid bias is set at cutoff the one-half angle of plate 
current flow is 90°; hence cos 6» is fixed at 0.00. The plate 
circuit efficiency for a Class B r-f amplifier operated in this 
manner can be determined in the following manner: 


The second type of Class B r-f amplifier is the so-called 
“Class B linear amplifier” which is often used in commercial 
transmitters for the amplification of an amplitude-modulated 
wave. Calculation of operating conditions is carried out in a 
manner similar to that previously described with the following 
exceptions: The first trial operating point is chosen on the basis 
of the 100 per cent positive modulation peak of the modulated 
exciting wave. The plate circuit and grid circuit peak voltages 
and currents can then be determined and the power input and 
output calculated. Then, with the exciting voltage reduced to 

» one-half for the no-modulation condition of the exciting wave, 
and with the same value of load resistance reflected on the 
tube, the plate input and plate efficiency will drop to approxi-- 
mately one-half the values at the 100 per cent positive modu- 
lation peak and the power output of the stage will drop to 


one-fourth the se -modulation value. On the Reine modu 


lation peak the input, efficiency, and output all ee to zero. 


4-14 Special R-F Power Amplifier Cieeitt 


The r-f power amplifier discussions of Sections 4-12 and | 


4-13 have been based on the assumption that a conventional — 
grounded-cathode or cathode-return type of amplifier was in 
question. It is possible, however, as in the case of a-f and low- 
level r-f amplifiers to use circuits in which electrodes other than 
the cathode are returned to ground insofar as the signal poten- 
tial is concerned. Both the plate-return or cathode-follower 
amplifier and the grid-return or grounded-grid amplifier are 
effective in certain circuit applications a as tuned af power 


amplifiers. 


-Grounded-Grid 
R-F Power 
Amplifiers 


tralizing r-f power amplifiers is discussed in Chapter 9, Trans- 
mitter Design and Control Principles. As the frequency of © 


An undesirable aspect of the operation of 
cathode-return r-f power amplifiers using 
triode tubes is that such amplifiers must be __ 
neutralized. Principles and methods of neu- 


operation of an amplifier is increased the stage becomes more — 


and more difficult to neutralize due to inductance in the grid 
and plate leads of the tubes and in the leads to the neutralizing — 
capacitors. In other words the bandwidth of neutralization — 
decreases as the frequency is increased. In addition the very 
presence of the neutralizing capacitors adds additional unde- 
sirable capacitive loading to the grid and plate tank circuits 

of the tube or tubes. To look at the problem in another way, 
an amplifier that may be perfectly neutralized at a frequency 
of 30 Mc. may be completely out of neutralization at a fre- 


quency of 120 Mc. Hence, if there are circuits in both the grid 


and plate circuits which offer appreciable impedance at this — 
high frequency it is quite possible that the stage may develop. : 
a ‘‘parasitic oscillation” in the vicinity of 120 Mc. = 


amplifiers can be greatly alleviated through the use of a 
cathode-return or grounded-grid r.f. stage. The grounded- one 
amplifier has the following advantages: ae 


1. 


1. 


_ neutralizing capacitors are very small in value and are cross — 


This condition of restricted-range neutralization of r-f power 


The ouput capacicance of a stage is reduced to approxi- es. 
mately one-half the value which would be obtained if the _ 
same tube or tubes were operated as a conventional neu- is <= 
tralized amplifier. 


The tendency toward parasitic ostillagons# in such a stage 
is greatly reduced since the shielding effect of the control 
grid between the filament and the plate is effective over ae 
broad range of frequencies. 


The feedback capacitance within the stage is the plate- fos 
cathode capacitance which is ordinarily very much less 
than the grid-to-plate capacitance. Hence neutralization ise 
ordinarily not required. If neutralization is required the 


connected between plates and cathodes in a push-pull stage, 
or between the opposite end of a split plate tank and the 
cathode in a single-ended stage. se 


The disadvantages of a grounded- grid amplifier are: 
A large amount of excitation energy is required. However, 
only the normal amount of energy is lost in the grid circuit ; 
of the amplifier tube; all additional energy over this — 
amount is delivered to the load circuit as useful ee 


The cathode of a grounded-grid amplifier stage is “hot” 
to r.f. This means that the cathode must be fed through a 
suitable impedance from the filament supply, or the second- 
ary of the filament transformer must be of the low-capaci- 
tance type and adequately insulated for the r-f voltage 
which will be present. 
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: sete Figure 24. 
OUNDED-GRID CLASS B OR CLASS C AMPLIFIER. 


ions” in the above figure give the relationships be- 
the fundamental components of grid and plate potential 
current, and the power input and power output of the stage. 
a expression for the approximate cathode ginpecane’ is also 


‘is nee ae ails the Lae 
Saas a He caelenate a Class B linear r-f 


t-f power a en stage. The pee between 
utput power and the peak fundamental components 
ctrod as and currents are given below the draw- 


Th 


a Fsoaveutionsl ome because the input circuit 
is in series with the output circuit as far as the 
cerned. The primary result of this effect is, as stated 
i eae more apne is ee from the 


It is most convenient to determine 
the: operating conditions for a 
Bike B or Class C grounded- grid 


7 ae Operating a 
Lot specu. 


) inded-grid apie. rs eS - hs 
culati 


_s-f power amplifier in a two-step 
: The frst ae ‘is ee the sac circuit and 
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Figure 25. 


CATHODE-FOLLOWER R-F POWER AMPLIFIER. 


Relationships between tube potentials and currents and the 
input and output power of the stage. 


Section 4-12 is quite satisfactory and will be used in the exam- 
ple to follow. Suppose we take for our example the case of a 


type 304TL tube operating at 2700 plate volts at a kilowatt 


input. Following through the procedure previously given: 


1. Desired power output—850 watts 
Desired Plate voltage—2700 volts : 
Desired plate efficiency—85 per cent (Np = 0.85) 


2. Pin = 850/0.85 = 1000 watts : 
3. Py» = 1000 — 850 = 150 watts 
Type 304TL chosen; max. Pp» = 300 watts, » = 12. 
4. Ty = 1000/2700 = 0.370 ampere (370 ma.) | 
5. Approximate ipmax = 4.9 X 0.370 = 1.81 ampere 
6. €pmin = 140 volts (from 304TL constant-current cage) 
7. Eyam = 2700 ~ 140 =: 2560 volts 
8. Ipm/Ib = 2 X 0.85 X 2700/2560 = 1.79 
9. ipmax/Ip = 4.65 (from Figure 20) 
10. ipmax = 4.65 X 0.370 = 1.72 amperes 
11. egmp = 140 volts 
igmax = 0.480 amperes 
12. oe Op = 2:3 (19941, Aes 20.54 
pets 50° : 
13. -E.. = : & hic om 140 ) _ ee 
1-0.51 : 12 12 


= —385 volts 
14, Egm = 140—(—385) = 525 volts 
15) Diral hic — —156 
16. igmax/Ie = approx. 8.25 (extrapolated from Figure 21) 
17. I. = 0.480/8.25 = 0.058 (58 ma. d-c grid current) 
18. Pa = 0.9 X 525 X 0.058 = 27.5 watts 


19, Py = 27.5—(—385 X 0,058) = 5.2 watts. 


Max. P, for 304TL is 50 watts 
We can check the operating plate efficiency of the stage by 


the method described i in Section 4-12 as follows: 
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he! esi ise 


Vacuum Tube Perelties 


R= Epm/Ebp = 2560/2700 = 0.95 

F, for 6, of 59° (from Figure 23) = 0.90 

Np, = FixXF, = 0.95X0.90 = approx. 0.85 (85 per cent 
plate efficiency ) 

Now, to determine the operating conditions as a grounded- 
gtid amplifier we must also know the peak value of the funda- 
mental component of plate current. This is simply equal to 


. (Ipm/Tv ) lh, or: 


I,m = 1.79X0.370 = 0.660 amperes (from 4 and 8 above) 

The total average power required of the driver (from Figure 
24) is equal to EgmIpm/2 (since the grid is grounded and the 
grid swing appears also as cathode swing) plus Pa which is 
27.5 watts from 18 above. The total is: 


525 X 0.660 


Total drive = = 172.5 watts plus 27.5 watts 


or 200 watts 


Therefore the total power output of the stage is equal to 
850 watts (contributed by the 304TL) plus 172.5 watts (con- 
tributed by the driver) or 1022.5 watts. The cathode driving 
impedance of the 304TL (again referring to Figure 24) is 
approximately: 


Zx = 525/(0.660+0.116) = approximately 675 ohms. 


Plote-Return or Circuit diagram, electrode potentials 
Cathode-Follower R-F and currents, and operating condi- 
Power Amplifier tions for a cathode-follower r-f power 

amplifier are given in Figure 25. This 
circuit can be used, in addition to the grounded-grid ‘circuit 
just discussed, as an r-f amplifier with a triode tube and no 
additional neutralization circuit. However, the circuit will 
oscillate if the impedance from cathode to ground is allowed 
to become capacitive rather than inductive or resistive with 
respect to the operating frequency. The circuit is not recom- 
mended except for u-h-f work with coaxial lines as tuned 
circuits since the peak grid swing required on the r-f amplifier 
stage is approximately equal to the plate voltage on the 
amplifier tube if high-efficiency operation is desired. This 
means, of course, that the grid tank must be able to withstand 
slightly more peak voltage than the plate tank. Such a stage 
may not be plate modulated unless the driver stage is modu- 
lated the same percentage as the final amplifier. It may be 
used as an amplifier of modulated waves (Class B linear) or 
as a c-w or FM amplifier however. 

The design of such an amplifier stage is essentially the same 
as the design of a grounded-grid amplifier stage as far as the 
first step is concerned. Then, for the second step the operating 
conditions given in Figure 25 are applied to the data obtained 
in the first step. As an example, take the 304TL stage previ- 
ously described. The total power required of the driver will be 
(from Figure 25) approximately (2700X0.058X1.8)/2 or 
141 watts. Of this 141 watts 27.5 watts (as before) will be 
lost as grid dissipation and bias loss and the balance of 113.5 
watts will appear as output. The total output of the stage 
will then be approximately 963 watts. 


The cathode tank circuit for either a 
grounded-grid or cathode-follower r-f 
power amplifier may be a conventional 
tank circuit if the filament transformer 
for the stage is of the low-capacitance high-voltage type. Con- 
ventional filament transformers, however, will not operate with 
the high values of 1-f voltage present in such a circuit. If a 
conventional filament transformer is to be used the cathode 
tank coil may consist of two parallel heavy conductors (to 
carry the high filament current) by-passed at both the ground 


Cathode tank for 
G-G or C-F 
Power Amplifier 


~ feedback amplifier. One stage or any number of stages may be — 


input the amplifier will oscillate. This fact imposes a limita-_ 


AMPLIFIER 
GAIN=A 


INPUT SIGNAL Es 


FEEDBACK OR 6 PATH 


VOLTAGE AMPLIFICATION WITH FEEDBACK= ~ or Penne Seas 


A = GAIN IN ABSENCE OF FEEDBACK : : 
8 = FRACTION OF OUTPUT VOLTAGE FED BACK 


B 1S NEGATIVE FOR NEGATIVE FEEDBACK 
FEEDBACK IN DECIBELS = 20LOG (1 -A B) = ih 
a cao tee FREQ. GAIN WITHOUT FEEDBACK 1 eee 
= MID FREQ. GAIN WITH FEEDBACK St See 


DISTORTION WITH FEEDBACK = DISTORTION WITHOUT FEEDBACK 


Rn 
BGs TAB ee) Be 
4-AB (4+ 
4 Grae) | 
WHERE: ; 
Ro = OUTPUT IMPEDANCE OF AMPLIFIER WITH FEEDBACK Spee 


Ry = OUTPUT IMPEDANCE OF AMPLIFIER WITHOUT FEEDBACK 


Ri = LOAD IMPEDANCE INTO WHICH AMPLIFIER OPERATES — ot ee 
. Figure 26._ pacar 
Feedback Amplifier Relationships. 3 


end and at the tube socket. The tuning capacitor is ee a 
between filament and ground. It is possible in certain cases to — 
use two r-f chokes of special design to feed the filament current — 


‘to the tubes, with a conventional tank circuit between clanea = 


and ground. Coaxial lines also may be used to serve-both as 
cathode tank and filament feed to the tubes for v- bef and u- -h- bd bie 
work. : ; oo ee 


4-15 Feedback Amplifiers 


It is possible to modify the characteristics of an varuplifer 
by feeding back a portion of the output to the input. All com- 
ponents, circuits and tubes included between the point where 
the feedback is taken off and the point where the feedback — = 
energy is inserted are said to be included within the feedback i 
loop. An amplifier containing a feedback loop is said to be a = 


included within the feedback loop. However, the difficulty of 
obtaining proper operation of a feedback amplifier increases — 
with the bandwidth of the amplifier, and with the number of — 
stages and circuit elements included within the feedback loop. — 
The gain and phase shift of any amplifier are functions of © 
frequency. For any amplifier containing a feedback loop to be 
completely stable the gain of such an amplifier, as measured — 
from the, input back to the point where the feedback circuit 2 
connects to the input, must be less than one at the frequency er 
where the feedback voltage i is in phase with the input voltage 
of the amplifier. If the gain is'equal to or more than one at 
the frequency where the fed back voltage is in phase with the 


tion upon the amount of feedback which may be ope 
in an amplifier which is to remain stable. If the reader is ee 
desirous of designing amplifiers in which a large amount of | 
feedback is to be employed he is referred to a paper and a book — 
on the subject by H. W. Bode.* . 
Feedback may be either negative or posite and the: feed- 
back voltage may be proportional either to output voltage o 
output current. The most commonly used type of feedb: 
with a-f or video amplifiers is negative feedback proportio 
to output voltage. Figure 26 gives the general operating C0) 


*H. W. Bode, “Relations Betwern Attenuation and Phase in Feedbac 
Snip hers: Bell System Technical Journal, July, 1940, poe. 42. 

H. W. Bode, “Network Analysis and F eedback. Amplifier Design,” 
a Nostenud Cox Inc. S 250 Fourth Ave., News AES 35 ere 


os FEEDBACK = 20 LOG [ Re Ss Sh Gale Ro | 
= 20L0G [ Re + Ra (VOLTAGE GAIN orval] 


Ra 


GAIN OF BOTH STAGES = | Guy (hex BAL) x (Gmv2 Ro) 
: RatRa 
WHERE: fon 
= 1 3 
Ra= Ry +R3 
ics Re 
Re= GmuV2 Ro 


Ro = REFLECTED LOAD IMPEDANCE ON Va 
Ro= FEEDBACK RESISTOR (USUALLY ABOUT 500 K) 


- Seay be 
sg R OUTPUT IMPEDANCE = 
ee [Re + Ra (Gmva2 Ro) } x G+ a) 


Ry = PLATE IMPEDANCE OF Vo 


Figure 27. 


SHUNT FEEDBACK CIRCUIT FOR PENTODES OR 
. TETRODES. 
This Shcait is quite effective in lowering the plate impedance 
-and reducing the harmonic distortion of pentode and tetrode 
audio-frequency power amplifier circuits. Design data is given 
2 above. 


Sona ditions for feedback amplifiers. Note that the reduction in 
_ distortion is proportional to the reduction in gain of the am- 
__ plifier and that the reduction in the output impedance of the 
amplifier is somewhat greater than the reduction in the gain 
by an amount which is a function of the ratio of the output 
- impedance of the amplifier without feedback to the load im- 
_ pedance. The reduction in noise and hum in those stages in- 
_ cluded within the feedback loop is proportional to the reduc- 
tion in gain. However, due to the reduction in gain of the out- 
_ put section of the amplifier somewhat increased gain is required 
_ of the stages preceding the stages included within the feedback 
E1oop: Therefore the noise and hum output of the entire ampli- 
_ fier may or may not be reduced dependent upon the relative 
~ contributions of the first part and the latter part of the ampli- 
fier to hum and noise. If most of the noise and hum is coming 
~ from the stages included within the feedback loop the unde- 
sired signals will be reduced in the output from the complete 
amplifier. It is most frequently true in conventional amplifiers 
__ that hum and distortion come from the latter stages, hence 
ey these will be reduced by feedback, but thermal agitation and 
es microphonic noise come from the first stage and will not be 
reduced but may be increased by feedback unless the feedback 
Ss loop includes the first stage of the amplifier. 
_ Figure 27 illustrates a very simple and effective application 
aa sof negative voltage feedback to an output pentode or tetrode 
; ~ amplifier stage. The reduction in hum and distortion may 
_ amount to 15 to 20 db. The reduction in the effective plate 


- impedance of the stage will be by a factor of 20 to 100 depend- 


ent upon the operating conditions. Several applications of this 
__ simple circuit have been made in equipments described in the 
ae construction portion of this book. The circuit is also commonly 
used in commercial equipment with tubes such as the 6SJ7 for 
at hace end the 6V6. or gts for Vz. 


Zz 


MID-FREQUENCY GAIN = Gyvi RL 
HIGH-FREQUENCY GAIN = Gy V1 Z COUPLING NETWORK 
C = Cout ¥1 + CinV2 +C pistripuTeD 

FOR COMPROMISE HIGH FREQUENCY EQUALIZATION: 

XiL= 0.5 Xe AT fc 

RL = Xc AT fc 

WHERE: fc = CUTOFF FREQUENCY OF AMPLIFIER 

LL = PEAKING INDUCTOR 
FOR COMPROMISE LOW FREQUENCY EQUALIZATION: 

Re = Rx Gavi Ri) 

Rp Ca= RK CK 

CK = 257050 UFD. IN PARALLEL WITH .001 MICA 


Cp= CAPACITANCE FROM ABOVE WITH .COf MICA IN PARALLEL 


Figure 28. 
VIDEO AMPLIFIER CIRCUIT. 


Design data for simplest video amplifier circuit with a single 
peaking inductor. 


4-16 


A video-frequency amplifier is one which has been designed 
to pass frequencies from the lower audio range (lower limit 
pethaps 50 cycles) to the middle r-f range (upper limit per- 
haps 4 to 6 megacycles ). Such amplifiers, in addition to passing 
such an extremely wide frequency range, must be capable of 
amplifying this range with a minimum of amplitude, phase, 
and frequency distortion. Video amplifiers are commonly used - 
in television, pulse communication, and radar work. 


Video-Frequency Amplifiers 


Tubes used in video amplifiers must have a high ratio of 
Gm to capacitance if a usable gain per stage is to be obtained. 
Especially designed tubes for this purpose are now available. 
Common tubes of this type are the 6AC7, 6AB7, 6AG7, and 
6AKS. Since, at the upper frequency limits of a video amplifier 
the input and output shunting capacitances of the amplifier 
tubes have rather low values of reactance, low values of 
coupling resistance along with peaking coils or other special 
interstage coupling impedances are usually used to flatten out 
the gain/frequency and hence the phase/frequency character- 
istic of the amplifier. Recommended operating conditions along 
with expressions for calculation of gain and circuit values are 
given in Figure 28. Only a simple-two-terminal interstage 
coupling network is shown in this figure. The performance and 
gain-per-stage of such an amplifier can be improved by the 
use of increasingly complex two-terminal interstage coupling 
networks or through the use of four-terminal coupling net- 
works or filters between successive stages. The reader is re- 
ferred to Terman’s “Radio Engineer's Handbook” for design 
data on such interstage coupling networks. A cathode follower 
is usually employed where it is desired to feed a video-fre- 
quency amplifier into a low-impedance load such as a coaxial 
cable. Cathode followers are discussed in section 4-9. 


Chapter Five 


Radio Receiver Fundamentals 


A CONVENTIONAL teproducing device such as a loud- 
speaker or a pair of headphones is incapable of receiving 
directly the intelligence carried by the “carrier’’ wave of a 
radio transmitting station. It is mecessary that an additional 
device, called a radio receiver, be placed between the receiving 
antenna and the loudspeaker or headphones. 

Radio receivers vary widely in their complexity and basic 
design, depending upon the intended application and upon 
economic factors. A simple radio receiver for reception of 
radiotelephone signals can consist of an earphone, a silicon or 
germanium crystal as a carrier rectifier or demodulator, and a 
length of wire as an antenna. However, such a receiver is 
highly insensitive, and offers no significant discrimination 
between two signals in the same portion of the spectrum. 

On the other hand, a dual-diversity receiver designed for 
single-sideband reception and employing double or triple detec- 
tion might occupy several relay racks and: would cost many 
thousands of dollars. However, conventional communications 
receivers are intermediate in complexity and performance be- 
tween the two extremes. This chapter is devoted to the prin- 
ciples underlying the operation of such conventional commu- 
nications receivers. 


5-1 Detection or Demodulation 

A detector or demodulator is a device for removing the 
modulation (demodulating) ot detecting the intelligence car- 
ried by an incoming radio wave. 


Radiotelephony 
Demodulation 


Figure 1 illustrates an elementary form of 
radiotelephony receiver employing a diode 
detector. Energy from a passing radio wave 
will induce a voltage in the antenna and cause a radio-fre- 
quency current to flow from antenna to ground through coil 
L,. The alternating magnetic field set up around L, links with 
the turns of L, and causes an r-f current to flow through the 
parallel-tuned circuit, L.-C. When variable capacitor C is 
adjusted so that the tuned circuit is resonant at the frequency 
of the applied signal, the r-f voltage is maximum, as explained 
in Chapter 2. This r-f voltage is applied to the diode detector 
where it is rectified into a pulsating direct current and passed 
through the earphones. The pulsations in this voltage corre~ 


spond to the voice modulation placed on the signal at the trans- 
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mitter. As the earphone diaphragms vibrate back and forth in 
accordance with the pulsating current they audibly reproduce 
the modulation which was placed upon the carrier wave. 

The operation of the detector circuit is shown graphically 
above the detector circuit in Figure 1. The modulated carrier 
is shown at A, as it is applied to the antenna. B represents the — 
same Carrier, increased in amplitude, as it appears across the 
tuned circuit. In C the pulsating d-c output from the detector is 
seen. 

By adding an audio amplifier, as shown in Figure 2A, the 
output of the receiver may be increased greatly. In 2A, the 
earphones of Figure 1 have been replaced by a resistor, R, and 
an r-f by-pass capacitor, C,. The audio voltage across R and 
C, is coupled to the grid of a Class A audio amplifier by means 
of a coupling capacitor C,, and the headphones are placed in — 
the plate circuit of the amplifier stage. Grid bias is supplied by 
a C battery, which is connected to the amplifier grid through a 
high resistances Ri. 

To simplify the circuit shown at 2A, the load resistor. R, 
and its by-pass capacitor may be moved around the circuit 
until they are in series with the diode plate, instead of its 
cathode. The voltage across R and C, is still pulsating d.c., 
with the pulsation corresponding to the modulation on the 
signal, but the d-c voltage at the diode plate is now always 
negative with respect to ground. Having a negative voltage 


GND. 


Figure 1. 
ELEMENTARY FORM OF RECEIVER. 


This diode detector with a single tuned circuit would make a 
very insensitive receiver, and is shown merely for purposes of 
illustration. (See text.) 


sees connected to this point, thus dispensing with the bias battery, 
_ the grid return resistor Ri, and coupling capacitor G. 


Still further simplification of the circuit ts 
shown at 2C, where the triode grid has 
a entirely replaced the diode plate, thus elimi- 
sgh Sniting one tube from the circuit. An r-f by-pass capacitor C; 


"The Grid-Leak 
* Pacger se 


has been added to 2C to remove any r.f. which finds its way ~ 


into the plate circuit. The circuit shown at 2C is known as a 

Sprid leak detector, and as the above discussion has shown, it is 

simply a diode detector plus an electron coupled audio ampli- 

fier, both combined in a single tube. The grid-leak detector is 
not limited to triodes; tetrodes or pentodes may also be used, 
these generally having greater sensitivity than the triodes. 

_ There are many types of detectors, but they all consist of a 
non-linear device which serves as a rectifier, to convert the 
envelope of the inaudible radio frequency oscillations into 

_ usable signal voltages. 


Since a c.w. telegraphy signal consists of an 

unmodulated carrier which is interrupted to 

form dots and dashes, it is apparent that 

such a signal would not be made audible by detection alone. 

“While the keying is a form of modulation, it is composed of 

_ such low frequency components that the keying envelope itself 

__ is below the audible range for hand keying speeds. Some means 

must be provided whereby an audible tone is heard while the 

- unmodulated carrier is being received, the tone Seep ne im- 
mediately when the carrier is interrupted. 

The most simple means of accomplishing this is to feed a 

locally generated carrier of a slightly different frequency into 

_ the same detector, so that the incoming signal will zx with it 

to form an audible beat note. The difference frequency, or 

heterodyne as the beat note is known, will of course stop and 

‘start in accordance with the incoming c.w. radiotelegraph 

signal, because the audible heterodyne can exist only when 

both the incoming and the locally generated carriers are 


Radiotelegraphy 
Reception 


present. 
me The Autodyne The local signal which is used to beat with 
ao the desired c.w. signal in the detector may be 


supplied by a separate low-power oscillator 
cae in the receiver itself, or the detector may be made to self- 
Sie : alhice and thus serve the dual purpose of detector and 


_ mote is known as an autodyne detector, and the process of 
_. obtaining feedback between the detector plate and grid is 
. Called regeneration. A typical autodyne or regenerative detector 
is shown in Figure 3. 
An autodyne detector is most sensitive when it is barely 
oscillating, and for this reason a regeneration control is always 
included in the circuit to adjust the feedback to the proper 
_amount. Capacitor C, in Figure 3 is the regeneration control. 
This capacitor serves as a variable plate by-pass capacitor and 
is commonly called a “throttle. condenser.” 

With the detector regenerative but not oscillating, it is also 
oe extremely sensitive. When the circuit is adjusted to operate in 
this mannety modulated signals may be received with consider- 
ably greater strength than with a non-regenerative detector. 

The circuit shown in Figure 3 is but one of many regenera- 
a - tive detectors. There are several methods by which regeneration 
may be obtained, and also several! alternative methods of con- 

_ trolling the -Tegeneration, In tubes with an indirectly-heated 
__ cathode, regeneration may be obtained by tapping the cathode 
onto the grid coil a few turns up from the ground end, or by 
returning the cathode to ground through a coil coupled to the 
grid winding. With tetrode or pentode tubes, feedback is some- 


oscillator. A detector which self-oscillates to provide a beat: 


© = 
Figure 2. 
EVOLUTION OF THE GRID LEAK DETECTOR. 


illustrating how a diode detector and triode audio amplifier may 
have their functions incorporated in a single triode, comprising 
a grid feak detector. 


Figure 3. 


REGENERATIVE DETEC- 
TOR EMPLOYING 
TRIODE. 

The regenerative detector 
makes the simplest practica- 
bie high frequency receiver. 


times provided by connecting the screen, rather than the plate, 
to the tickler coil. 

Other methods of controlling regeneration vary the voltage 
on one of the tube elements, usually the plate or screen. Exam- 
ples of some of the possible variations in regeneration and 


‘control methods are shown in Figure 4. 


5-2 Superregenerative Receivers 

At ultra-high frequencies, when it is desired to keep weight 
and cost at a minimum, a special form of the regenerative 
receiver known as the superregenerator is often used for radio- 
telephony reception. The superregenerator is essentially a 
regenerative receiver with a means provided to throw the 
detector rapidly in and out of oscillation. The frequency at 
which the detector is made to go in and out of oscillation varies 
in different receivers, but is usually between 20,000 and 500,000 
times a second. This considerably increases the sensitivity of the 
oscillating detector so that the usual “background hiss” is 
greatly amplified when no signal is being received. This hiss 
diminishes in proportion to the strength of the received signal, 
loud signals eliminating the hiss entirely. 


Quench 
Methods 


There are two systems in common use for causing 
the detector to break in and out of oscillation 
rapidly. In one, a separate interruption-frequency 
oscillator 1s arranged so as to vary the voltage rapidly on one 
of the detector tube elements (usually the plate, sometimes the 
screen) at the high rate necessary. The interruption-frequency 
oscillator. commonly uses a conventional tickler-feedback cir- 
cuit with coils appropriate for its operating frequency. 

The second, and simplest, type of superregenerative detector 
circuit is arranged so as to produce its own interruption fre- 


CATHODE -TAP REGENERATION 
WITH SCREEN-GRID 
REGENERATION CONTROL 


eae 


SCREEN—GRID-TICKLER 
REGENERATION WITH, 
NE TA Rg hed 


ERATION CONTROL = 


Figure 4. 
REGENERATIVE DETECTOR CIRCUITS. 


These circuits illustrate some of the more popular regenerative 


detectors. Values of 1 to 3 megohms for grid leaks are common. 


The grid capacitor usually has a capacitance of .0001 ufd., while 

the screen by-pass is 0.1 ufd. Pentode detectors operate best 

when the feedback is adjusted so that they start to oscillate 
with from 30 to 50 volts on the screen grid. 


quency oscillation, without the aid of a separate tube. The 
detector tube damps (or “quenches’’) itself out of signal- 
frequency oscillation at a high rate by virtue of the use of a 
high value of grid leak and proper size plate-blocking and grid 


capacitors, in conjunction with an excess of feedback. In this 
type of “self-quenched” detector, the grid leak is quite often — 


returned to the positive side of the power supply (through the 


coil) rather than to the cathode. A representative self-quenched 


superregenerative detector circuit is shown in Figure 5. 
Except where it is impossible to secure sufficient regenerative 
feedback to permit superregeneration, the self-quenching cir- 
cuit is to be preferred; it is simpler, is self-adjusting as regards 
quenching amplitude, and has ideal quenching wave form. To 
obtain as good results with a separately quenched super- 
regenerator, very careful design and critical circuit operation 
are required. However, separately quenched circuits are useful 
when it is possible to make a certain tube oscillate on a very 


high frequency but impossible to obtain enough regeneration 


for self-quenching action.’ 


The optimum quenching frequency is a function of the 


signal frequency. As the operating frequency goes up, so does 


the optimum quenching frequency. When the quench fre- — 


quency is too low, maximum sensitivity is not obtained. When 


it is too high, both sensitivity and selectivity suffer. In fact, | 


at side of resonance, 


A self-quenched Sipataieustciine detector = as * if 
trated here is about as sensitive as any ultra high frequenc: 
receiver dat SS can _be built. It has the further advantage 


it is not feasible to fave the Ee the Lo 
The high peo ees noise or hiss which 


A feighely strong se will cause the —— 
to disappear completely. because the ‘superregener: 


quency swing of the EM transmitter is suffici 
such reception, the receiver is detuned ee 


iaish signal. For this reason it is necessary | in mos 
to employ a tadio frequency Bea stage 


receiver. ass 
Practical superregenerative receive 


5-3 “Supedicnregae 

Because of its ‘superiority and earl 
fields of radio reception, the theory 
sea shoul be- familiar to. 


Chapter Page See 


Principle of 
Spereren: = ie 


ao ae 
ae the superheterodys ne, the ; 


the optimum quench frequency for an yg frequency = 0 


incoming signal” frequencies appears i in the mixer 

uit. The output from the mixer stage is fed into a 
rmedia te-frequency amplifier, where it is ampli- 
ted it in the usual manner, and passed on to the 


ee lines, the Soke Pe con- 
ply of these three units. However, a good communi- 
eceiver will comprise all of ie elements shown, both 
etice oe : 


‘The Cac: of superheterodyne recep- 
tion are directly attributable to the use 
of the fixed-tune intermediate-frequency 
ef. Since all — are converted to the inter- 


the tubes to on into a high-impedance resonant plate 
a8 desirable condition where high gain is desired. 


his chapter. = 
citer The choice of a frequency for the i-f am- 
acy -plifier involves several considerations. 

One of these considerations is in the 
Sas lower the intermediate frequency 
the obtainable Sears), On the other hand, a 


ae Sluhaucd and also for the reception of sig- 
ee and FM transmitters and modulated self- 
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— OSCILLATOR 


. Selectivity 


up +0 30 Mc., ‘intermediate = oe *: 
re spew while for. a eee ae ; 
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Aside from allowing the use of fixed-tune 
band-pass amplifier stages, the superhetero- 
dyne has an overwhelming advantage over the 


Arithmetical 


tf. type of receiver because of what is commonly known as 


arithmetical selectivity. 

This can best be illustrated by considering two receivers, 
one of the t.r.f. type and one of the superheterodyne type, 
both attempting to receive a desired signal at 10,000 kc. and 


_ eliminate a strong interfering signal at 10,010 kc. In the t.r-f. 


receiver, separating these two signals in the tuning circuits is 
practically impossible, since they differ in frequency by only 
0.1 per cent. However, in a superheterodyne with an inter- 
mediate frequency of, for example, 1000 kc., the desired signal 
will be converted.to a frequency of 1000 kc. and the inter- — 
fering signal will be converted to a frequency of 1010 kc., both 
signals appearing at the input of the i-f amplifier. In this case, 
the two signals may be separated much more readily, since | 
they differ by 1 per cent, or 10 times as much as in the first 
case. 


Of great importance to satisfactory opera- 
tion of the superheterodyne is the mixer. No 
matter how much signal is applied to the mixer, if the signal 
is not converted to the intermediate frequency and passed on 
to the i-f amplifier with a strength greater than the noise level 
at the i-f input, it is lost. The tube manufacturers have re- 
leased a variety of special tubes for mixer applications, each 
having specific advantages. 
Figure 8 shows several representative mixer-oscillator cir- 
cuits. At “A” is illustrated control-grid injection from an 
electron-coupled oscillator to the mixer. The mixer tube for 
this type of circuit is usually a sharp-cut-off pentode of the 
6SJ7 or similar type. The coupling capacitor C, between the 


Mixer Circuits 


oscillator and mixer is quite small, usually 1 or 2 ppfd. 


This same circuit may be used with the oscillator output 


_ being taken from a triode oscillator grid or cathode. The only 


disadvantage to this method is that interlocking, or “pulling,” 
between the mixer and oscillator tuning controls is likely to 
take place. A rather high value of cathode resistor (10,000 to 
50,000 ohms) is usually used with this circuit. 

_ Injection of oscillator voltage into mixer elements other 
than the control grid, is illustrated by B, C, D and E. The cir- 


Figure 7. 
TYPICAL 1|.F. AMPLIFIER STAGE. 


Variable-u pentodes are ordinarily used as i.f. amplifier tubes. 
- Most of the ordinary tubes require a cathode resistor of around 
300 ohms and a 100,000-ohm screen dropping resistor. The high- 
transconductance “television” type pentodes usually need less 
cathode resistance, and values as low as 100 ohms are common. 
The screen resistor for the “television” types may have a value 
between 50,000 and 75,000 ohms. By-pass condensers are se eit 
‘ -05 or 0.1-ufd. 


70 


“Radio Boren: Fundamentals _ 


Figure 8. 
MIXER-OSCILLATOR COMBINATIONS. 


The yarious oscillators do not have to be used with the mixers with which they happen to be shown. The triode oscillator shown at — : 
+ : could replace the pentode circuit shown at B, for instance. ; Saar 


* 


E 


cuit of B shows injection into the suppressor grid of the mixer 
tube. The suppressor is biased negatively by connecting it 
directly to the grid of the oscillator. es 

An alternative method of obtaining bias for the suppressor, 
and one which is less prone to cause interlocking between the 
oscillator and mixer, is shown in C, In this circuit, the sup- 
pressor bias is obtained by allowing the rectified suppressor- 
grid current to flow through a 100,000-ohm resistor to ground. 
The coupling capacitor between oscillator and mixer may be 
50 or 100 wufd. with this circuit. Output from the oscillator 
may be taken from the cathode instead of the grid end of 
the coil, as shown, if sufficient oscillator output is available. 
Mixer cathode resistors having values between 500 and 5000 
ohms are ordinarily used with the circuits of B and C. 

The mixer circuit shown in D is similar in appearance to 
that of B. The difference in the two lies in the type of tube 
used as a mixer. The 6L7 shown in D is especially designed 
for mixer service. It has a separate, shielded injector grid. by 
means of which voltage from the oscillator may be injected. 
This circuit permits the same variations as the suppressor- 
injection system in regard to the method of connection into the 
oscillator circuit. The 6L7 requires rather high screen voltage 


and draws considerable screen current, and, for these reasons, 
the screen-dropping resistor is usually made around 15,000 
ohms. ; * eae 
Screen grid injection is shown at E. This circuit is likely to 
cause rather bad pulling at high frequencies, as there is no_ 
electrostatic shielding within the mixer tube between the screen — 
grid and the control grid. A variation of this circuit, in which - 
the pulling effect is reduced considerably, consists of using an 
electron-coupled oscillator circuit similar to that shown in A 
and connecting the plate of the oscillator and the screen of the 
mixer directly together. A voltage of about 100 volts is then 
applied to both the oscillator plate and the mixer screen. 


One disadvantage to the use of an electron- — 
coupled type oscillator with the output taken 
from the plate is that the untuned plate circuit 
of the e.c. oscillator contains a large amount of harmonic ou 
put. Therefore, considerable selectivity must be used ahead 
of the mixer to prevent the harmonics of the oscillator 
beating with undesired signals at higher frequencies and b 
ing them in along with the desired signal. If it is desired tc 
an e.c. type oscillator to secure receiver stabilization in re 


E.C.O. 
Harmonics 


An type | ‘mixer circuit is Een: This circuit 
: allows peak mixer conversion transcon- 


eer 


du nce under wide variations in lini: output. The bias 


hor : be suite ree the order a 1 or 2 eed It is abso- 
Pre: essential that a rather See value of | series screen 


ed nei ay using a value which limits the 
-2oes current: when the oscillator i is not operating to 


‘erent oscillator circuits shown in Figure 8 are not 
of jieived to use with the mixers with which they _ 


quietest ee tube, exhibiting somewhat less gain 
“but a better signal-to-noise ratio than a comparable 
d mixer tube. However, below 30 Mc. it is possible 


tional difficulties experienced in avoiding “pulling”, unde- 
dback, etc., a triode with control-grid injection to — 
grid tubes the popular so for aus pee 
lower frequencies. *: 

ve Sea high frequencies, where set noise rather than 
tmospheric noise limits the weak signal response, triode 


re more aoe used. A 656 miniature twin triode with 


~~ 


; The Tioplbade of the injection voltage will affect 
_ the conversion transconductance of the mixer, and _ 
therefore should be made optimum if maximum 
desired. If fixed bias is employed on the injection grid, 
ptimum injection voltage is quite critical. If cathode bias 

d, the optimum voltage is not so critical; and if grid 
ias is employed, the optimum injection voltage is not at 


criti t so it is adequate. Typical opti ti : Egare 9 
PI = = 1 is a equate. ypica op imum injec 100. SS CONVERTER CIRCUITS. 
; sae x run rom 1 to 10 volts for control grid injection, A and B are for “pentagrid” tubes, and C and D are tom 
volts or so for screen or suppressor grid injection. . ey “triode-heptode”’ and ‘‘triode-hexode” tubes. The points marked 


5, ott introduced. 
There is a series of converter tubes 


pee nlc in which the functions of the 


{ 


sat iM Se oe aa é “X" show where injection from a separate oscillator may be 


_ Another set of combination tubes known as /riode-heptodes 
and triode-hexodes is also available for use as combination 
mixers and oscillators. These tubes are exemplified by the 
6J8G and the 6K8; they get their name from the fact that they 
contain two separate sets of elements—a triode and a heptode 
im one case, and a triode and a hexode in the other. Represen- 
- tative circuits for both types are shown at 9C and 9D. 
Certain of the combination mixer-oscillator tubes make good 


To 
Fr. 
AMP, 
Figure 10. 
DUAL PURPOSE CONVERTER TUBE WITH SEPARATE 
OSCILLATOR. 


The performance of certain “‘combination” converter tubes can 

be improved, especially at high frequencies, by employing a 

separate oscillator for injection. The points ““X in figure 9 

show where a separate oscillator may be connected with each 
of the tubes shown. 


high frequency mixers when their oscillator section is left un- 
used and the oscillator section grid is connected to a separate 
oscillator capable of high output. The 6K8, 6J8G and 6SA7 
perform particularly well when used in this manner. A circuit 
of this type for use with a 6K8 is shown in Figure 10. The 
points marked “X” in Figure 9 show the proper place to inject 
t-f from a separate oscillator with the other combination type 
converter tubes. When the 6A7 and 6A8 types are used with 
a separate oscillator, the unused oscillator anode-grid ts con- 
nected directly to the screen. 

Diode Mixers _—_ As the frequency of operation of a superhet- 
erodyne receiver is increased above a few 
hundred megacycles the signal-to-noise ratio appearing in the 
plate circuit of the mixer tube when triodes or pentodes are 
employed drops to a prohibitively low value. At frequencies 
above the upper-frequency limit for conventional mixer stages, 
mixers of the diode type are most commonly employed. The 
diode may be either a vacuum-tube heater diode of a special 
u-h-f design such as the 9005, or it may be a crystal diode of 
the general type of the 1N21 through 1N28 series. Circuits 
and operating principles of diode mixers are discussed in more 
detail in Section 5-9 of this chapter. 


5-4 Mixer Noise and Images 

The effects of mixer noise and images ate troubles common 
to all superheterodynes. Since both these effects can largely 
be obviated by the same remedy, they will be considered to- 
gether. 
Mixer Noise Mixer noise of the shot-eifect type, which is 
evidenced by a hiss in the audio output of the 
receiver, is caused by small irregularities in the plate current in 
the mixer stage and will mask weak signals. Noise of an 
identical nature is generated in an amplifier stage, but due to 
the fact that the conductance in the mixer stage is considerably 
lower than in an amplifier stage using the same tube, the pro- 
portion of inherent noise present in a mixer usually is consid- 
erably greater than in an amplifier stage using a comparable 
tube. 

Although this noise cannot be eliminated, its effects can be 
greatly minimized by placing sufficient signal-frequency ampli- 
fication having a high signal-to-noise ratio ahead of the mixer. 
This remedy causes the signai output from the mixer to be 
large in proportion to the noise generated in the mixer stage. 
Increasing the gain after the mixer will be of no advantage 
in eliminating mixer noise difficulties; greater selectivity after 
the mixer will help to a certain extent, but cannot be carried 


too far, since this type ae acini decreases “the: ie bande 
pass and if carried too far will not pass the sidebands that a 
an essential part of a voice- -modulated signal. 
lngges : There always are two signal frequencies which will “ye 
combine with a given frequency to produce the . a 
same difference frequency. For example: assume a supef- 
heterodyne with its oscillater operating on a higher frequency — 
than the signal, which is common practice in present super- 
heterodynes, tuned to receive a signal at 14,100 kc. Assum- 
ing an i-f-amplifier frequency of 450 kc., the mixer input 
circuit will be tuned to 14,100 kc., and the oscillator to 14,100 — 
plus 450, or 14,550 kc. Now, a strong signal at the oscillator 
frequency plus the intermediate frequency (14,550 plus 450, ~ 
or 15,000 kc.) will also give a difference frequency of 450 kc. — 
in the mixer output and will be heard also. Note that the 
image is always twice the intermediate frequency away from 
the desired signal. Images cause “repeat points; 0! on the facing 
dial. pois 
The only way that the image could be eliminated in this ia 
particular case would be to make the selectivity of the Mixer? a5 
input circuit, and any circuits preceding it, great enough | 50 ee 
that the 15,000-kc. signal never reaches the mixer grid i in sufi- 
cient amplitude to produce interference. =e Se 
For any particular intermediate frequency, image cteche ss 
ence troubles become increasingly greater as the frequency tose: 
which the signal- frequency portion of the receiver is tuned is 
increased. This is due to the fact that the percentage differ- 
ence between the desired frequency and the image frequency S 
decreases as the receiver is tuned to a higher frequency. The ~ 
ratio of strength between a signal at the i image frequency and — 
a signal at the frequency to which the receiver is tuned pro- — 
ducing equal output is known as the ‘mage ratio. The higher 
this ratio, the better the receiver in regard to image Bae 
ence troubles. . mee 
With but a single tuned circuit between the mixer grid and nae 
the antenna, and with 400-500 kc. i-f amplifiers, image ratios = es 
of 60 db and over, are easily obtainable up to frequencies . 
around 2000 kc. Above this frequency, greater selectivity in~ 
the mixer grid circuit through the use of additional tuned cir- 
cuits between the mixer and the antenna is necessary if a Bond ee 
image ratio is to be maintained. aca ee 


~ Since the necessary tuned circuits between the © 
mixer and the antenna can be combined with : 
tubes to form r-f amplifier stages, the reduction of the effects 
of mixer noise and the increasing of the image ratio can be 
accomplished i in a single section of the receiver. When incor- 
porated in the receiver, this section is known simply as an — 
r-f am plifier; when it is a separate unit with a separate tuning 
control it is often known as a preselector. Either one or two — 
stages are commonly used in the preselector or r-f amplifier. — 
Some preselectors use regeneration to obtain still greater am- 
plification and selectivity. An r-f. amplifier. or ‘preselector 
embodying more than two stages rarely ever is employed since 
two stages will ordinarily give adequate gain to override mixer 
noise. 

The amplification obtained in an r-f stage depends upon 
the type of circuit which is used; if the plate load impedance 
can be made very high, the gain may be as much as 200 or 300 — 
times. Normal values of gain in the broadcast band are in 
the vicinity of 50 times. A gain of 30 per f-f stage is con- 


R-F Stages 


Mc. Radio- frequency amplifiers for the Gange 10 to 50 1 \ 
seldom provide a gain of more than 10 times, because “ 
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2 = Double Conversion 


conversion is sometimes employed. 


-selectivity are ample over this range. 
on the other hand, controlled regeneration in the r-f amplifier 


: - Figure 11. 
TYPICAL RADIO FREQUENCY AMPLIFIER. 


Regenerative In low cost receivers, and in those where maxi- 
R-F Stages mum performance with a minimum number of 

stages. is desired, controlled regeneration in an 
r-f stage is often used. The regenerative r-f amplifier in- 


creases amplification and selectivity in a manner similar to 
that of the regenerative detector. The regenerative r-f am- 


plifier is never allowed to oscillate, however; the greatest 
amplification is obtained with the circuit operating just below 
the point of oscillation. Figure 12 shows a regenerative t-f 


stage of the type generally used on the higher frequencies. 
_ This is a special adaptation of the familiar electron-coupled 
oscillator circuit. 


_ One minor disadvantage of the regenerative r-f stage is 
the need for an additional control for regeneration. A more 


'. important disadvantage is that, due to the high degree of 


selectivity obtainable with the regenerative stage, it is usually 
impossible to secure accurate enough tracking between its~ 


- tuning circuit and the other tuning circuits in the receiver to 


make single-dial control feasible. Where single-dial control 
is desired, a small “trimmer” capacitor is usually provided 


across the main r-f-stage tuning capacitor. By making this 
capacitor controllable from the front panel, it is possible to 
compensate manually for slight inaccuracies in the tracking. 


As previously mentioned, the use of a 
higher intermediate frequency will also 
improve the image ratio, at the expense of i-f selectivity, 
by placing the desired signal and the image farther apart. To 
give both good image ratio at the higher peauences and good 
_ Selectivity in the i-f amplifier, a system known as double 
In this system, the in- 
coming signal is first converted to a rather high intermediate 
frequency, and then amplified and again converted, this time 


_ to a much lower frequency. The first intermediate frequency 
_ Supplies the necessary wide separation between the image and 


the desired signal, while the second one srepie® the bulk of 
the i-f selectivity. fe 

When properly designed, a receiver of this type is capable 
of excellent performance, but such an equipment is quite com- | 
_ plex and subject to various “birdies” and spurious responses 
_unless especial care is taken in the design to avoid such difh- 


culties. 
Regenerative | _R-f amplifiers for frequencies below 20 Mc. 
Preselectors can be made to operate efficiently in a non- 


regenerative condition. The amplification and 
For higher frequencies, 


is often desirable for the purpose of increasing the gain and 
selectivity. 
A disadvantage of the regenerative r-f amplifier is the need 


for an additional (regeneration) control, and the difficulty of 


mantaining alignment between this circuit and the following 
tuned circuits. Resonant effects of antenna systems usually 
must be’taken into account; a variable antenna coupling device 
can sometimes be used to compensate for this effect, however. 

The reason for using regeneration in certain cases at the 
higher frequencies and not at the medium and low frequencies 


Pe 


Figure 12. 
REGENERATIVE R.F. AMPLIFIER. 


The use of regeneration in the r.f. amplifier allows greater 

amplification to be obtained, particularly at the higher frequen- ° 

cies where tubes and tuned circuits begin to show poor perform- 
ance in conventional circuits. 


can be explained as follows: The signal-to-noise ratio (out- 
put signal) of the average r-f amplifier (one not specifically 
designed for u.h.f.) is not made higher by the incorporation 
of regeneration. But the signal-to-noise ratio of the receiver 
as a whole is improved at the very high frequencies because 
of the extra gain provided ahead of the mixer, this extra gain 
tending to make the signal output a larger portion of the 
total signal-plus-noise output of the receiver. At low fre- 
quencies an r-f stage has sufficient gain to do this without 
resorting to regeneration. 


5-5 Signal-Frequency Tuned Circuits 

The signal-frequency tuned circuits in high- frequency super- 
heterodynes and tuned radio frequency types of receivers con- 
sist of coils of either the solenoid or universal-wound types 
shunted by variable capacitors. It is in these tuned circuits 
that the causes of success or failure of a receiver often lie. 


_ The universal-wound type coils usually are used at frequencies 


below 2000 kc.; above this frequency the single-layer solenoid 
type of coil is more satisfactory. 


Impedance 


and Q 


The two factors of greatest significdnce in de- 
termining the gain-per-stage and_ selectivity, 
respectively, of a tuned amplifier are tuned- 
circuit impedance and tuned-circuit Q. As explained in Chap- 
ter 2, Q is the ratio of reactance to resistance in the circuit. 
Since the resistance of modern capacitors is low at ordinary 
frequencies, the resistance usually can be considered to be 
concentrated in the coil. The resistance to be considered in 
making Q determinations is the r.f. resistance, not the d-c 
resistance of the wire in the coil. The latter ordinarily is 
low enough that it may be neglected. The increase in r-f 
resistance over d-¢ resistance primarily is due to skin effect and 
is influenced by such factors as wire size and type, and the 
proximity of metallic objects or poor insulators, such as coil 
forms with high losses. 

It may be seen from the curves shown in Chapter 2 that 
higher values of Q lead to better selectivity and increased r-f 
voltage acrcss the tuned circuit. The increase in voltage is 
due to an increase in the circuit impedance with the higher 
values of Q. 

Frequently it is possible to secure an increase in impedance 
in a resonant circuit, and consequently an increase in gain 
from an amplifier stage, by increasing the reactance through 
the use of larger coils and smaller tuning capacitors (higher 
L/C ratio). 
Input Resistance = Another factor which influences the opera- 
tion of tuned circuits is the input resistance 
of the tubes placed across these circuits. At broadcast fre- 
quencies, the input resistance of most conventional r-f ampli- 
fier tubes is high enough so that it is not bothersome. But as 
the frequency is increased, the input resistance becomes lower 
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Figure 13. 
BY-PASSING IN HIGH FREQUENCY STAGES. 


To reduce the effects of common cathode lead inductance, 

which is detrimental at the higher frequencies, all by-pass 

capacitors should be returned directly to the cathode terminal 

of the socket. Tubes with two cathode leads give improved 

performance; the grid return is made to one lead and the screen 
and plate returns to the other. 


and lower, until it ultimately reaches a value so low that 
no amplification can be obtained from the r-f stage. 

The two contributing factors to the decrease in input re- 
sistance with increasing frequency are the transit time required 
by an electron traveling between the cathode and grid, and 
the inductance of the cathode lead common to both the plate 
and grid circuits. As the frequency becomes higher, the transit 
time can become an appreciable portion of the time required 
by an r-f cycle of the signal voltage, and current will actually 
flow into the grid even though it is biased negatively. The 
result of this effect is similar to that which would be obtained 
by placing a resistance between the tube’s grid and cathode. 

Since the input resistance of conventional broadcast receiver 
tubes can reach rather low values at frequencies above 20 Mc. 
or thereabouts, there is often no practical advantage. to be 
realized by going to great pains to design a very high imped- 
ance tuned circuit for these frequencies, and then shunting it 
with the tube’s input resistance. At any given frequency the 
tube input resistance remains constant, regardless of what is 
done to the tuned circuit, and increasing the tuned-circuit im- 
pedance beyond twice the input resistance will have but little 
effect on the net grid-to-ground impedance — of = atnplifier 
stage. 

The limiting factor in r-f stage gain is the ratio of input 
conductance to the tube transconductance. When the input 
conductance. becomes so great that it equals the transconduct- 
ance, the tube no longer can act as an amplifier. One of the 
ways of increasing the ratio of transconductance to input 
conductance is exemplified by the “acorn” and ‘“‘miniature”’ 
type tubes, such as the 956, GAKS, etc., 
conductance is reduced through the use of a smaller element 
structure while the transconductance remains nearly as high 
as that of tubes ordinarily used at lower frequencies. Another 
method of accomplishing an increase in transconductance to 
input conductance ratio is by greatly increasing the transcon- 
ductance at the expense of a smaller increase in input con- 
ductance. The latter method. is exemplified by the so-called 
“television pentodes” such as the 6AC7, which have extremely 
high transconductance and an input conductance several times 
that of the acorn tubes. 

An increase in transconductance/input conductance ratio 
is obtained in certain u.h.f. tubes such as the 6SH7 and 6AK5 
by the use of separate cathode leads for the grid and plate 
returns. By this means, the inductance common to both 
cir¢uits may be held toa minimum, and the input conductance 
thus decreased. 

With conventional tubes having a single cathode feria: 
the only control the constructor has over the input resistance 
is through eliminating, so far as possible, the cathode lead in- 
ductance common to the input and output circuits. This 
means that all by-pass capacitors associated with a tube should 
be connected separately and directly to the socket cathode 


. by a single capacitor from the cathode to es 5. 


- shown in Figure 14, Although this circuit ey not 


jection ) without significant loss in stage gain. ‘This 
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ing capacitor” to slow down the tuning rate FoF ay 


- range, pee as an amateur oS Pas = nei 
in which the input. 
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Bigure 14. 


REDUCING GRID-LOADING EFFECTS. 
By tapping the grid down on the coil, as shown, the 
selectivity may be increased when high input conductance 
tubes are > used: at high: sremeecee : 


terminal. The eo, cennecuon: Sophie staee: may 
circuit is shown in Figure 13. os 
Some of the difficulties ‘presented by input. 


cause any reduction in the tube’s input conductance, ‘it « 


a high impedance, there all be no Tesh in r- p pint 
to the grid, and the net result of Galons the ies 


is commonly employed with high-transconductance _ 
tubes above about 20 Mc. ae see 


Saperheterodyes. Berens the oscHiafert in a ee 


similar tuning ee sections are pr d 
method of obtaining good tracking 1 is to operate the | to 
on the high- “frequency side of the mixer and use a series “tre 


and with ordinary intermediate ee the diff f 
percentage between the two tuning ranges is so sma 
may be disregarded in receivers sees to cover ia 


frequencies. aoa ee 
Bandspread The feecuecy to which: a ‘receiver. re sp 
Tuning may be ee 2 Reese the size. of el 


cuits, of both. In short! wave ‘receivers a ead of both 
methods is usually employed, the coils being changed from 
one band to another, and variable capacitors being used to 
tune the receiver across nae bea In incase Tece coils — 
from the panel, may be ae to ievitch ‘coils of differ 
into the tuning circuits or, ape inc pela coils of. fate 


Fee = Sea ee ne tuning capacitors to cover the short- 
wave spectrum with a minimum of coils, tuning is likely to 
_ be quite difficult, owing to the large frequency range covered 
_ by a small rotation of the variable capacitors. To alleviate 
this condition, some method of slowing down the tuning rate, 
of bandspreading, must be used. 
-- Quantitatively, bandspread is usually designated as being 
inversely proportional to the range covered. Thus, a J/arge 
amount of bandspread indicates that a small frequency range 
~ is covered by the bandspread control. Conversely, a small 
amount of bandspread is taken to mean that a /arge ny eae 
fange: is pot by the bandspread dial. 


Types of © 

eae types: electrical and mechanical. Mechanical 

‘ systems are exemplified by high-ratio dials in 
hack the tuning capacitors rotate much more slowly than 

_ the dial knob. In this system there is often a separate scale 
of pointer either connected or geared to the dial knob to 
facilitate accurate dial readings. However, there is a limit 
to the amount of mechanical bandspread which can be obtained 
“in an inexpensive dial and capacitor before the speed-reduc- 
tion unit and capacitor bearings develop backlash and wobble, 
which make tuning difficult. To overcome this, most receivers 

~ employ a combination of electrical and mechanical bandspread. 
In this system, a moderate reduction in the tuning rate is 
obtained in the dial, and the rest of the reduction obtained by 
eee bands preading. 


4 Parallel 
_ Bandspread 


In one form of electrical bandspread, two 
tuning capacitors are used in parallel across 
each coil, one of rather high capacitance to 
“cover a large tuning range, and another of small capacitance 
to cover a small range around the frequency to which the 
large capacitor is set. These capacitors are usually controlled 
by separate dials or knobs, the large capacitor being known as 
the bandsetting capacitor, and the smaller one being the band- 
spread capacitor. Where there is more than one tuned circuit 
in the receiver, a bandsetting and a bandspread capacitor are 
used across each coil, and all the capacitors serving in each 
function are mechanically connected together, or ganged, thus 
~ _allowing a single dial to be used for each purpose, even though 
there may be several tuned circuits. 
=e--,. Since the tuning range of a tuned circuit is proportional to 
the ratio of minimum to maximum capacitance across it, a 
__wide variation in the amount of bandspreading is made possi- 
ble by a proper choice of the two capacitances. The greater 
_._ the capacitance of the bandsetting capacitor in proportion to 
: Seer nad capacitor, the greater will be the bandspread. 
The bandspreading method described above is usually 
known as the parallel system. This system, as applied to a 
a3 single tuned circuit, is diagrammed in Figure 16A. The large 
tuning, or bandsetting capacitor, Cr, usually has a maximum 
Capacitance of from 100 to 370 afd. The bandspread capaci- 
tor, Cx, usually has a value of from 10 to 50 upfd., depending 
upon the design of the receiver. In typical amateur receivers, 
a bandspread trimmer is built into each plug-in coil. 


- Dual-Ratio 
_ Bandspread single set of Stationary plates (stator) in the 


tuning capacitor is acted upon by two separate 


Es Papi, one of large capacitance for bandsetting and the other 


of small capacitance for bandspread. Each rotor is operated 
by a separate dial. This system allows the bandsetting and 

-__ bandspread functions to be combined in a single tuning-capac- 

itor unit, minimizing stray shunt and feedback capacities. 

; Sometimes the same dial is used for both bandsetting and 


Bandspreading systems are of two general . 


In some manufactured tuning assemblies, a - 


= bandspreading ‘purposes, the change from one function to the. 
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MIXER 


OSCILLATOR 


SERIES TRACKING 
CONDENSER 


> Figure 15. 
SERIES FRACKING EMPLOYED IN H.F. OSCILLATOR 
OF A SUPERHETERODYNE. 
The series padder permits use of a gang capacitor with 
identical gangs, as the padder slows down the rate of 
capacity change im the oscillator. This assumes “high side’ 
injection. 


other being accomplished by a “gear-shifting’” mechanism 
built into the dial. The schematic of this bandspread system 
is shown in Figure 16B. 

The parallel system of bandspreading has one major. disad- 
vantage, especially for amateur-band usage. This disadvantage 
lies in the fact that if the bandspreading capacitor is made 
large enough to cover the lower-frequency amateur bands with 
optimum capacitance being used across the coil in the band- 
setting capacitor, an extremely large bandsetting-capacitor is 
needed to give an equal amount of bandspread on the high- 
frequency bands. The high capacitance across the coils re- 
duces the impedance of the tuned circuits on the high-fre- 
quency bands. 


Parallel Bandspread 
Calculations 


The following formulas will be found 
useful in designing parallel-bandspread 


circuits: 
Cp Fy’ 
Oe pe ea nn ame where 
Fi“ Ears F,” 


Cy» = Capacitance of “bandsetting” capacitor (ufd. or upufd.) 

Cx = Capacitor range of bandspread capacitor (same units 
as Cy) ; 

F, = Low-frequency end of tuning range (ke. or Mc.) 

Fy = High-frequency end of tuning range (same units as 
F,) 

Where it is desired to know the number of turns to wind 
on a coil: 


_ > /380,000 (D+ 3L) (Fat — Fr’) 
. D?°CpF a’ Fi’ 


, where 


N 
N = Number of turns _ 

D = Diameter of coil, in inches 
L = Length of coil, in inches 
Fu = High-frequency end of tuning range, in mega- 


cycles 

F, = Low-frequency end of tuning range, in mega- 
cycles 

Cs = Capacitance range of bandspread capacitor, in 
ppfd. 


In both the above formulas Cz represents the amount of 
capacitance variation supplied by the bandspread capacitor. 
In well-designed midget capacitors, the variation will approach 
the rated maximum capacity, and the maximum capacitance 
may be used for Cs without serious error. In the first formula, 
the result Cr, will include all fixed capacitances across the 
circuit, including the input capacitance of the tube, stray 
Capacitance to ground, and the minimum capacitance of the 
bandspread capacitor. 
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Figure 16. 
BANDSPREAD CIRCUITS. 


Parallel bandspread is illustrated at A and 8, series band- 
spread at C, and tapped-coil bandspread at D. 


AVC 
: Figure 17. _ east 
‘ SPLIT-STATOR TUNING SYSTEM. | : 
The advantages and disadvantages of this system as com; 


with the conventional method for tuning r-f amplifier bi sic in 
receivers are discussed in the folio a : 


To allow equal bandspfead on the amateur 
bands and still not use extremely high band- 
setting capacitances on the higher frequencies, 
the variation of the parallel system shown in Figure 16D is 
often employed. As the bandspread capacitor, Cz, is connected 
across part of the coil, this method is known as the ys ped coil 
system. 


Tapped-Coil 
System 


The effectiveness of the bandspread capacitor in tuning the 


coil depends upon the portion of the coil included across the 
bandspread capacitor terminals. As the number of turns be- 
tween the capacitor terminals is decreased, the amount of 
bandspread increases. 

In most amateur-band receivers employing the tapped- -coil 
system of bandspreading, a separate bandsetting capacitor is 
permanently connected across each coil. These capacitors are 
either mounted within the coils, in the plug-in-coil system, or 
alongside the coils in the bandswitching system. 

Tapped-coil bandspread is quite widely used in modern 
amateur-band receivers, especially in home constructed sets. 
Its principal advantage is that it allows equal bandspread, to 
any degree desired, over several amateur bands. Another ad- 
vantage is that it facilitates accurate tracking in ganged tuning 
circuits; the coil taps are simply adjusted until the circuits 
track identically. 

Best results with the tapped-coil system will be obiaised 
by making Cz just large enough to tune the widest band when 


connected completely across a suitable coil, and then-tapping — 


Cs down the required amount on the narrower bands. (By 
“widest band” is meant the widest in terms of percentage, not 
kilocycles. ) 

Calculating the correct point for the location of the tap in 
the tapped-coil system is rather complicated, and for this rea- 
son, the recommended procedure is to wind a test coil with 
bare wire (for space wound coils) or a tap every few turns 
(for close wound coils) and determine the optimum turn 
experimentally. . ; 


In this book and in other radio literature, men- 
tion is sometimes made of “stray” or circuit 
capacitance. This capacitance is in the usual 
sense defined as the capacitance remaining across a coil when 
all the tuning, bandspread, and padding capacitors across the 
circuit are at their minimum capacitance setting. 

Circuit capacitance can be attributed to two general sources. 
One source is that due to the input and output capacitance of 
the tube when its cathode is heated. The input capacitance 
varies somewhat from the static or “cold” value when the 
tube is in actual operation. Such factors as plate load im- 
pedance, grid bias, and frequency will cause a change in input 
capacitance. However, in all except the extremely high-trans- 
conductance tubes, the published measured input capacitance 


Stray Circuit 
Capacitance 


is quite close to the effective value when the tube is used within | 


its recommended frequency range. But in the high-transcon- 


that due to capacitance between the wiring and gr 
well-designed high-frequency receivers, every effort i: 
to keep this portion of the circuit capacitance at a mi 
since a large capacitance reduces the tuning range av 
with a given coil and prevents a good ee ratio, and 


wiring points and chassis. 
line values of circuit pe may run from 


Split-Stator 
Tuning System cently feed aophed: to ee ‘jonan of 


_ coils in the r-f eae circuits” eu 


mately, four times the maximum fare SE: Ge 
Since the minimum Piegee ied of G and GQ are 


means, of course, that a coil having three | times ‘the. 
can be used for the same frequency. Sit 
the tank circuit is proportional to the 
the coil, assuming the. same circuit CQ. the ‘tank alg will 


Paienioeal Niaiae arrangement. With a . 
circuit the voltage gain of the stage will b ; 
ce ee end of LS ees fangs, since 3 
be pei x 


for passing a band of ela ase Bandpass arrangements can 
be designed for almost any degree of selectivity, the type used 


I- FE ss Intermediate frequency transformers ordi- 
‘Transformers marily consist of two or more tuned circuits 
ae ea and some method of coupling the tuned cir- 
cuits ; together. Some representative arrangements are shown in 
_ Figure 18. The circuit shown at A is the conventional i-f 
: _ transformer, with the coupling, M, between the tuned circuits 
_ being provided by inductive coupling from one coil to the 
other. As the coupling is increased, the selectivity curve be- 
comes less peaked, and when a condition known as “critical 
coupling” is reached, the top of the curve begins to flatten out. 
When the coupling is increased still more, a - dip occurs in the 
oR of the curve. _ 
_ The windings for this type of i-f fransigemen. as well as 
2 most others, nearly always consist of small, flat. universal- 
wound pies mounted either on a piece of dowel to provide an 
ait core or on powdered-iron for “iron core” i-f transformers. 
The iron-core transformers generally have somewhat more 
bees and better selectivity than Sauva iat aif-core units be- 
tween 175 and 2000 kc. 


difference is the type of mutual coupling used, an inductance 
being used at B and a capacitance at C. The operation of both 
circuits is similar. Three resonant circuits are formed by the 
components. In B, for example, one resonant circuit is formed 
_ by L, G, Cand L, all in series. The frequency of this resonant 
circuit is just the same as that of a single one of the coils and 
pacitors, since the coils and capacitors are similar in both 
sides of the circuit, and the’ resonant frequency of the two 
_ capacitors and the two coils all in series is the same as that of 
a single coil and capacitor. The second resonant frequency of 
_ the complete circuit is determined by the characteristics of each 
“half of the circuit containing the mutual coupling device. In B, 
this second frequency will be lower than the first, since the 
resonant frequency of Li, C, and the inductance, M, or L:, C2 
and M is lower than that of a single coil and capacitor, due to 
the inductance of M being added to the circuit. 
_ The opposite effect takes place at C, where the common 
coupling impedance is a capacitor. Thus, at C the second 
_ resonant frequency is higher than the first. In either case, how- 
ever, the circuit has two resonant frequencies, resulting in a 
-flat-topped selectivity curve. The width of the top of the curve 
ge. 1S: controlled by the reactance of the mutual coupling compo- 
= ES nent. As this reactance is increased (inductance made greater, 
"capacitance made smaller), the two resonant frequencies be- 


hay 


_ come further apart and the curve is broadened. 
Ir 


In the circuit of Figure 18D, there is inductive coupling 
between the center coil and each of the outer coils. The result 
“of this arrangement is that the center coil acts as a sharply 
tuned coupler between the other two. A signal somewhat off 
- the resonant frequency of the transformer will not induce as 
much current in the center coil as will a signal of the correct 
a. “When a a smaller current is | induced in the center 


SS, 


oe aupen case eEnnINE upon the ultimate application 


_ The circuits shown at B and C are quite similar. Their only 


Factor 


Figure 18. 
IF. AMPLIFIER COUPLING ARRANGEMENTS. 


All of these arrangements give a better shape factor (more 
straight sided selectivity curve) than would the same number 
of resonant circuits coupled by means of tubes. 


coil, it in turn transfers a still smaller current to the output 
coil. The effective coupling between the outer coils increases 
as the resonant frequency is approached, and remains nearly 
constant over a small range and then decreases again as the 
resonant band is passed. 

Another very satisfactory bandpass arrangement, which 
gives a very straight-sided, flat-topped curve, is the negative-. 
mutual arrangement shown at E. Energy is transferred between 
the input and output circuits in this arrangement by both the 
negative-mutual coils, M, and the common capacitive react- 
ance, C. The negative-mutual coils are interwound on the same 
form, and connected “backward.” 

Transformers usually are made tunable over a small range 
to permit accurate alignment in the circuit in which they are 


employed. This is accomplished either by means of a variable 


capacitor across a fixed inductance, or by means of a fixed 
capacitor across a variable inductance. The former usually 
employ either a mica-compression capacitor (designated “mica 
tuned”), or a small, air dielectric variable capacitor (desig- 
nated “‘air tuned”). Those which use a fixed capacitor usually 
employ a powdered iron core on a threaded rod to vary the 
inductance, and are known as “permeability. tuned”. 


It is obvious that to pass modulation sidebands and 
to allow for slight drifting of the transmitter carrier 
frequency and the receiver local oscillator, the i.f. 
amplifier must pass not a single frequency but a band of fre- 
quencies. The width of this pass band, usually 6 to 12 kc. in 
a good communications receiver, is known as the “pass band”, 
and is arbitrarily taken as the width between the two fre- 
quencies at which the response is attenuated 6 db, or is “6 db 
down’. However, it is apparent that to discriminate against 
an interfering signal which is stronger than the desired signal, 


Shape 
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Figure 19. 


ELECTRICAL EQUIVALENT OF QUARTZ FILTER 
CRYSTAL. 


The crystal is equivalent to a very large inductance in series 
with a very small capacitor and resistor, with a larger though 
still small capacitor across the whole circuit (representing stray 
capacitance). 
a cnn cn 


much more than 6 db attenuation is required. The attenuation 
arbitrarily taken to indicate adequate discrimination against 
an interfering signal is 60 db. 

It is apparent that it is desirable to have the band width at 
60 db down as narrow as possible, but it must be done without 
making the pass band (6 db down points) too narrow for sat- 
isfactory reception of the desired signal. The figure of merit 
used to show the ratio of bandwidth at 6 db down to that at 
60 db down is designated shape factor. The ideal i-f curve, a 
rectangle, would have a shape factor of 1.0. The i-f shape 
factor in typical communications receivers runs from 3.0 to 5.5. 

The most practicable method of obtaining a low shape fac- 
tor for a given number of tuned circuits is to employ them in 
pairs, as in Figure 18A, adjusted to critical coupling (the value 
at which two resonance points just begin to become apparent). 
If this gives too sharp a “nose’’ or pass band, then coils of 
lower Q should be employed, with the coupling maintained at 
the critical value. As the Q is lowered, closer coupling will be 
required ‘for critical coupling. 

Conversely if the pass band is too broad, coils of higher Q 


should be employed, the coupling being maintained at critical. 


If the pass band is made more narrow by using looser coupling 
instead of raising the Q and maintaining critical coupling. the 
shape factor will not be as good. 

The pass band will not be much narrower for several pairs 
of identical, critically coupled tuned circuits than for a single 
pair. However, the shape factor will be greatly improved as 
each additional pair is added, up to about 5 pairs, beyond 
which the improvement for each additional pair is not signifi- 
cant. Commercially available communications receivers of 
good quality normally employ 3 or 4 double tuned transform- 
ers with coupling adjusted to critical or slightly less. 


“Miller 
Effect’ 


As mentioned previously, the dynamic input capaci- 
tance of a tube varies slightly with bias. As.a-v-c 
. voltage normally is applied to i-f tubes for radio- 
telephony reception, the effective grid-cathode capacitance 
varies as the signal strength varies, which produces the same 
effect as slight detuning of the i-f transformer. This effect is 
known as “Miller effect”, and can be minimized to the extent 
that it is not troublesome either by using a fairly low L/C 
‘ratio in the transformers or by incorporating a small amount 
of degenerative feedback, the latter being most easily accom- 
plished by leaving part of the cathode resistor unbypassed 
for r.f. 


The pass band of an intermediate frequency 
amplifier may be made very narrow through 
the use of a piezoelectric filter crystal employed as a series 
resonant circuit in a bridge arrangement known as a crystal 
futer. The shape factor is quite poor, as would be expected 
when the selectivity is obtained from the equivalent of a single 
tuned circuit, but the very narrow pass band obtainable as a 
result of the extremely high Q of the crystal makes the crystal 
filter useful for c.w. telegraphy reception. The pass band of a 
455 kc. crystal filter may be made as narrow as 50 cycles, while 
5 kilocycles represent about the narrowest pass band that can 


Crystal Filters 


selectivity, the total impedance in series with the crystal (both 


Figure 20. 


EQUIVALENT OF CRYSTAL FILTER CIRCUIT. 
For a given voltage out of the generator, the voltage developed =—§s_— 
across Z1 depends upon the ratio of the impedance of X to the ye 
sum of the impedances Z and Z1. Because of the high Q of X, 
its impedance changes rapidly with frequency. 


be obtained with a 455 kc. tuned circuit of practicable dimen- 
sions. Ss 
The electrical equivalent of a filter crystal is shown in Figure 
19. For a given frequency, L is very high, C very low, and R- 
‘(assuming a good crystal of high Q) is very low. Capacitance 
C, represents the shunt capacitance of the electrodes, plus the _ 
crystal holder and wiring, and is many times the capacitance — 
of C. This makes a parallel resonant circuit with a frequency 
only slightly higher than that of the series resonant circuit 
L, C. For crystal filter use it is the series resonant characteristic : 
that we are primarily interested in. a 
The electrical equivalent of the basic crystal filter circuit is 
shown in Figure 20. If the impedance of Z plus Z, is low com- — 
pared to the impedance of the crystal X at resonance, then the 
current flowing through. Z,, and the voltage developed across 
it, will be almost in inverse proportion to the impedance of » Stefi 
which has a very sharp resonance curve. wn 
If the impedance of Z plus Z; is made igh compared to athe re 
resonant impedance of X, then there will be no appreciable 
drop in voltage across Z, as the frequency departs from the 
resonant frequency of X until the point is reached where the 
impedance of X approaches that of Z plus Z:. This has the 
effect of broadening out the curve of frequency versus voltage 
developed across Z:, which is another way of saying that tne: 2 
selectivity of the crystal filter (but not the crystal proper) has 
been reduced. Ee SS 
In practicable filter circuits the impedances Z and Z, usually 3 
are represented by some form of-tuned circuit, but the basic 
ptinciple of operation is the same. eee, 


Practical Filters It is necessary to balance out the capaci- 
tance across the crystal holder (CG, in 
Figure 19) to prevent bypassing around the crystal undesired — 
signals off the crystal resonant frequency. The balancing is a a 
done by a phasing citcuit which takes out-of-phase voltage = 
from a balanced input circuit and passes it to the output side 
of the crystal in proper phase to neutralize that passed through — 
the holder capacitance, A representative practical filter arrange- 
ment is shown in Figure 21. The phasing capacitor is indicated — 
in the diagram by PC. The balanced input circuit may be . : 
obtained either through the use of a split-stator capacitor as 
shown, or by the use of a center-tapped input coil. < ae 


In the circuit of Figure 21, the sclecaohet is 
minimum with the crystal input circuit 
tuned to resonance, since at resonance the — 
impedance of the tuned circuit is maximum. As the input 
circuit is detuned from resonance, however, the impedance nee 
decreases, and the selectivity becomes greater. In this circuit, _ 
the output from the crystal filter is tapped down on the i-f — 
stage grid winding to provide a low value of series impede =e 
in the output circuit. It will be recalled that for maximum — 


Variable-Selec- 
tivity Filters 


input and output circuits) must be low. If one is made low 
and the other is made variable, stag the selectivity ee be 
varied at will from sharp to pease it 


Sees Visas 7H ie 
TYPICAL CRYSTAL FILTER: CIRCUIT. 


SELECTIVITY CONTROL —% 


ie : ‘Fieare 22. 
‘WIDE RANGE, VARIABLE SELECTIVITY CRYSTAL 
ts FILTER. 


ae This feincult peunmite better selectivity control than the circuit of 
Rs _ figure ae and. does not require a split stator variable capacitor. 


The circuit shown in Figure 22 also achieves variable selec- 
tivity by adding a variable impedance in series with the crystal 
circuit. In this case, the variable impedance is in series with 
the crystal output circuit. The impedance of the output tuned 
circuit is varied by varying the Q. As the Q is reduced (by 


a adding resistance in series with the coil), the impedance de- 

creases and the selectivity becomes greater. The input circuit 

impedance i is made low by using a non-resonant secondary on 
ut input transformer. _ 

A variation of the circuit shown at Figure 22 consists of 

Siicite the variable resistance across the coil and capacitor, 


-sistor is a reduction of the output impedance, and an increase 
in selectivity. The circuit behaves oppositely to that of Figure 
ee » however; as the resistance is lowered the selectivity be- 
2 comes greater. Still another variation of Figure 22 is to use 
_ the tuning capacitor across the output coil to vary the output 
impedance. As the output circuit is detuned’ from resonance, 
_its impedance is lowered, and the selectivity increases. Some- 
times a set of fixed capacitors and a multipoint switch are used 
to give step-by-step variation of the output circuit tuning. and 
hus of the crystal filter selectivity. 


As previously discussed, a filter crystal has both 
a resonant (series resonant) and an anti-resonant 

aes (parallel resonant) frequency, the impedance of 
eee the crystal being quite low at the former frequency, and quite 
high at the latter frequency. The anti-resonant frequency is 

ust slightly higher than the resonant frequency, the difference 
pending upon the effective shunt capacitance of the filter 
2 and holder. As adjustment of the phasing capacitor con- 
s the effective shunt capacitance of the crystal, it is possible 
vary the anti- resonant frequency of the crystal slightly 
ut unbalancing the circuit sufficiently to let undesired 
: “signals * ‘leak - through” the shunt capacitance in appreciable 
plitude. At the exact anti-resonant frequency of the crystal 
the attenuation is exceedingly high, because of the high im- 
sents of the crystal at this frequency. This is called the 
“rejection notch’, and can be utilized virtually to eliminate 
Si os re heterodyne image or “repeat tuning” of c-w signals. The 
HES Sobeat fi frequency oscillator can be so adjusted and the phasing 
re capacitor so adjusted that the desired beat note is of such a 
pitch that the i image (the same audio note on the other side 


rather than in series with them. The result of adding the re- 
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Figure 23. 


VARIABLE-OUTPUT B.F.O. CIRCUIT. 


Being able to vary the output of the b.f.o. is sometimes helpful 
when receiving weak signals. 


The rejection notch sometimes can be employed to reduce 
interference from an undesired phone signal which is very 
close in frequency to a desired phone signal. The filter is 
adjusted to “broad’’ so as to permit telephony reception, and 
the receiver tuned so that the carrier frequency of the undesired 
signal falls in the rejection notch. The modulation sidebands 
of the undesired signal still will come through, but the carrier 
heterodyne will be effectively eliminated and interference 
greatly reduced. 


A crystal filter, especially when adjusted for | 
“single signal” reception, greatly reduces in- 
terference and background noise, the latter 
feature permitting signals to be copied that would ordinarily 
be too weak to be heard above the background hiss. However, 
when the filter is adjusted for maximum selectivity, the pass 
band is so narrow that the received signal must have a high 
order of stability in order to stay within the pass band. Like- 
wise, the local oscillator in the receiver must be highly stable, 
or constant retuning will be required. Another effect that will 
be noticed with the filter adjusted to “sharp” is a tendency for 
code characters to produce a ringing sound, and have a hang- 
over or “tails.” This limits the code speed that can be copied 
satisfactorily when the filter is adjusted for extreme selectivity. 


Crystal Filter 
Considerations 


The beat-frequency oscillator, usually called 
the 4.f.0., is a necessary adjunct for recep- 
tion of c-w telegraph signals on superheter- 
odynes which do not use regenerative second detectors or which 
have no other provision for obtaining modulation of an incom- 
ing.¢-w telegraphy signal. The oscillator is coupled into or 
just ahead of second detector circuit and supplies a signal of 
nearly the same frequency as that of the desired signal from 
the i-f amplifier. If the i-f amplifier is tuned to 455 kc., for 
example, the b.f.o. is tuned to approximately 454 or 456 kc. to 
produce an audible (1000 cycle) beat note in the output of the 


Beat-Frequency 
Oscillators 


‘second detector of the receiver. The carrier signal itself is, of 


course, inaudible. The b.f.o. is not used for voice reception, 
except as an aid in searching for weak stations. 

The b.f.o. input to the second detector need only be sufficient 
to give a good beat note on an average signal. Too much 
coupling into the second detector will give an excessively high 
hiss level, masking weak signals by the high noise background. 

Figure 23 shows a method of manually adjusting the b.f.o. 
output to correspond with the strength of received signals. 
This type of variable b.f.o. output control is a useful adjunct 
to any superheterodyne, since it allows sufficient b.f.o. output 
to be obtained to give a “beat” with strong signals and at the 
same time permits the b.f.o. output, and consequently the hiss, 
to be reduced when attempting to receive weak signals. The 
circuit shown is somewhat better than those in which one of 
the electrode voltages on the b.f.o. tube is changed, as the 
latter usually change the frequency of the b.f.o. at the same 
time they change the strength, making it necessary to reset 
the trimmer each time the output is adjusted. 
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Figure 24. 
Circuit showing a method for modulating the c-w output of the 
second-detector stage in a superheterodyne receiver with an 
audio tone. 


The b.f.o. usually is provided with a small trimmer which 
is adjustable from the front panel to permit adjustment over 
a range of 5 or 10 kc. For single-signal reception the b.f.o. 
always is adjusted to the high-frequency side, in order to per- 
mit placing the heterodyne image in the rejection notch. 

In order to reduce the b.f.o. signal output voltage to a 
reasonable level which will prevent blocking the second detec- 


tor, the signal voltage is delivered through a low-capacitance 


(high-reactance) capacitor having a value of 1 to 2 ppfd. and 
connected after the 0.1-ufd. unit in Figure 23. 

Care must be taken with the b.f.o. to prevent harmonics of 
the oscillator from being picked up at multiples of the b.f.o. 
frequency. The complete b.f.o. together with the coupling cir- 
cuits to the second detector, should be choroughly shielded to 


prevent pickup of the harmonics by the input end of the 


receiver. 

If b.f.0. harmonics still have a tendency to give trouble 
after complete shielding and isolation of the b.f.o. circuit has 
been accomplished, the passage of these harmonics from the 
b.f.o. circuit to the rest of the receiver can be stopped through 
the use of a low-pass filter in the lead between the output of 
the b.f.o. circuit and the point on the receiver where the b.f.o. 
signal is to be injected. The design of such filters is discussed 
in Chapter 2. 


C-W Reception 
Through the Use of 
Internal Modulation 
of the Signal 


A c-w telegraphy signal can be te- 
ceived without 4a beat oscillator if the 
incoming signal is modulated by an 
audio-frequency tone somewhere along 
the i-f channel before the second detec- 
tor stage. The most satisfactory method is to modulate the 
control-grid screen, or suppressor bias of the last i-f stage 
with the audio tone. The signal output of the second detector 
will then be tone modulated so that an incoming c-w signal 
will sound as though it were an m-c-w or A2 signal. A still 
different tone can be obtained if the b.f.o. of the receiver is 
also turned on and allowed to beat against the already modu- 
lated incoming signal. 


Audio-Modulated A circuit has recently been described which 
Detection accomplishes audio modulation of an in- 

coming c-w signal at the second detector 
of a superheterodyne receiver. The circuit is diagrammed in 
Figure 24. A positive delay bias of 2 to 6 volts is placed upon 
D, to limit the minimum signal which will be modulated. 
Diode D, has a negative bias of 2 to 6 volts placed upon it 
through the 47K resistor and in addition an audio-frequency 
voltage is applied across this resistor to-the second diode. Best 
operation will be obtained if the a-f voltage is a square wave 
although a sine-wave may also be used. The circuit gives auto- 
matic limiting of incoming c-w signal amplitude, thus afford- 
ing a degree of noise limiting, and in addition gives a modu- 
Jated signal output (whenever a signal is being rectified by 


the second detector ) ce a Loe fee by the fre- 


resistor and a .05-zfd. capacitor, and applied as bias to the — 


a strong received signal, and causes the a.v.c. circuit to put 


the b.f.0. is turned on. A two-circuit switch may. be used for the 4 


quency of the a-f voltage being applied to D:. Since the modu- Se 
lating frequency is controllable at the will of the operator, 
highly selective audio filters may be employed in the audio 
stages following the second detector. The bias for both diodes 
may of course be obtained from the power supply of the re- 
ceiver rather than from batteries as shown. 


5-7 Detector, Audio, and Control Circuits == 
Second detectors for use in superheterodynes are _ 
“usually of the diode, plate, or infinite-impedance 
types. Occasionally, grid-leak detectors are used in receivers 
using one i-f stage or none at all, in which case the second. 
detector usually is made regenerative. . 
Diodes are the most popular second detectors es they 
allow a simple method of obtaining automatic volume control _ 
to be used. Diodes load the tuned circuit to which they are con- 
nected, however, and thus reduce the selectivity slightly. Special _ 
i-f transformers are used for the purpose of providiae. a low- pri 
impedance input circuit to the diode detector . 


Detectors 


The elements of an automatic volume con- 
trol (a.v.c.) system are shown in Figure 25. 
A dual-diode tube is used as a combination 
diode detector and a.v.c. rectifier. The left-hand diode operates — 
as a simple rectifier in the manner described earlier in this — 
chapter. Audio voltage, superimposed on a d-c voltage, ap- 
pears across the 500,000-ohm potentiometer (the volume con- 
trol) and the .0001-ufd. capacitor, and is passed on to the 
audio amplifier. The right-hand diode receives signal voltage 
directly from the primary of the last i-f amplifier, and acts as 
the a.v.c. rectifier. The pulsating d-c voltage across the 1- 
megohm a.v.c.-diode load resistor is filtered by a 500,000-ohm 


‘Automatic Vol- 
ume Control. 


grids of the r-f and i-f amplifier tubes; an increase or decrease 
in signal strength will cause a corresponding increase or de- 
crease in a.v.c. bias voltage, and thus the gain of the receiver 
is automatically adjusted to compensate for changes in ee as, 
strength. 

By disassociating the a.v.c. and detecting functions through 
using separate diodes, as shown, most of the ill effects of ac 
shunt loading on the detector diode are avoided. This type of 
loading causes serious distortion, and the additional compo- 
nents required to eliminate it are well worth their cost. Even 
with the circuit shown, a-c loading can occur unless a very 
high (5 megohms, or more) value of grid resistor is used in 
the following audio amplifier stage. Ste 

An a.v.c. circuit which may be added to a receiver not sO 2 
equipped is shown in Figure 26. In this circuit, the pentode 
section of a duplex-diode- pentode i is used as a resistance cou- 
pled i-f amplifier which receives its excitation from the detec-_ 
tor grid circuit. The output from the pentode is applied to the 
two diodes in parallel, through a coupling capacitor, and the 
rectified voltage across the diode load resistor is used as a. Vic, Pe 


bias, eae 
AV.C. in. In receivers having a beat-frequency oscil- Bo 
B.F.0.-Equipped lator for the reception of tadioteleee se 
Receivers ~ signals, the use of a.v.c. can result in a great — 


loss in sensitivity when the b.f.o. is switched — 
on. This is because the beat oscillator output acts exactly like 


high bias on the r-f and i-f stages, thus greatly reducing the 
receiver's sensitivity. Due to the above effect, it is necessary — 
to provide a method of making the a.v.c. circuit inoperative — 
when the b.f.o. is being used. The simplest method of eliminat- 
ing the a.v.c. action is to short the a.v.c. line to ground when 


=e : Figure 25. 


DOUBLE-DIODE DETECTOR-A. Y. C. CiR- 
CUIT. 
Any of the ordinary small dual-diode tubes may 
_ be used in this circuit. The left-hand diode serves 
- @s the detector, while the right-hand section 
_ operates as an a.y.c. rectifier. Using separate - 
_ diodes for the detector and a.yv.c. functions helps 
to improve the audio fidelity. 
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dual purpose of turning on the beat oscillator and oe out 


- the a.V.C. if desired. 


Visual means for determining whether or 
not the receiver is properly tuned, as well as 
an indication of the relative signal strength, 


Signal Strength 
Indicators 


are both provided by means of tuning indicators (S meters) 


of the meter or vacuum-tube type. A d-c milliammeter can be 


_ connected in the plate supply circuit of one or more r-f or i-f 


amplifiers, as shown in Figure 27A, so that the change in 


plate current, due to the action of the a.v.c. voltage, will be 


indicated on the instrument. The d-c instrument M should 
have a full-scale reading approximately equal to the total 


_ plate current taken by the stage or stages whose plate current _ 
_ passes through the instrument. The value of this current can 
_be estimated by assuming a plate current on each stage (with 


no signal input to the receiver) of about 6 ma. However, it 
will be found to be more satisfactory to measure the actual 


__ plate current on the stages with a milliammeter of perhaps 
_ 0-100 ma. full scale before purchasing an instrument for use — 
as an S meter. The 50-ohm potentiometer shown in the draw- 


ing is used to adjust the meter reading to full scale with no 
signal input to the receiver. 
When an ordinary meter is used in the plate circuit of a 


_ stage, for the purpose of indicating signal strength, the meter 


reads backwards with respect to strength. This is because 


__ imcteased a.v.c. bias on stronger signals causes lower plate 


Xe 
a 


current through the meter. For this reason, special meters 
which indicate zero at the right-hand end of the scale are 


often used for signal strength indicators in commercial re- 
ceivers using this*type of circuit. Alternatively, the meter may 


_be mounted upside down, so that the needle moves toward the 
fight with increased signal strength. 


The circuit of Figure 27B can frequently be used to advan- 
tage in a receiver where the cathode of one of the r-f or i-f 


DETECTOR 


Figure 26. 
AVC. CIRCUIT, SUITABLE FOR ANY SUPERHETERO- 
DYNE. 
‘This circuit may be added to a receiver not equipped with a.v.c. 


yThe Sees See acts as an a.y.c. amplifier, giving 
3 Jeuproved a.v.c. action, 


amplifier stages runs directly to ground through the cathode 
bias resistor instead of running through a cathode-voltage gain 
control. In this case a 0-1 d-c milliammeter in conjunction with 
a resistor from 1000 to 3000 ohms can be used as shown as a 
signal-strength meter. With this circuit the meter will read 
backwards with increasing signal strength as in the circuit 
previously discussed. 

Figure 27C is the circuit of a forward-reading S meter as 
is often used in communications receivers. The instrument is 


-used in an unbalanced bridge circuit with the d-c plate re- 
sistance of one i-f tube as one leg of the bridge and with 


resistors for the other three legs. The value of the resistor R 
must be determined by trial and error and will be somewhere 
in the vicinity of 50,000 ohms. Sometimes the screen circuits 
of the r-f and i-f stages are taken from this point along with 
the screen-circuit voltage divider. 

Electron-ray tubes (sometimes called “magic eyes”) can 
also be used as indicators of relative signal strength in a cir- 
cuit similar to that shown in Figure 27D. A 6U5/6G5 tube 
should be used where the a.v.c. voltage will be from 5 to 20 
volts and a type 6E5 tube should be used when the a.v.c. volt- 
age will run from 2 to 8 volts. 


Audio amplifiers are employed in nearly 

all radio receivers. The audio amplifier 
stage or stages are usually of the Class A type, although Class 
AB push-pull stages are used in some receivers. The operation 
of both of these types of amplifiers was described in detail in 
Chapter 4. The purpose of the audio amplifier is to bring the 
relatively weak signal from the detector up to a strength sufh- 
cient to operate a pair of headphones or a loud speaker. Either 
triodes, pentodes, or beam tetrodes may be used, the pentodes 
and beam tetrodes usually giving greater output. In some re- 
ceivets, particularly those employing grid leak detection, it is 
possible to operate the headphones directly from the detector, 
without: audio amplification. In such receivers, a single audio 
stage with a beam tetrode or pentode tube is ordinarily used to 
drive the loud speaker. Representative audio amplifier arrange- 
ments will be found in the receivers of Chapters 18 and 20. 

Most communications receivers, either home-constructed or 
factory-made, have a single-ended beam tetrode (such as a 
6L6 or 6V6) or pentode (6F6 or 6K6-GT ) in the audio output 
stage feeding the loudspeaker. If precautions are not taken 
such a stage will actually bring about a decrease in the effec- 
tive signal-to-noise ratio of the receiver due to the rising high- 
frequency characteristic of such a stage when feeding a loud- 
speaker. One way of improving this condition is to place a 
mica or paper capacitor of approximately 0.003 yfd. capaci- 
tance across the primary of the output transformer. The use 
of a capacitor in this manner tends to make the load impedance 
seen by the plate of the ouput tube more constant over the 
audio-frequency range. The speaker and transformer will tend 
to present a rising impedance to the tube as the frequency 
increases, and the parallel capacitor will tend to make the total 
impedance more constant since it will tend to present a de- 
creasing impedance with increasing audio frequency. 


Audio Amplifiers 
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Figure 27. 
SIGNAL-STRENGTH-METER CIRCUITS. 


Shown above are four circuits for obtaining a signal-strength 
indication which is proportional te incoming carrier amplitude. 
Circuits (A), (B), and (C) give indication on a d-c instrument 
and require no additional tubes. Circuit (D) utilizes an eye tube 
for strength indication. The circuits are discussed in the text. 


A still better way of improving the frequency characteristic 
of the output stage, and at the same time reducing the har- 
monic distortion, is to use shunt feedback from the plate of the 
output tube to the plate of a tube such as a 6SJ7- acting as an 
audio amplifier stage ahead of the output stage. This circuit 


is illustrated in Figure 27, Chapter 4, and is used in several 


of the speech amplifiers described in Chapters 24 and 26. 
5-8 Noise Suppression 


The problem of noise suppression confronts the listener 
who is located in places where interference from power lines, 
electrical appliances, and automobile ignition systems is trou- 
blesome. This noise is often of such intensity as to swamp out 
signals from desired stations. 

There are three principal methods for reducing this noise: 

(1) A-c line filters at the source of interference, if the noise 

1s created by an electrical appliance. 

(2) Noise-balancing circuits for the reduction of power- 

leak interference. = 

(3) Noise-limiting circuits for the reduction, in the receiver 

itself, of interference of the type Sera by automobile 
ignition systems. 


Power Line 
Filters 


Many household appliances, such as electric 
mixers, heating pads, vacuum sweepers, refrig- 
erators, oil burners, sewing machines, doorbells, 
etc., create an interference of an intermittent nature. The in- 
sertion of a line filter near the source of interference often will 


+ 


Noise Balancing 


C3 


Figure 28. et 
_NOISE-BALANCING CIRCUIT. | x 


Two capacitors in series across the line, with the ae 
connected to ground, can be used in conjunction with ultra- 
violet ray machines, paige oil burner ee and 


sides of the line right at i: interfering appliance. 


Most power line noise interference’ can 1 be 

ae greatly reduced by the installation ¢ 
noise-balancing citcuit ahead of the receiver, as shown i 
ure 28. The noise- balancing circuit adds the Shes Sonne 


line, in some cases, while at other times an aout 
to 50 feet in length, can be run parallel to the a-c house 
line. The noise antenna should pick up as much noise as 


regular receiving antenna should be a poet -sized_ ould 100 
antenna, oe and in the clear, so that the _— to-noise ratio 


will not be attenuated to as great a degree eras 
antenna is very much better than the noise antenna. : 


However, when proper adjustments have been made, 
possible to reduce the power leak noise from 3 to 5 “S”” points 
without reducing the signal strength more than one S point, — 
and in some cases there will be no reduction in signal strength 
whatsoever. This permits reception of weak signals through 
bad power leak interference. Hash type interference from elec- _ 
trical appliances can be reduced to a very low value by means - 
of the same circuits. see 
The coil should be center- tapped and canneries to. tes 
receiver ground connection in most cases. The pickup coil con- 
sists of 4 turns of hookup wire 2 inches in diameter, which = 
can be slipped over the first r-f tuned coil in most radio. e- 
ceivers. A 2-turn coil is more. appropriate for 10- and 
meter operation, though the 4-turn coil is suitable if car 
taken in adjusting the three coupling capacitors to avoid 10- 
meter resonance (unless very loose inductive-coupling is 1 ). 
When properly balanced, the usual power line buzz | 


good high antenna for ail reception will ct = e 
come this. effect. : 


Noise Limiters 


particularly when one band is operated for a considerable 
_ Petiod of time. 


Peak Numerous noise-limiting circuits which are bene- 
Noise ficial in overcoming key clicks, automobile ignition 
Limiters interference, and similar noise impulses have be- 


< 


come popular. They operate on the principle that 
each individual noise pulse is of very short duration, yet of 
ES very high amplitude. The popping or clicking type of notse 
from electrical ignition systems may produce a signal Kaving 
_. a peak value ten to twenty times as great as the incoming radio 
signal, but an average power much less than the signal. 
+ _As the duration of this type of noise peak is short, the re- 
_ ceiver.can be made inoperative during the noise pulse without 
the human ear detecting the total loss of signal. Some noise 
limiters actually punch a hole in the signal, while others merely 
limit the maximum peak signal which reaches the headphones 
. or loudspeaker. 
ae The noise peak is of such short duration that it would not 
be objectionable except for the fact that it produces an over- 
loading effect on the receiver, which increases its time con- 
stant. A sharp voltage peak will give a kick to the diaphragm 
of the headphones or speaker, and the momentum or inertia 
keeps the diaphragm in motion until the dampening of the 
__ diaphragm stops it. This movement produces a popping sound 
_ which may completely obliterate the desired signal. If the noise 
pulse can be limited to a peak amplitude equal to that of the 
desired signal, the resulting interference is practically negligible 
- for moderately low repetition rates, such as ignition noise. 
Virtually all of the practicable peak limiters for radio- 
telephony employ one or two diodes either as shunt or series 
limiters in the a-f system. When a noise pulse exceeds a cer- 
tain predetermined threshold value, the limiter diode acts 
__ either as a dead short or open circuit, depending upon whether 
it is used in a shunt or series circuit. The threshold is made 
to occur at a level high enough that it will not clip modulation 
peaks enough to impair voice intelligibility, but low enough to 
limit the noise peaks effectively. . 
Because the action of the peak limiter is needed most on 
very weak signals, and these usually are not strong enough to 
_ produce proper a.v.c. action, a threshold setting that is correct 
_ for a strong phone signal is not correct for optimum limiting 
on very weak signals. For this reason the threshold control 
often is tied in with the a.v.c. system so as to make the opti- 
: ‘mum threshold adjustment automatic instead of manual. 
Suppression of impulse noise by means of an audio peak 
- limiter is best accomplished at the very front end of the audio 
system, and for this reason the function of superheterodyne 
second detector and limiter often are combined in a composite 
= OECuIt 


The amount of limiting that can be obtained is a function of 
the audio distortion that can be tolerated. Because excessive 
distortion will reduce the intelligibility as much as will back- 
ground noise, the degree of limiting for which the circuit is 
designed has to be a compromise. 

Peak noise limiters working at the second detector are much 
more effective when the i-f bandwidth of the receiver is broad, 
because a sharp i-f amplifier will produce an integrating effect 
which lengthens the pulses by the time they reach the second 
detector, making the limiter less effective. U.h.f. superhetero- 
dynes have an i-f bandwidth considerably wider than the mini- 
mum necessary for voice sidebands (to take care of drift and 
instability ). Therefore, they are capable of better peak noise 
suppression than a standard communications receiver having 
an i-f bandwidth of perhaps 8 kc. Likewise, when a crystal 
filter is used on the “sharp” position an a-f peak limiter is of 
little benefit. 


Practical 
Peak Noise 
Limiter Circuits 


Noise limiters range all the way from an 
audio stage running at very low screen or 
plate voltage, to elaborate aftairs employing 
5 or more tubes. Rather than attempt to 
show the numerous types, many of which are quite complex 
considering the mediocre results obtained, only two very simi- 
lar types will be described, Either is just about as effective as 
the most elaborate limiter that can be constructed, yet requires 
the addition of but a single diode and a few resistors and 
capacitors over what would be employed in a good super- 
heterodyne without a limiter. Both circuits, with but minor 
modifications in resistance and capacitance values, are incor- 
porated in one form or another in different types of factory- 
built communications receivers. 

Referring to Figure 29, the first circuit shows a conventional 
superheterodyne second detector, a.v.c., and first audio stage 
with the addition of one tube element, D;, which may be 
either a separate diode or part of a twin-diode as illustrated. 
Diode D; acts as a series gate, allowing audio to get to the grid 
of the a-f tube only so long as the diode is conducting. The 
diode is biased by a d-c voltage obtained in the same manner 
as a.v.c. control voltage, the bias being such that pulses of 
short duration no longer conduct when the pulse voltage ex- 
ceeds the carrier by approximately 60 per cent. This also clips 
voice modulation peaks, but not enough to impair intelligibility. 

It is apparent that the series diode clips only positive modu- 
lation peaks, by limiting upward modulation to about 60 per 
cent. Negative or downward peaks are limited automatically 
to 100 per cent in the detector, because obviously the rectified 
voltage out of the diode detector cannot be less than zero. 
Limiting the downward peaks to 60 per cent or so instead of 
100 per cent would result in but little improvement in noise 
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Pea eh ent PEAK NOISE LIMITER AND ASSOCIATED CIRCUITS. 


6H6 ETc. 


Lyre This limiter is of the series type, and is self adjusting to the carrier strength for phone reception. 
dice ~ a) volts should be dav sere across the coronary of 1.F.T. under carrier conditions. 


OFF 
: 


Ci— 0.1 ufd., 200 y. 

Co—50 pufd. mica 

C;—100 ppfd. mica 

Cu, C:—.01 ufd. 

Ri, Re—1 meg., V2 watt 

Rz, Rs—250,000 ohms, 12 watt 
(10% tolerance) 

Rs, Ro—1 meég., ¥2 watt 

R:—2 meg. potentiometer, a.f. taper 


Figure 29. 


For proper operation, at least 


ae 
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Figure 30. 
IMPROVED NOISE-LIMITER CIRCUIT. 


This circuit is of the self-adjusting series type and gives less 
distortion with approximately the same limiting effectiveness 
as the circuit of Figure 29. 


Ci—0.00025 mica approx. 
C2—0.01-pfd. paper 
Cs—0.1-pfd. paper 
C:—0.01-y:fd, paper 

Di, Do—6H6, 6AL5, 7A6, etc. 


Ri—470K, 12 watt 

R2—100K, 2 watt 

Rs—470K, 2 watt 

Ra, Rs—1 meg., 2 watt 
Rc—1 megohm volume control 


reduction, and the results do not justify the additional com- 
ponents required. 

It is important that the exact resistance values shown be 
used, for best results, and that 10 per cent tolerance resistors 
be used for Rs and R.. Also, the rectified carrier voltage devel- 
oped across C; should be at least 5 volts for good limiting. 

The limiter will work well on c-w telegraphy if the ampli- 
tude of beat frequency oscillator injection is not too high. 
Variable injection is to be preferred, adjustable from the front 
panel. If this feature is not provided, the b.f.o. injection should 


be reduced to the lowest value that will give a satisfactory beat. 


When this is done, effective limiting and a good beat can be 
obtained by proper adjustment of the r-f and a-f gain controls. 
It is assumed, of course, that the a.v.c. is cut out of the circuit 
for c-w telegraphy reception. 


Alternative 

Limiter Circuit tive than that shown in Figure 29 and re- 
quires the addition of only one more resistor 
and one more capacitor than the other circuit. Also, this circuit 
involves a loss of only about 2 db in audio output level as 
contrasted to approximately 6 db in the circuit of Figure 29. 
This circuit can be used with equal effectiveness with a com- 
bined diode-triode or diode-pentode tube (6R7, 6SR7, 6Q7, 
6SQ7 or similar diode-triodes, or 6B8, 6SF7, or similar diode- 


pentodes) as diode detector and first audio stage. However, a | 


separate diode must be used for the noise limiter, D.. This 
diode may be one-half of a 6H6, 6AL5, 7A6, etc., or it may 
be a triode connected 6J5, 6C4 or similar type. Note that the 


return for the volume control must be made to the cathode of ~ 


the detector diode (and not to ground) when a dual tube is 
used as combined second-detector first-audio. This means 
that in the circuit shown in Figure 30 a connection will exist 


across the points where the “X” is shown on the diagram 


since a common cathode lead is brought out of the tube for 
D, and V;. If desired, of course, a single dual diode may be 


used for D, and D. in this circuit as well as in the circuit of ~ 


Figure 29. Switching the limiter in and out with the switch S 
brings about no change in volume. 
In any diode limiter circuit such as the ones shown in these 


two figures it is important that the mid-point of the heater — 


potential for the noise-limiter diode be as close to ground 


potential as possible. This means that the center-tap of the 
heater supply for the tubes should be grounded wherever 


possible rather than grounding one side of the heater supply 


ee due to the high values of resistance nec 


the limiter out a sharp rasping buzz will be obtaine 


The circuit of Figure 30 is even more effec- 


limiter circuit. és 
ate circuit of ee ah has been ved 


Seciteoly an ecilene ede on the oO if 
limiter in any communications receiver can be ‘ob sin 
listening to the Loran signals 1 in the old 160-mete 


ot 


of these stations is tuned in. With the noise limiter witched 


Ses ; 


5-9 ‘Special C Consideretions in Vv. H- F 
| - Receiver Design 


At increasingly higher Geqencee ‘it becomes 
pay more difficult to. obtai 


Tioneniasion 
Line Circuts 


from an ordinary eo and epee used as a resonant 
On the other hand, quarter wavelength sections of 
conductors or concentric transmission line are not Bo 


end, provided that the capacitors is an excellent: on 
ably copper plates attached to the conductors with no « 
losses. This is more important, of course, in lines v 
frequency control that are lightly loaded. Lines also 
tuned (if not loaded with capacitance) by subst 
able capacitor for the shorting bar or disc. _ 
Any unintentional radiation from a coupling link, or 
ance coupled into the line, will reduce its effectiven 
that are much shorter than a quarter wave may requ 
siderable capacitance to restore resonance; the amoun 
quired Saag Sar be reduced ey using a line a a 


axial line. For ened Sea or ‘oscillator ae 
trol, co conductor radius should be about a aye 


Very nee spacing is sadeseablen on open wire ; 
the Sheree pat ey radiate SO au pel the tl 


the center conductor in. a ‘coasdal bee is sich more imp 
than that of the outer ‘conductor, due to its fitttes ii 


Tuning | 

Short Lines mission line ee a eapeciinice tha ma. 
the resonant length less than a quarter w: 
length. The same holds true for a loading capacitor. s( 
much the line is shortened depends on its: reuse impedance. } 


is ae by the ates for resonance: 


: does ae Zi is ae surge impedance, logw refers to the com- 
_ mon logarithm, D and r refer to center-to-center spacing and 
~ conductor radius of two wire lines, 5 and a are outer conductor 
cae diameter and i inner conductor outer diameter for coaxial 


ie ‘The’ Ect reactance of the capacitance across the end 
is 1/ (24 f C) ohms. For resonance, this must equal the surge 
impedance of the line times the tangent of its electrical length 
: (in degrees, where 90° equals a quarter wave). It will be seen 
_ that twice the capacitance will resonate a line if its surge im- 
_ pedance is halved; also that a given capacitance has twice the 
loading effect when the frequency is doubled. 


mine the necessary line length of tuning capacitance. For the 
—2- meter band (147 Mc.) use the 49 Mc. curve but divide the 
_ capacitance and line length scales by three. That is, if an 
- 81.04-ohm line 36 inches long will tune to 49 Mc. with 30 
aufd capacitance, an 81.04-ohm line 12 inches long will tune 
to 147 Mc. with a 10-pufd. capacitor. Likewise, a 60-inch line 
of the same impedance will tune to 28 Mc. with 56.40 pyfd. 
_ This sounds like a lot of capacitor, and can be reduced to 28.20 
pufd. by doubling the line impedance to 162.08 ohms. But, in 


and Selectivity, The capacitances mentioned include circuit 
capacitance; in the case of a mixer preceded by an r-f stage, 
Bt is will amount to about 10yufd. with acorn tubes, allowing 
eee for capacitor minimum. 


Coupling 1 Into. It is possible to ue into a parallel-rod line 
a os by tapping directly on one or both rods, 
< oe ies through lane capacitors if any 


ro rds mmhalanced to ground be ce in, any result- 
balance reflected into the rods can be reduced with a 


ar 


ole i ee outer eadiciot of the coaxial circuit, being in: effect 
a valf ae ee nee) recommended for coupling balanced 


disc ee not alter the tuning appreciably, Fant ecelek 
arious Sg ieee circuits are spews: in Figine a: 

A cavity is a Seed resonant clita made of 
metal. It is known also as a rhumbatron. The 
as cavity, having both inductance and capacitance, 


wwentiona i ‘tuned circuits. = hey may 2 


‘The accompanying chart (Figure 31) can 1 be used to deter- 


any event, this circuit will outperform a coil both as to gain. 
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Figure 31. 


CHART SHOWING CAPACITANCE REQUIRED To 
RESONATE SHORTENED LINES OF 81 OHM 
SURGE IMPEDANCE. 

See text for method of converting to other frequencies and 
surge impedances. Chart applies directly to coaxial lines and, 
through conversions discussed in the text, to open-wire lines. 


employed in the manner of an absorption wavemeter or as the 


tuned circuit in other r-f test instruments and in microwave 
_tramsmitters and receivers. 5 


Resonant cavities usually are closed on all sides and all of 
their walls are made of electrical conductor. However, in some 
forms, small openings are present for the purpose of excitation. 


_ Cavities have been produced in several shapes including the 


plain sphere, dimpled sphere, sphere with reentrant cones of 
various sorts, cylinder, prism (including cube), ellipsoid, 
ellipsoid-hyperboloid, doughnut-shape, and various reentrant 
types. In appearance, they resemble in their simpler forms 
metal boxes or cans. 

The cavity actually is a linear circuit, but one which is 
superior to the transmission line. The cavity resonates in much 
the same manner as does a barrel or a closed room with re- 
flecting walls into which sound is introduced. It is a common 


experience to have heard the reinforcement of sound of a 


critical frequency in a room or barrel. 
Because electromagnetic energy, and the associated electro- 


Static energy, oscillates to and fro inside them in one mode or 


another, resonant cavities resemble wave guides. The mode of 
operation in a cavity is affected-by the manner in which micro- 


wave energy is injected. Harmonics of a fundamental fre- 
- quency may be present. 


Nee ee eee eee ee eee ee ee 


Figure 32. - | eg s he 


METHODS OF COUPLING ANTENNA TO COAXIAL RESONANT CIRCUIT. : 
(A) Coupling a concentric line feeder to a concentric line resonant circuit. (B) Unbalanced method of coupling 2-wire line into ates oe 
(C) Balanced-to-unbalanced method of coupling a 2-wire line to a concentric line resonant circuit. 235% 
(D) Balanced loop method of obtaining good coupling from 2-wire line to a concentric line circuit. me Sade 


a concentric line circuit. 


Figure 33 depicts the evolution of the simple cylindrical 
cavity. Other shapes may be analyzed in much the same 
fashion. After such a unit is derived, it remains to inject micro- 
wave energy into the cavity to have it resonate at the same fre- 
quency as an equivalent L-C tank. Energy may be injected into 
a cavity by means of a concentric-line probe (Figure 34A); 
loop (34B); hole (34C); grid-filled holes, as when the cavity 
is mounted inside an electron tube (34D); or by means of an 
attached wave guide. 

The resonant frequency of a cavity may be varied, if desired, 
by means of a metal sphere, as shown in Figure 35A, or a 
movable metal disc (See Figure 35B). When the disc or slug 
is at the center of the cavity, the resonant frequency is lowest, 


because the slug shortens the electrostatic (E) lines and in- 


creases the effective capacitance. When the slug is at the top 
or bottom of the cavity, however, the resonant frequency is 
highest because the slug shortens the magnetic (H) lines and 
decreases the effective inductance. A cavity that is too small 
for a given wavelength will not oscillate. ~ 

The resonant frequencies of simple spherical, cylindrical, 
and cubical cavities may be calculated simply for one particular 
mode. Wavelength (in centimeters) is indicated by the follow- 
ing simple resonance formulae: 


2.6 X radius 


I| 


For Cylinder 3, 


“Cube Ar = 2.83 X half of one side 
“Sphere Ar = 2.28 X radius 
Butterfly Unlike the cavity resonator which in its conven- 


Circuit tional form is a device which can tune over a very 
narrow band, the butterfly circuit is a tunable 
resonator which permits coverage of a microwave band. The 
butterfly circuit is very similar to a conventional coil-variable 
capacitor combination, except that both inductance and capaci- 
tance are provided by what appears to be a variable capacitor 


alone. The Q of this device is somewhat less than that of a 


concentric-line tuned circuit but is entirely adeoat for® numer-— ae 
ous applications. oe 
Figure 36A shows construction of a single buttectly. section. 
The butterfly-shaped rotor, from which the device derives its — 
name, turns in relation to the unconventional stator. The two 
stator “fins” of sectors are in effect joined together by a semi-_ 
circular metal band, integral with the sectors, which stonde 
the circuit inductance. When the rotor is set to fill the loop — 
opening (the position in which it is shown in Figure 36A), the _ 
circuit inductance is reduced to minimum. When the rotor 
occupies the position indicated by the dotted lines, the induct- ES 
ance is maximum. The tuning range of practical pple cir- = ; 
cuits is in the ratio of 1.5:1 to 3.5:1. <S 
Direct circuit connections may be made to eoings A iad B. : 
If balanced operation is desired, either point C or D will pro- — 
vide the “center-tap” (electrical mid-point). Coupling may be 
effected by means of a small single-turn loop placed near point — 
E or F. The butterfly thus permits continuous variation of both — : 
capacitance and inductance, as indicated by the equiva : 
circuit in Figure 36B, while at the same time dct all 3 
pigtails and wiping contacts. : 
Several butterfly sections may be stacked in parallel in rhe = 
same way that variable capacitors are built up. In stacking Se 
these sections, the effect of adding inductances in parallel isto 
lower the total circuit inductance, while the addition of stators 
and rotors raises the total capacitance, as-well as the ratio ore 
maximum to minimum capacitance. 
Butterfly circuits have been applied specifically, at this time, 
to oscillators for transmitters, superheterodyne receivers, and 
heterodyne frequency meters in the 100-1000- Mc. group. : a 


~ 


Receiver 
Circuits 


The types of resonant circuits déscsibed: in ‘the : 
previous paragraphs have largely replaced_conven- 
tional coil-capacitor circuits in the range above 
100 Mc. Tuned short lines and butterfly circuits are used in the - 
range from about 100 Mc. to perhaps 3500 Mc., and above 
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EVOLUTION OF RESONANT CAVITY .- 
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ADDING ANOTHER STUB 


Figure 33. ae 


ADDING MORE STUBS AN singh nih Reuss OF 
QUENCY 


L 1S VERY LOW. 


CAVITY 


ae hers REENTRANT POR- 
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Jp ELECTRON 
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about 3500 Mc. resonant cavities are used almost exclusively. 
The resonant cavity is also quite generally employed in the 
-2000-Mc. to 3500-Mc. range. 

_ Even a perfect circuit must be coupled to something to be 
“useful. A vacuum-tube grid presents an apparent low resistance 
to the tuned circuit at short wavelengths. At 60 Mc., this is 
about 2300 and 2500 ohms for the 6L7 and 1852, compared 
with 54,000 for the acorn 954 and 956 and the newer low- 
priced button tubes, the 9001 and 9003. Normal receiving 
_ pentodes have a relatively low input resistance even at 30 Mc., 

reducing the effectiveness of the best circuit. With increasing 
frequency, there is a point for each tube where the output is 
“no larger than the input, and the shot-effect noise is added to 
_ the signal arriving in its plate circuit. This makes necessary the 
_use of special v-h-f tubes above a certain frequency. 

ites properly designed receiver, thermal agitation in the 
first tuned circuit is amplified by subsequent tubes and pre- 
dominates _ in the output. For good signal- to-set-noise ratio, 
therefore, one must strive for a high-gain r-f stage exclusive 
of regeneration. Hiss can be held down by giving careful atten- 
tion to this point. A mixer has about 0.3 of the gain of an r-f 
cube of the same type; so it is advisable to precede a mixer by 
an efficient r-f stage. It is also of some value to have good 
r-f selectivity before the first detector in order to reduce noises 
produced by beating noise at one frequency against noise 
eos to produce noise at the intermediate frequency 


Ye ae gee 


avery little ‘inductance. Otherwise. such leads should be in- 

teased to an electrical half wavelength. Wires or parts are 

often best considered as sections of transmission lines rather 
_ than as spe resistances, capacitances, or inductances. — 


ee nO the input circuit, it a < reasonably good tuned 


3&7 


METAL 
SPHERE 


Figure 35. 
TUNED RESONANT CAVITIES. 


V-H-F 
Tubes 


The first tube in a v-h-f receiver is most important 
in raising the signal above the noise generated in 
successive stages, for which reason small v-h-f types 
are definitely preferred. Regeneration increases over-all gain 
without improving the signal-to-noise ratio, provided that 
increased selectivity in the regenerative stage does not deter- 
mine the receiver's over-all selectivity. 

Tubes employing the conventional grid-controlled and diode 
rectifier principles have been modernized, through various 
expedients, for operation at frequencies as high, in some new 
types, as 4000 Mc. Beyond that frequency, electron transit 
time becomes the limiting factor and new principles must be 
enlisted. In general, the improvements have consisted of (1) 
reducing electrode spacing to cut down electron transit time, 
(2) reducing electrode areas to decrease interelectrode capaci- 
tances, and (3) shortening of electrode leads either by mount- 
ing the electrode assembly close to the tube base or by bringing 
the leads out directly through the glass envelope at nearby. 
points. Through reduction of lead inductance and interelec- 
trode capacitances, input and output resonant frequencies due 
to tube construction have been increased substantially. 

Tubes embracing one or more of the adaptive features just 
outlined include the later loctal types (particularly the 1.4-volt 
series), high-frequency acorns, button-base types, and the new 
lighthouse types. Type 6J4 button-base triode will reach 500 
Mc. Type 6F4 acorn triode is recommended for use up to 1200 
Mc. Type 1A3 button-base diode has a resonant frequency of 
1000 Mc., while type 9005 acorn diode resonates at 1500 Mc. . 
Lighthouse type 2C40 can be used at frequencies up to 3500 
Mc. as an oscillator. 


More than two decades have passed since the 
crystal (mineral) rectifier enjoyed widespread use 
in radio receivers. Low-priced tubes completely 
supplanted the fragile and relatively insensitive crystal detec- 
tor, although it did continue for a few years as a simple meter 
rectifier in absorption wavemeters after its demise as a receiver 
component. 

Today, the crystal detector is of new importance in micro- 
Wave communication. It is being employed as a detector and 
as a mixer in receivers and test instruments used at extremely 
high radio frequencies. At some of the frequencies employed 
in microwave operations, the crystal rectifier is the only satis- 
factory detector or mixer. The chief -advantages of the crystal 


Crystal 
Rectifiers 


rectifier are very low capacitance, freedom from transit-time 


difficulties, and its two-terminal nature. No batteries or a-c 


power supply are required for its operation. 


The crystal detector consists essentially of a small piece of 


silicon or germanium mounted in a base of low-melting-point 
_ alloy and contacted by means of a thin, springy feeler wire | 
_known as the cat whisker. This arrangement is shown in Fig- 


ure 37A. 
_ The hae! physics of crystal rectification is beyond the 


Radio Receiver F 


Figure 36. 
BUTTERFLY CIRCUIT. 


scope of this discussion. It is sufficient to state that current 
flows from several hundred to several thousand times more 
readily in one direction through the contact of cat whisker 
and crystal than in the opposite direction. Consequently, an 
alternating current (including one of microwave frequency) 
will be rectified by the crystal detector. The load, through 
which the rectified currents flow, may be connected in series or 
shunt with the crystal, although the former connection is most 
generally employed. Certain spots on the crystal surface afford 
more intense output currents than others and these accord- 
ingly are searched for with the cat whisker. 

If the cat whisker is by some means permanently secured in 
contact with a very sensitive spot, a fixed crystal detector is 
obtained which requires no further adjustment. The basic ar- 
rangement of a modern fixed crystal detector developed during 
World War II for microwave work, particularly radar, is 
shown in Figure 37B. Once the cat whisker of this unit is set 
at the factory to the most sensitive spot on the surface of the 
silicon crystal and its pressure is adjusted, a filler compound 
is injected through the filling hole to hold the cat whisker per- 
manently in position. 

Crystal detectors are damaged easily by strong local signals 
’ which destroy their sensitive spots. However, when these units 
follow radio-frequency amplifiers or heterodyne oscillators, the 


impressed signal may be limited to a safe value by means of — 


careful circuit design and adjustment. Crystal mixers used in 
fadar receivers are protected by a gaseous diode connected 
across the resonant cavity which breaks down whenever the 
transmitter is triggered. 

Figure 37C shows the simplest microwave receiver employing 
a crystal detector. If the headphones are replaced with a d-c 
microammeter, the arrangement may be used as a simple field 
strength meter. 


Superregenerative 
Receivers 


A very effective simple receiver for use at 
ultra-high frequencies, if properly ad- 
justed, is the superregenerative receiver. 
The theory of this type is covered in Section 5-2 of this chap- 
ter and is illustrated in Chapter 20. 


Superheterodyne 
Receivers 


Although they involve the use of more 
tubes, superheterodyne receivers are some- 
what less critical to adjust properly than 
the superregenerative type. Superheterodyne receivers are 
described in detail in Section 5-3 of this chapter. They have 
the advantage of not causing broad interference locally, and 
have greater selectivity. The main problem in them is to obtain 
adequate oscillator voltage injection so that the conversion 
gain is satisfactory. Screen or suppressor injection requires a 
strong oscillator if the mixer tube’s grid circuit is properly 
shielded; if it is not, leakage to the control grid -will provide 
grid injection. The latter (often recommended by tube manu- 
facturers for best gain on ultra-high frequencies) results in 
greatest “pulling” but this can be eliminated by use of a high 
intermediate frequency and proper construction. 

Cathode injection is not recommended by manufacturers be- 
cause a long cathode lead increases the transit time effect and 
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MICROWAVE CRYSTAL DETECTOR. 

decreases the apparent input resistance of the tube; however, 
at very high frequencies, several good receivers have used this 3 = 
variation of grid injection by having the mixer cathode clip tap a 
directly on the oscillator tank with very little inductance from 
the tap to ground and to the grid and plate r-f return leads. 

A stable hum-free oscillator is necessary ina u-h-f super- 
heterodyne. Small tubes like the 955, 6C4, and 9002 are satis-_ 
factory for this purpose. Heater chokes may reduce hum in 
cathode-above-ground circuits. Oscillator-doubler circuits or a 


very high i.f. can be used to reduce the oscillator frequency. 


Crystal controlled oscillator can n be used when the i-f channel 
is a tunable receiver. a 
Here again, an r-f stage is advantageous to sistent the: <= 
oscillator from radiating, and to obtain the best signal-to-set- 
noise ratio. Since the gain of the r-f stage will ordinarily be 
higher than that of the mixer, its output will override subse- 
quent noise in the receiver. The use of sections of transmission _ 
lines instead of coils can improve gain and simplify adjustment _ 
and ganging. fate 
High signal input resulting from the use of a carefully de 
signed antenna and feed line, and properly adjusted oie 
to the input circuit of the receiver, are essential in obtaining 2 
maximum performance. Balanced or shielded feed lines, to re-. = 
duce pick-up of undesired outside noise, are helpful. The best 
antenna systems are generally those that are rns cee at 
angles close to the horizontal. 


5-10 Receiver Adjustment ee 
A simple regenerative receiver requires little adjustment _ 
other than those necessary to insure correct tuning and smooth 
regeneration over some desired range. Receivers of the tuned 
radio-frequency type and superheterodynes require precise — 
alignment to obtain the highest possible degree of selectins 
and sensitivity. 
Good results can be obtained from a receiver anky when Boe 
is properly aligned and adjusted. ~The most practical technique 
for making these adjustments is given below. ‘Selig 


A very small number of instruments will suffice 
to check and align any multitube receiver, the — 
most important of these testing units being a modulated oscil- 
Jator and a d-c and a-c voltmeter. The meters are essential in | 
checking the voltage applied at each circuit point from the 
power supply. If the a-c voltmeter is of the oxide-rectifier type, 
it can be used, in addition, as an output meter when connected — 
across the receiver output when tuning to a modulated signal. 
If the signal is a steady tone, such as from a test oscillator, the 
output meter will indicate the value of the detected signal. In 
this manner, lineup adjustments may be visually noted on 
meter rather than by increases or decreases of sound inten 
as detected by ear. 


instruments 


Alignment procedure in a multistage t cee 


receiver is exactly the same as alignin 
single stage. If the detector is regeneratiy 
each preceding stage is successively aligned while keeping t 
detector circuit tuned to the test signal, the latter being a st 
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tion signal or one locally generated by a test oscillator loosely 


: Superhetcrodyne 
_ Alignment 


_coupled to the antenna lead. During these adjustments, the r.f. 
amplifier gain control is adjusted for maximum sensitivity, 
assuming that the r.f. amplifier is stable and does not oscillate. 
Qscillation is indicative of improper by-passing or shielding. 
Often a sensitive receiver can be roughly aligned by tuning for 


maximum noise pickup. 


Aligning a superhet is a detailed task 
_requifing a great amount of care and 
patience. It should never be undertaken 
"without a thorough understanding of the involved job to be 


“done and then only when there is abundant time to devote to 


the operation. There are no short cuts; every circuit must be 
adjusted individually and accurately if the receiver is to give 
peak performance. The precision of each adjustment is de- 


pendent upon the Reeeteey with which the preceding one was 


made. 
Superhet alignment requires (1) a good signal generator 


- (modulated oscillator) covering the radio and intermediate 


frequencies and equipped with an attenuator and B-plus 


switch; (2) the necessary socket wrenches, screwdrivers, or 


“neutralizing tools” to adjust the various i-f and r-f trimmer 


capacitors; and (3) some convenient type of tuning indicator, 


such as a copper-oxide or electronic voltmeter. 

_ Throughout the alignment process, unless specifically stated 
otherwise, the r-f gain control must be set for maximum out- 
put, the beat oscillator switched off, and the a.v.c. turned off 


or shorted out. When the signal output of the receiver is ex- 


cessive, either the attenuator or the a-f gain control may be 


turned down, but never the r-f gain control. 


| LF F Alignment 


Es 


After the receiver bas been given a rigid 
electrical and mechanical inspection, and 
any faults which may have been found in wiring or the selec- 
tion and assembly of parts corrected, the i-f amplifier may be 


aligned as the first step in the checking operations. 


The coils for the r-f (if any), mixer, and high-frequency 


Se oscillator stages must be in place. a is immaterial. which coils 
are inserted. 


‘With the signal generator set to give a modulated signal on 
the frequency at which the i-f amplifier is to operate, clip the 
“hot” output lead from the generator to the last i-f stage 
- through a small fixed capacitor to the control grid. Adjust both 
_ trimmer capacitors in the last i-f transformer (the one be- 


_ tween the last i-f amplifier and the second detector) to reso- 


nance as indicated by maximum deflection of the ouput meter. 
_ Each i-f stage is adjusted in the same manner, moving the 
hot lead, Stage by stage, back toward the front end of the 


_ receiver and backing off the attenuator as the signal strength 
_ increases in each new position. The last adjustment will be 


made to the first i-f transformer, with the hot signal generator 


~ Iead connected to the control grid of the mixer. Occasionally it 
is necessary to disconnect the mixer grid lead from the coil, 


Sis 


om 


grounding it through a 1,000- or 5,000-ohm resistor, and 
_ coupling the signal generator atte di a small capacitor to the 
grid. 

When the last 1-f adjustment has been completed, it is good 


_ practice to go back through the i-f channel, re-peaking all of 


_ the transformers. It is imperative that this recheck be made in 
_ sets which do not include a crystal filter, and where the simple 


alignment of the i-f amplifier to the generator is final. 


if channel i is known to be far out of alignment, or if the ini-_ 


SA ars 


LF. with _ 


: There are several ways of aligning an i-f 
gre Filter 


_ channel which contains a crystal-filter circuit. 
__ However, the following method is one which 
ie been found to give satisfactory results in every case: If the 
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Figure 38. 
CRYSTAL TEST OSCILLATOR. 


A filter crystal may be placed in an oscillator such as this to 

make preliminary alignment adjustments. Final touching up 

should be done with the filter crystal in the receiver and 
operable. 


tial alignment of a new receiver is being attempted, the crystal 
itself should first be used to control the frequency of a test 
oscillator. The circuit shown in Figure 38 can be used. The 
crystal will oscillate at its anti-resonant frequency in this cir- 
cuit,-while as a filter it functions at its resonant frequency. 
However, the two are subcicatly. cf close together for preliminary 
adjustments. 

Any high transconductance triode such as a 6J5, or a triode 
connected, high transconductance pentode or beam tube such 
as a 6SG7 or 6V6 may be used for V:. The a-c plate voltage, 
which is used to. give the necessary modulated note, may be 
obtained by hooking to one plate of the rectifier tube in the 
receiver power pack. 

For the final alignment of a new receiver, or touching up 
of a receiver that has already been aligned and is suspected of 
having drifted slightly out, the crystal should be placed in the 
receiver and an unmodulated carrier from a signal generator 
fed into the grid of the mixer at the i.f. With the b.f.o. off and 
the crystal filter switched in, the signal generator is tuned 
slowly to find where the crystal peaks. The “S’’ meter of the 
receiver of a microammeter in series with the second detector 


load resistor can be used as an indicator. When the crystal peak 


is found, all i-f transformers are touched up to peak at that 
frequency. 

If a signal genceatert is not available for this procedure, the 
coupling from the receiver b.f.o. may be temporarily broken 
and the output of the b.f.o. coupled loosely to the mixer. In 
this manner the b.f.o. is made to serve as a signal generator. 


Adjusting the beat oscillator on a re- 
ceiver that has no front panel adjustment 
is relatively simple. It is only necessary to tune the receiver to 
resonance with any signal, as indicated by the tuning indicator, 
and then turn on the b.f.o. and set its trimmer (or trimmers) 
to produce the desired beat note. Setting the beat oscillator in 
this way will result in the beat note being stronger on one 
“side” of the signal than on the other, which is what is desired 
for c-w reception. The b.f.o. should not be set to “zero beat” 
when the receiver is tuned to resonance with the signal, as this 
will cause an equally strong beat to be obtained on both sides 
of resonance. 


B.F.O. Adjustment 


Front-End 
Alignment 


Alignment of the front end of a home-con- 
structed receiver is a relatively simple process, 
consisting of first getting the oscillator to cover 
the desired frequency range and then of peaking the various 
r-f circuits for maximum gain. However, if the frequency 
range covered by the receiver is very wide a fair amount of 


cut and try will be required to obtain satisfactory tracking 


between the r-f circuits and the oscillator. Manufactured com- 


_ munications receivers should always be tuned in accordance 


with the instructions given in the maintenance manual for 
the receiver. 


A RADIO communication or broadcast transmitter consists 
of a source of radio frequency power, of carrier; a system for 
modulating the cartier whereby voice or telegraph keying or 
other modulation is superimposed upon it; and an antenna 
system, including feed line, for radiating the intelligence- 
carrying radio frequency power. The power supply employed 
to convert primary power to the various voltages required by 
the r-f and modulator portions of the transmitter may also be 


considered Part of the transmitter. Power supplies are treated 


separately in Chapter 25. 

Voice modulation usually is accomplished by varying either 
the amplitude or the frequency of the radio frequency carrier 
in accordance with the components of intelligence to be trans- 
mitted. The process of amplitude modulation is covered in 


detail in Chapter 7 and frequency modulation is covered in 


Chapter 8. 

Radiotelegraph modulation (keying) normally is accom- 
plished either by interrupting, shifting the frequency of, of 
superimposing an audio tone on the radio frequency carrier in 
accordance with the dots and dashes to be transmitted. 

The complexity of the radio-frequency generating portion 
of the transmitter is dependent upon the power, order of sta- 
_ bility, and frequency desired. An oscillator feeding an antenna 
directly is the simplest form of radio-frequency generator. A 


modern high-frequency transmitter, on the other hand, is a_ 


very complex generator. Such an equipment usually comprises 


a very stable crystal-controlled or self-controlled oscillator to 


stabilize the output frequency, a series of frequency multipliers, 
and one or more amplifier stages to increase the power up to 
the level which is desired for feeding the antenna system. _ 


6- 1 Self-Controlled Opcilicions 


In Chapter 4, it was explained that the amplifying proper- 
ties of a tube having three or more elements give it the ability 


to generate an alternating current of a frequency determined 
by the components associated with it. A vacuum tube operated 
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©) COLPITTS ELECTRON COUPLED 


Figure 1. 


COMMON TYPES OF SELF-EXCITED OSCILLATORS. 
Fixed capacitor values shown are typical, but do not necessarily represent optimum yalues for every application. Though triodes are 
shown in A, B, C and D, screen grid tubes may be used, the screen being grounded to r.f. by means of a bypass capacitor. 


turn along the coil. Due to the inductive coupling between the 
portion of the coil in which the plate current is flowing and 
the grid portion, a potential will be induced in the grid portion. 
Since the cathode tap is between the grid and plate ends of 

; the coil, the induced grid voltage acts in such manner as to 
increase further the plate current to the tube. This action will 
continue for a short period of time determined by the induc- 

_ tance and capacitance of the tuned circuit, until the “flywheel” 
effect of the tuned circuit causes this action to come to a maxi- 
_-mum and then to reverse itself. The plate current then de- 
creases, the magnetic field around the coil also decreasing, 
until a minimum is reached, when the action starts again in 


the original direction and at a greater amplitude than before. 


The amplitude of these oscillations, the frequency of which is 

determined by the coil capacitor circuit, will increase in a very 

short period of time to a limit determined by the plate voltage 
or the cathode emission of the oscillator tube. 


Figure 1 (B) shows a version of the Colpitts 
oscillator. It can be seen that this is essentially 
the same circuit as the Hartley except that the ratio of a pair 
__ of capacitances in series determines the effective cathode tap, 
instead of actually using a tap on the tank coil. Also, the net 
capacitance of these two capacitors comprises the tank capaci- 
tance of the tuned circuit. This oscillator circuit is somewhat 
less susceptible to parasitic (spurious) oscillations than the 
Hartley. . 
For best operation of the Hartley and Colpitts oscillators, 
__ the voltage from grid to cathode, determined by the tap on the 
coil or the setting of the two capacitors, normally should be 
_ from 3 to % that appearing between plate and cathode. A 
_ broadly resonant coil may be substituted for the grid: tank t 
form the T.N.T. oscillator shown at (D). ; 


_ The Colpitts 


The T.P.T.G. The tuned-plate tuned-grid -oscillator illus- 
iG trated at (C) has a tank circuit in both the 
plate and grid circuits. The feedback of energy from the plate 
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to the grid circuits is accomplished by the plate-to-grid inter- 
electrode capacitance within the tube. The necessary phase 
reversal in feedback voltage is provided by tuning the grid 
tank capacitor to the low side of the desired frequency and the 
plate capacitor to the high side. 


In any of the oscillator circuits just 
described it is possible to take energy 
from the oscillator circuit by coupling an 
external load to the tank circuit. Since the tank circuit deter- 
mines the frequency of oscillation of the tube, any variations 
in the conditions of the external circuit will be coupled back 
into the frequency determining portion of the oscillator. These 
variations will result in frequency instability. 

The ‘frequency determining portion of an oscillator may be 
coupled to the load circuit only by an electron stream, as illus- 
trated in (E) and (F) of Figure 1. When it is considered that 
the screen of the tube acts as the plate to the oscillator circuit, 
the plate merely acting as a coupler to the load, then the sim- 
ilarity between the cathode-grid-screen circuit of these oscilla- 
tors and the cathode-grid-plate circuits of the corresponding 
prototype can be seen. 

The electron-coupled oscillator has great stability with re- 
spect to load and voltage variation. Load variations have very 
little effect on the frequency, since the only coupling between 
the oscillating circuit and the load is through the electron 
stream flowing through the other elements to the plate. The 
plate is electrostatically shielded from the oscillating portion 
by the bypassed screen. 

The stability of the e.c.o. with respect to variations in supply 
voltages is explained as follows: The frequency will shift in 
one direction with an increase in screen voltage, while an in- 
crease in plate voltage will cause it to shift in the other direc- 
tion. By a proper proportioning of the resistors that comprise 
the voltage divider supplying screen voltage, it is possible to 
make the frequency of the oscillator substantially independent 
of supply voltage variations. 


Electron-Coupied 
Oscillators 


OB+ 100-250 Vv 


TRANSITRON OSCILLATOR 


6SN7 or 656 


TANK 


O B+ 100-250 V. 


CATHODE COUPLED OSCILLATOR 


Figure 2. 
TWO-TERMINAL OSCILLATOR CIRCUITS. - 
Both circuits may be used for an audio oscilfator or for frequen- 
cies into the y-h-f range simply by placing a tank circuit tuned 
to the proper frequency where indicated on the drawing. Rec- 
ommended values for the components are given below for both 
oscillators. 


» Re—22K 2-watt carbon 
Rua—22K 2-watt carbon 


TRANSITRON OSCILLATOR 


Ci—0.01-pfd. mica for r.f. 
10-pfd. elect. for a.f. 
Ce—0,.00005-pfd. mica for r.f. 
0.1-ufd. paper for a.f. 

C:—0.003-yfd. mica for r.f. 
0.5-yfd. paper for a.f. 
Cs—0.01-pfd. mica for r.f. 
8-ufd. elect. for a.f. 
Ri—220K Y-watt carbon 
R2—1800 ohms 12-watt carbon 


CATHODE-COUPLED 
OSCILLATOR 


Ci— 0.00005-ufd. mica for r.f. 
0.1-ufd. paper for audio — 
Co—0.003-p:fd. mica for r.f. 
8-fd. elect. for audio 
Ri—47K Y2-watt carbon- 
Ro—IK 1-watt carbon 


When used to control the frequency of a 
transmitter in which there are stringent 
limitations on frequency tolerance, several 
precautions are taken to ensure that a variable frequency 
oscillator will stay.on frequency. The oscillator is fed from a 
voltage regulated power supply, uses a high-C tank circuit, is 
of rugged mechanical construction to avoid the effects of shock 
and vibration, is compensated for or protected against changes 
in ambient room temperature, and is isolated from feedback 
or stray coupling from other portions of the transmitter by 
shielding, filtering of voltage supply leads, and incorporation 
of one or more “buffer” 
transmitter a small amount of stray coupling from the final 
amplifier to the oscillator can produce appreciable degradation 
of the oscillator stability if both are on the same frequency. 
Therefore, the oscillator usually is operated on a subharmonic 
of the transmitter output frequency, with one or more fre- 
quency multipliers between the oscillator and final amplifier. 


V.F.0O. Transmit- 
ter controls 


Special U-H-F Electron-orbit and velocity modulation oscilla- 
Oscillators tors are used for extremely high-frequency 

work (above 700 Mc.) and depend for their 
operation upon the fact that an electron takes a finite time to 


pass from one element to another inside a vacuum tube. The | 
Klystron and Magnetron, two widely used u-h-f and micro- | 


‘wave oscillators in the transit time and velocity modulation 
categories, are described in Chapter 3. 


coupled to the screen. The negative resistance in 


amplifier stages. In a high power — 


we see ae : oe ; 
= THE FRANKLIN OSCILLATOR CIRCUIT 


Negative Resist-_ 
ance Oscillators 


Negative-resistance “oscillators often ar 
used when een oe te ney 


multi-grid » kes = a 
In aes dynatron, the negative resistance is. a 


to attract a he number of the ae electrot 
by the plate. Since the net screen current flowi 
screen supply will be decreased by an increase i 
it is said that the screen circuit presents a neg 


resistance effect similar to the gate is pak 
transitron circuit, which uses a pentode with the 


obtained from a eg ee of ee emission and 


inverter. Thus a negative eee per ees rec 
untapped coil and a emale pers as s the fre 


The Franklin 
Oscillator 


bination of a triode and. a fal geae cube The ch ar a 
a of this pearor circuit is eet the Bee m 


| | (stRay 
SHUNT) 


Figore 4. z 


EQUIVALENT ELECTRICAL CIRCUIT “OF QUARTZ 
PLATE IN A HOLDER 


y tay is shown the equivalent series-resonant circuit of the 
crystal itself, at (B) is shown how the shunt capacitance of the 
holder electrodes and associated wiring affects the circuit to the 
combination circuit of (C) which exhibits both series resonance © 
and. parallel resonance (anti-resonance), the separation in fre- 

“aaa es between the two modes being very small and determined 
- by the ratio os Ci to Ce. 


ae “circuit is replaced by an R/C circuit, the oscillator then be- 
comes a multivibrator. ase 


Quartz Cystale Oscillators 
Saaeas’ and tourmaline are naturally occurring crystals 
aes a structure such that when plates are cut in certain defi- 


10W the piezo-electric effect—the plates wal be deformed in 
the influence of an electric field, and, conversely, when such 
plate is compressed or deformed in any way a potential dif- 
ference will appear upon its opposite sides. 
The crystal has mechanical.resonance, and will vibrate at a 
very high frequency because of its stiffness, the natural period 
yf vibration depending upon the dimensions and crystallo- 


staphic orientation. Because of the piezo-electric properties, it 
is possible to cut a quartz plate which, when provided with 
st uitable electrodes, will have the characteristics of a series 


coe reibindlion in ea ra sizes. 
The equivalent electrical circuit is shown in Figure 4A, the 
(Bias ooo a ees being an aoe ees of the 


scited oS the dotted portion ae Figure 4B. In a high fre- 
uency ee this will be considerably greater than the 


ee it as Gi is red 
s The parallel resonant characteristic permits the ceystak to be 
used i in place of an L/C tank in an oscillator, with greatly in- 
‘creased stability as a result of the much higher Q. 


- The series resonance characteristic is employed in crystal 


3 et citcuits in receivers, as covered in Chapter 5, and also 
in ee oscillator circuits wherein the crystal is used as a 


_ very apse: to hind series ‘resonant frequency of the cette 


ie = 


| While quartz, tourmaline, and Rochelle salts crystals all 
te ‘ose the piezo-electric effect, quartz is the material widely © 
employed for frequ ney control, as their characteristics make 


Crystal Oscillators 


: 93 


es : 2 


ZERO TEMPERATURE COEFFICIENT 
’ OSCILLATORS AND FILTERS 


HIGH FREQUENCY AT, BT 
LOW FREQUENCY CT, OT, ET,FT 


AT 4+35°15" 
BT -49° 
CT +38° 
OT -52° 
ET +66° 
FT -57° 


ZERO COUPLING (s‘,,=0) 
-18° FILTERS 
1-3-5-7 HARMONICS 

‘ 


ZERO TEMPERATURE 
COEFFICIENT 
0° OSCILLATORS 
FUNDAMENTAL AND 
SECOND HARMONIC 


A MT LONGITUDINAL CRYSTAL 
B NT FLEXURE CRYSTAL 


x\ COEFFICIENT 
GT OSCILLATORS ee 
AND FILTERS UGHNU x 

ZERO TEMPERATURE eae! Ps Rechte asd 
COEFFICIENT 


Courtesy Bell System Technical Journal 
Figure 5. 
Illustrating the orientation of the common crystal cuts with 
respect to the quartz crystal itself. 


chased at prices which discourage the cutting and grinding by 
simple hand methods for one’s own use, the procedure will be 
only lightly touched upon here. 

The crystal “blank” is cut from the raw quartz at a pre- 
determined orientation with respect to the optical and electrical 
axes, the orientation determining the activity, temperature 
coefficient, thickness coefficient, and other characteristics. Vari- 
ous ofientations or “cuts” having useful characteristics are 
illustrated in Figure 5. 

The crystal blank is then rough-ground down almost to 
frequency, the frequency increasing in inverse ratio to the 
oscillating dimension (usually the thickness). It is then finished 
to exact frequency either by careful lapping, by etching, or 
plating. The latter process consists of finishing it to a fre- 
quency slightly higher than that desired and then silver plating 
the electrodes right on the crystal, the frequency decreasing 
as the deposit of silver is increased. If the crystal is not etched, 
it must be carefully scrubbed and “baked’’ several times to 
stabilize it, or otherwise the frequency and activity of the 
crystal will change with time. Irradiation by X-rays recently 
has been used in crystal finishing. 

Unplated crystals usually are mounted in “pressure” or 
“clamped” holders, in which two electrodes are held against 
the crystal faces under slight pressure. Unplated crystals also 
are sometimes mounted in an “air gap’’ holder, in which there 
is a very small gap between the crystal and one or both elec- - 
trodes. By making this gap variable, the frequency of the 
crystal may be altered over narrow limits (about 0.3% for 

certain types). 
_ The temperature coefficient of frequency for various crystal 


_ cuts of the “-T” rotated family is indicated in Figure 5. These 


angles are typical, but crystals of a certain cut will vary 
slightly. By controlling the orientation and dimensioning, the 
“turning point” (point of zero temperature coefficient) for a 
BT cut plate may be made either lower or higher than the 75 
degrees shown. Also, by careful control of axes and dimen- 
sions, it is possible to get AT cut crystals with a very flat tem- 
_ perature- -frequency characteristic. 

The first quartz plates used were either Y cut or X cut. The 


former had a very high temperature coefficient which was dis- 


continuous, causing the frequency to jump at certain critical 


_ temperatures. The X cut had a moderately bad coefficient, but 
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it was more continuous, and by keeping the at in a tem- 
perature controlled oven, a high order of stability could be 
obtained. However, the X cut crystal was considerably less 
active than the Y cut, especially in the case of poorly ground 
plates. 
For frequencies between 500 kc. and about 6 Mc., the AT 
cut crystal now is the most widely used. It is active, can be 
made free from spurious responses, and has an excellent tem- 
perature characteristic. However, above about 6 Mc. it becomes 
quite thin, and a difficult production job. Between 6 Me. and 
about 12 Mc., the BT cut plate is widely used. It also works 
well between 500 kc. and 6 Mc., but the AT cut is more 
desirable when a high order of stability is desired and no 
crystal oven is employed. 
For low frequency operation on the order of 100 kc., such 
as is required in a frequency standard, the GT cut crystal is 
recommended, though CT and DT cuts also are widely used 
for applications between 50 and 500 kc. The CT, DT, and 
GT cut plates are known as contour cuts, as these plates oscil- 
late along the long dimension of the plate or “bar’’, and are 
much smaller physically than would be the case for a regular 
AT or BT cut crystal for the same frequency. 
Crystal Holders Crystals normally are purchased ready 
mounted. The best type mount is deter- 

mined by the type crystal and its application, and usually an 
optimum mounting is furnished with the crystal. However, 


certain features are desirable in all holders. One of these is 


exclusion of moisture and prevention of electrode oxidization. 
The best means. of accomplishing this is a metal holder, her- 


metically sealed, with glass insulation and a metal-to-glass 


bond. However, such holders are more expensive, and a ce- 


ramic or phenolic holder with rubber gasket will serve where — 


requirements are not too exacting. 


Temperature Control; 
Crystal Ovens 


Where the frequency tolerance re- 
quirements are not too stringent and 
the ambient temperature does not in- 
clude extremes, an AT-cut plate, or a BT-cut plate with opti- 
mum (mean temperature) turning point, will often provide 
adequate stability without resorting to a temperature controlled 
oven. However, for broadcast stations and other applications 
where very close tolerances must be maintained, a thermostati- 


cally celle oven, ‘adjusted: toe ei fempetel slightly rane 


higher than the highest ambient ae to be encountered, must — Be 
of necessity be employed. ie ayer): 


Harmonic Cut Just as a vibrating string can be foe to) 


vibrate on its harmonics, a quartz crystal will 


Crystals 
e exhibit mechanical resonance (and therefore 


electrical resonance) at harmonics of its fundamental fre-— 
quency. When employed in the usual holder, it is possible to es 
excite the crystal only on its odd harmonics. 


By grinding the crystal especially for harmonic operation, 
it is possible to enhance its operation as a harmonic resonator, — 
and BT and AT,,cut crystals designed for optimum operation 
on the 3d, 5th, and even the 7th harmonic are available. The 


Sth and 7th harmonic types, especially the latter, require spe- 
cial holder and oscillator circuit. precautions for satisfactory 


operation, but the 3d harmonic type needs little more consider- 
ation than a regular fundamental type. A crystal ground for 
optimum operation on a particular harmonic may or may not 
be a good oscillator on a different harmonic or on the funda- | 
mental. One interesting characteristic of a harmonic cut crystal 
is that its harmonic frequency is not quite an exact multiple of 


_its fundamental, though the disparity is very small. 


The harmonic frequency for which the crystal was designed 
is the “working frequency’. It is not the ‘fundamental’, but 
the crystal itself actually oscillates on this “working frequency” 
when it is functioning in the proper manner. 

When a harmonic-cut crystal is employed, a selective ane 
circuit must be employed somewhere in the oscillator in order 
to discriminate against the fundamental frequency or undesired 
harmonics. Otherwise the crystal might not always oscillate on 
the intended frequency. For this reason the Pierce oscillator, 


later described in this chapter, is not suitable for use with har- 


monic-cut crystals, because the only tuned element in this 


oscillator circuit is the crystal itself. 


> 


Crystal Current; 


For a given crystal operating as an . 
Heating and Fracture 


anti-resonant tank in a given oscil- 
lator at fixed load impedance and 
plate and screen voltages, the r-f current through the crys- 


tal will increase as the shunt capacitance C. of Figure 4 is 


increased, because this effectively increases the “step up ratio” 
of C, to C.. For a given shunt capacitance, GC, the crystal cur- 
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voltage across the palo for excitation to the next stage. 


(C) shows oa moditied Pierce which is electron coupled to a tank delivering high harmor 
output. Closing switch Sw grounds the screen to r.-f. and the oscillator then ¢ 
used as a “tuned plate” oscillator of the type illustrated in Figure 6-B for output 
fundamental crystal frequency. Some beam tetrodes do not work well with Sw open in 

this circuit. A pentode having high transconductance ae: recommended. 


EXCITATION 


6J5 ETc. : 
_ Figure 6. Oe 

ce BASIC PIERCE OSCILLA- eee 
aE (BYPASS) TOR CIRCUIT AND © eS as 
—— VARIATIONS. | Se ae 
(A) shows the basic Pierce oscil- 


Ra lator circuit. Unless the shunt 


will be required for optimum op-' 
eration. Its value normally is 
from 25 to 75 wufd. The choke 
RFC: may be replaced by a non- — 


inductive resistor of 50,000 Se 


ohms. A higher plate supply 
voltage then will ne 


capacitance contributed by the — z 
= following stage is low, Ci usually 


Belek i : | 


: Saicha one sf the jeads: to the crystal holder. 
> The. function of a crystal is to provide accurate freqiiciey 


control, and. unless it is used in such a manner as to take 


= advantage of its inherent high stability, there is no point in 
using a crystal oscillator. For this reason a crystal oscillator 
_ Should not be run at high plate input in an attempt to obtain 
considerable power directly out of the oscillator, as such opera- 
tion will cause the crystal to heat, with resultant frequency 
: drift and possible fracture. 


Crystal Oscillator Circuits 


‘oscillator circuits, due to a tendency to name a circuit after its 
iscoverer. Nearly all the basic. crystal oscillator circuits were 
either first used or else developed independently by G. W. 
ierce, but he has not been so credited in all the literature. 

Use of the crystal oscillator in master oscillator circuits in 
tadio transmitters dates back to about ees when the first 
Seas arades pepertces 
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| ela tor circuit. It is one of those developed by Pierce, 


in a Colpitts or ultra-audion oscillator. The r-f excitation 
available to the next stage is low, being somewhat less than 


sometimes will be found necessary to ensure oscillation. Its 
value is. small, usually approximately equal to or slightly 
greater than the stray capacitance from the plate circuit to. 
ground (including the grid of the stage being driven). 

ee the t-£ choke has adequate inductance, a crystal (even a 
nic cut crystal) will almost invariably oscillate on its 
mental. The Pierce oscillator therefore cannot be used 
with. harmonic cut. crystals. 2 

The circuit at (B) is the same as that of (A) except that 
the plate instead of the cathode is operated at ground r-f 
potential. All of the r-f voltage developed across the crystal is 
available for excitation to the next stage, but still is low for 
reasonable values of crystal current. For best operation a tube 
with low heater-cathode capacitance is required. Excitation for 
he next stage may also be taken from the Jest when using 
this circuit. 

“The circuit at (oa is an electron coupled Pierce Seles: 
which delivers higher excitation voltage at two or three times 
the fundamental crystal frequency than the r-f voltage devel- 
oped across the crystal. For “straight through” operation on 
the crystal frequency, SW should be closed, converting the cir- 
sae cuit to that of Figure 7B. A pentode tube with very high trans- 
conductance and a screen configuration which permits a fair 
amount of scteen current will give optimum operation on har- 
monics. The screen acts as the anode of a triode oscillator when 
‘ See is open, and some of the “beam’’ tetrodes draw too little 
screen” current to do the job. A type 6AG7 tube will work 
cel Ea with Piles ee rather poor Plea A 6F6 


The circuit shown in’ Figure 7A is also one 
ator used by Pierce, but is more widely re- 


Considerable confusion exists as to nomenclature of crystal 


The circuit of 6 A is the simplest crystal oscilla- 


ae and is generally known among amateurs as the 
= ictce oscillator’. The crystal simply replaces the tank circuit — 


that developed across the crystal. Capacitor C, will make more 
of the voltage across the crystal available for excitation, and 


iB oan to as the “Miller” sacs To. 


93 
tuned grid” oscillator with the crystal replacing the usual L-C 
grid tank. The plate tank C.-L, must be tuned to a frequency 
slightly higher than the anti-resonant (parallel resonant) fre- 
quency of the crystal. Whereas the Pierce circuits of Figure 6 
will oscillate at (or very close to) the anti-resonant frequency 
of the crystal, the circuits of Figure 7 will oscillate at a fre- 
quency a little above the anti-resonant frequency of the crystal. 

The diagram shown in Figure 7A is the basic circuit. The 
most popular version of the tuned-plate oscillator employs a 
pentode or beam tetrode with cathode bias to prevent excessive 
plate dissipation when the circuit is not oscillating. The cathode 
resistor is optional. Its omission will reduce both crystal current 
and oscillator efficiency, resulting in somewhat more output for 
a given crystal current. The tube usually is an audio or video 
type beam pentode or tetrode, the plate-grid capacity of such 


tubes being sufficient to ensure stable oscillation but not so 


high as to offer excessive feedback with resulting high crystal 
current. The 6V6 makes an excellent all-around tube for this 
type circuit. 

When a harmonic cut crystal is employed and it is desired 
to obtain operating frequency excitation with the minimum 
number of tubes, a 6AG7 in the circuit of Figure 7C is suitable. 
However, as tubes are relatively cheap, and no saving in tank 
circuits is realized, it usually is preferable to use a tuned-plate 
oscillator such as that shown at (B) together with the required 
number of frequency multiplier stages. 


Appreciable harmonic output may be ob- 
tained from a number of crystal oscilla- 
tors which are simply variations of 
either Figure 7C or Figure 6C. The most common ones simply 
have the screen of the tube by-passed to ground for r-.f., with 


Special Harmonic 
Oscillators 


‘the r-f choke-or tuned tank moved from the screen to the 


cathode circuit. In the latter class is the “tritet’” circuit widely 
employed by amateurs for a number of years (Figure 7D). 
The only advantage of grounded screen operation is that 
“straight through” operation on the fundamental crystal fre- 
quency is improved; in fact, the “hot” screen circuit of Figure 
6C should be employed only where harmonic output is desired. 
The circuit of Figure 7E, however, gives moderate output with 
light crystal loading on the fundamental, second harmonic, 
and third harmonic, and fair output on the fourth harmonic. 

Whereas a 6AG7 pentode is recommended for Figure 7C, a 
beam tetrode is preferable for Figure 7D unless the pentode 
has the suppressor brought out separately so that it may be 
connected to ground instead of to the cathode inside the tube. 
If the suppressor is connected to the cathode inside the tube 
undesirable feedback will result, as the screen then no longer 
shields the control grid from the plate. 


The tunable circuits of all oscillators illus- 
trated should be tuned for maximum out- 
put as indicated by maximum excitation to 
the following stage, except that the oscillator plate tank of 
tuned-plate oscillators (Figure 7A, Figure 7B, etc.) should 
be backed off slightly towards the low capacitance side 
from maximum output, as the oscillator then is in a more 
stable condition and sure to “take off” immediately when 
power is applied. This is especially important when the oscil- 
lator is keyed, as for break-in c-w operation. 


Crystal Oscillator 
Tuning 


It is desirable to keep stray shunt capaci- 
tances in the crystal circuit as low as pos- 
sible, regardless of the oscillator circuit. If a selector switch 
is used, this means that both switch and crystal sockets must 
be placed close to the oscillator tube socket. This is especially 
true of harmonic-cut crystals operating on a comparatively 


Crystal Switching 


high frequency. In fact, on the highest frequency crystals it is 


6V6, 6F6 
ETc. 


| = 6F6, GAGT. 
ETc. : 


@) BASIC TUNED-PLATE OSCILLATOR @) RECOMMENDED TUNED-PLATE + E.G; OSCILLATOR- HARMONIC GENERATOR 
OSCILLATOR FOR HARMONIC-CUT CRYSTALS 
F 2F, 


6V6 3F, 4F 


200 LWWF 
VARIABLE 


(©) “TRITET” OSCILLATOR 


(©) PIERCE-AMPLIFIER-MULTIPLIER OSCILLATOR = 


Figure 7. eh ae we 
BASIC TUNED-PLATE CRYSTAL OSCILLATOR AND VARIATIONS. re a : 


(A) shows the basic “‘tuned-plate” oscillator. The plate tank must be tuned to a frequency slightly higher than that of the erystal in’ ei oe a 
order to. obtain the proper phase angle in the feedback voltage. he 
(8) shows the tuned-plate oscillator as it is most commonly used. A video or a-f power pentode or tetrode permits high output Rete: 


relatively low crystal current. 


The cathode resistor prevents excessive plate current when the stage is not oscillating. 


(C) shows an electron-coupled oscillator of the tuned-plate type for use with harmonic-type crystals when it is desired to obtain a high 
order of frequency multiplication directly in the crystal stage. A third-harmonic crystal is assumed so that “’3F” on the drawing rep- 
resents the “working-frequency” of the crystal, the fundamental of the crystal being of no concern in this type of circuit. = 
(D) shows another version of the tuned-plate oscillator. The screen acts as the anode in the oscillator portion, coupling to the plate 
‘being via the electron stream. Care must be taken when using this circuit to insure that the 200-ppfd. variable capacitor is set at as 


high a value as will give stable oscillation; 


if this capacitance is allowed to become too Jow—or if the cathode tank is allowed to; 


tune to a frequency as high as that of the crystal—fracture of the crystal is likely to result. = 
(E) shows an improved oscillator-multiplier circuit which is quite easy on crystals, has no circuit adjustment other than the output tank, é SEF 


and which operates straight through on the crystal frequency without any danger of fracture. The crystal itself oscillates.ima Col-  . 
pitts circuit, with electron coupling to the output circuit on any desired harmonic. 


on 0 AE fie Ae 


Tubes such as the 6L6, 6V6, and 7C5 may be used 


if desired, but the crystal current is somewhat higher than with the 6AG7 when the output circuit is tuned to the crystal frequency. 


preferable to use a turret arrangement for switching, as the 
stray capacitances can be kept lower. 


Crystal Oscillator 
Keying 


When the crystal oscillator is keyed, it is 
necessary that crystal activity and oscilla- 
tor-tube transconductance be moderately 
high, and that oscillator loading and crystal shunt capacitance 
be low. Below 2500 kc. and above 6 Mc. these considerations 
become especially important. Sometimes a low-frequency crys- 
tal showing good activity will not follow rapid keying, the 
reasons for which are not fully understood. A similar crystal 
of the same order of Q and activity often will key satisfactorily 
in the same circuit. 


6-4 Radio Frequency Amplifiers 

The output of the oscillator stage in a transmitter (whether 
it be self-controlled or crystal controlled) must be kept down 
to a fairly low level to maintain stability and to maintain a 
factor of safety from fracture of the crystal when one is used. 
The low power output of the oscillator is brought up to the 
desired power level by means of radio- frequency amplifiers. © 
The two classes of t-f amplifiers that find widest application 
in radio transmitters are the Class B and Class C types. 

Methods for determining the correct operating condition 7 
for various types of radio- -frequency amplifiers are discussed in 
detail, with illustrative examples, in Chapter 4. 
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are. ote for moderate output. The cartier pe of 


Class B. amplifiers are used in a radio- telegraph —— 
transmitter when maximum power gain is 
desired in a particular stage. A Class B ampli- 
fier operates with cutoff bias and a comparatively small — 
amount of excitation. Power gains cf 20 to 200 or so are ob- — 
tainable in a well-designed Class B amplifier. The plate effi- - 


The Class B 
Amplifier 


CHES a 


ciency of a Class B c-w amplifier will run around 65 per cent. i, 


The Class B 
Linear 


Another type of. Class B amplifier is the (Clas je 
B linear stage as employed i in radiophone work. 
This type of amplifier is used to increa ase the. 
level of a modulated carrier wave, and depends | for its opera- 
tion upon the linear relation between excitatio voltage — and ce 
output voltage. Or, to state the fact in» another as = 33 

power output of a Class B linear ae va ineai . 
square of the excitation voltage. — 
Be Class. B linear sees is oper 


"amateur application, since tubes with high ae sisson 


"The Class C Class C amplifiers ‘are very widely used in all 


Class C 


Fi [ree 


Amplifier 


Chess Cc 


types of transmitters. Good power gain may 
be obtained (values of gain from 3 to 20 are 


conditions, as high as 85 per cent. Class C amplifiers operate - 
with considerably more than cutoff bias and ordinarily with a_ ‘ 
‘large amount of excitation as compared to a Class B amplifier. ; 


The bias for a normal Class C amplifier is such that plate cur- — 
tent on the stage flows for approximately 120° of the 360° 


excitation cycle. Class C amplifiers are used in transmitters 
where a fairly large amount of excitation power is available 
and good plate circuit efficiency is desired. 
Piate Moduloted The characteristic of a Class C amplifier 
which makes it linear with respect to 
changes in plate voltage is that which 
allows such an amplifier to be plate modulated for radio- 
telephony. Through the use of higher bias than is required for 
a c-w Class C amplifier and greater excitation, the linearity of 
such an amplifier may be extended from zero plate voltage to 
twice the normal value. The output power of a Class C ampli- 
fier, adjusted for plate modulation, varies with the square of 
the plate voltage. This is the same condition that would take 
place if a resistor equal to the voltage on the amplifier, divided 
by its plate current, were substituted for the amplifier. There- 
fore, the stage presents a resistive load to the modulator. 
Grid Modulated _If the grid current to a Class C amplifier is 
_ reduced to a low value, and the plate load- 
ing 1s increased to the point where the plate 
dissipation approaches the rated value, such an amplifier may 
be grid modulated for radiotelephony. If the plate voltage is 
raised to quite a high value and the stage is adjusted carefully, 
efficiencies as high as 40 to 43 per cent with good modulation 
capability and comparatively low distortion may be obtained. 
Fixed bias is required. This type of operation is termed Class C 
oo modulation. 


Adequate grid excitation must be available 
for Class B or Class C service. The excita- 
tion for a plate-modulated Class C stage must be sufficient to 
__drive a normal value of d-c grid current through a grid bias 


Grid Excitation 


— supply of about 214 times cutoff. The bias voltage preferably 


s. 


\ 


should be obtained from a combination of grid leak and fixed 
C-bias supply. 
Cutoff bias can be calculated by dividing the amplification 


factor of the tube into the d-c plate voltage. This is the value 


normally used for Class B amplifiers (fixed bias, no grid leak). 


Class C amplifiers use from 144 to 5 times this value, depend- — 


ing upon the available grid drive, or excitation, and the desired 
plate efficiency. Less grid excitation is needed for c-w opera- 


_ tion, and the values of fixed bias (if greater than cutoff) may 


be reduced, or the value of the grid leak resistor can be lowered 


until normal rated d-c grid current flows. — 


The values of grid excitation listed for each type of tube 
may be reduced by as much as 50 per cent if only moderate 


_ power output and plate efficiency are desired. When consulting 


the tube tables, it is well to remember that the power lost in 
the tuned circuits must be taken into consideration when cal- 


_ culating the available grid drive. At very high frequencies, the 
_ t-f circuit losses may even exceed the power required for grid 


drive. 


“ 


Readjustments in the tuning of the oscillator, buffer, or 


| doubler circuits, will often result in greater grid drive to the 


final amplifier. 
Link coupling between stages, = pariculady to the final am- 
plifier grid circuit, normally will provide more grid drive than 


_can be obtained from other coupling systems. The number of 


Neciaiaton’ es 


: See 
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turns in the coupling link, and the location of the turns on the 
coil, can be varied with respect to the tuned circuits to obtain 


/ the greatest grid drive for allowable values of buffer or doubler 
common) and the plate circuit efficiency may be, under certain i 


plate current. Slight readjustments sometimes can be made 
after plate voltage has been applied to the driver tube. 
Excessive grid current damages tubes by overheating the 
grid structure; beyond a certain point of grid drive, no increase 
in power output can be obtained for a given plate voltage. 


6-5 Neutralization of R. F. Amplifiers - 


The plate-to-grid feedback capacitance of triodes makes it 
necessary that they be neutralized for operation as r-f ampli- 
fiers at frequencies above about 500 kc. Those screen-grid 
tubes, pentodes, and beam tetrodes which have a plate-to-grid 
capacitance of 0.1 pufd. or less may ordinarily be operated as 
an amplifier without neutralization in a well-designed ampli- 
fier up to 30 Mc. 


Neutrolizing 
Circuits’ 


The object of neutralization is to cancel or 
“neutralize” the capacitive feedback of energy 
from plate to grid. There are two general 
methods by which this energy feedback may be eliminated: 
the first, and the most common. method, is through the use of 
a capacitance bridge, and the second method is through the 
use of a parallel reactance of equal and opposite polarity to 
the grid-to-plate capacitance, to nullify the effect of this capaci- 
tance. 

The capacitance-bridge method of neutralization is divided 
into two systems: grid neutralization and plate neutralization. 
The use of grid neutralization causes an amplifier to be either 
regenerative or degenerative. Hence, only plate neutralization 


(the capacitance bridge system), coil neutralization (the oppo- 


site reactance system), and Hazeltine neutralization are rec- 
ommended for neutralizing a single-ended 1-f amplifier stage. 


Tapped-Coil Plate 
Neutralization 


Figure 8A shows a circuit for the neu- 
tralization of a single-ended triode r-f 
amplifier by means of a tapped coil in 


the plate circuit. This circuit is satisfactory for frequencies 


below about 7 Mc. with ordinary tubes, but a considerable 
amount of regeneration will be found when this circuit is used 
on frequencies above 7 Mc. Some regeneration can be tolerated 
in an amplifier for c.w. use, but for phone operation, either of 


the split-stator circuits described in the next two paragraphs 


should be used. 


Split-Stator 
Plate Neutrali- 
zotion 


Figure 8B shows the neutralization circuit 
which is most widely used in single-ended 
r-f stages. The use of a split-stator plate 
capacitor makes the electrical balance of 
the circuit substantially independent of the mutual coupling 
within the coil and also makes the balance independent of the 
place where the coil is tapped. With conventional tubes this 
circuit will allow one neutralization adjustment to be made on, 
say, 14 Mc., and this adjustment usually will hold sufficiently 
close for operation on all lower frequency bands. 

Figure 8C shows an alternative circuit for split-stator neu- 
tralization of a single-ended amplifier stage which, with low- 
capacitance tubes, can be made to remain in adjustment on all 
bands from 54 Mc. on down in frequency. The additional 
balancing capacitor BC serves merely as an adjustment to 
keep the capacitance-to-ground exactly the same from each 
side of the balanced plate tank circuit. 

This capacitor can be either a small adjustable one of che 
type commonly used for neutralization, or the relative capaci- 
tance to ground of the two sides of the circuit can be propor- 
tioned so that there is a balance. In determining the balance 


_of the circuit, it must be remembered that the plate-to-filament 


capacitance of the power amplifier tube is the main item to 
cause the unbalance. 
If the other capacitances of the circuit are rere balanced 
with respect to ground, the capacitance of the condenser BC 
_ should be approximately equal to the plate-to-ground capaci- 
tance of the tube being neutralized. However, it is often just 
as convenient to unbalance the circuit wiring capacitances to 
ground until the additional capacitance on the neutralizing 
side of the circuit is about equal to that on the plate side. At 
the point where the plate-to-ground capacitance is exactly 
balanced, the amplifier will neutralize perfectly (at least as 


Figure 8. 


COMMON NEUTRALIZATION CIRCUITS FOR SINGLE. | 
ENDED AMPLIFIERS. 


eee, 
_ Hazeltine ‘Aa alternative system of ceutealicans 
Neutralization | wherein the neutralizating circuit is induc- 


_ plifier to different bands. 


the plate tank capacitor is allowed to float. Under certain | con- 


tively coupled to one of the tank coils, is 
shown in Figures 8D and 8E. Figure 8D shows the plate- 
neutralized Hazeltine circuit, while 8E shows the grid-neutral- AS 
ized arrangement. In either case, it will be noticed that there — 
is no tank current flowing through the neutralizing coil L. 
In this circuit arrangement, the size of the neutralizing 
capacitor NC is determined by the coefficient of coupling be- 
tween the tank coil and L, and upon their relative inductances. — 
It is possible, by proper proportioning of the neutralizing coil 
L on each band, to make one setting of NC correct for all 
bands. J Spaee 


Two tubes of the same type can. eres a 
nected for push-pull operation so as to oh Bae 

tain twice as much output as that of a 
single tube. A push-pull amplifier, such as that shown in Fig- ee 
ure 9A, also has an advantage in that the circuit can more __ 
easily be balanced than a single-tube r-f amplifier. The various 
inter-electrode capacitances and the neutralizing capacitors are 
connected in such a manner that the reactances on one side of 
the tuned circuits are exactly equal to those on the opposite 
side. For this reason, push-pull r-f amplifiers can be more easily — 
neutralized in very-high- frequency transmitters; also, they 
usually remain in perfect neutralization when tuning the am- 


Push-Pull | 
Neutralization 


The circuit shown in Figure 9A is perhaps the eae com- 
monly used arrangement for a push-pull r-f amplifier stage 
The rotor of the grid capacitor is grounded, and the rotor of 


Figure 9. Soe 
CROSS NEUTRALIZED PUSH-PULL AMPLIFIER 
5 eoneers PLATE TANK ARRANGEMENTS 
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Neutralization 
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dition, the circuit of 9B may be used (when the plate tank 
capacitor has a much larger voltage rating than the maximum 
possible peak output of the power tubes) with the rotor of 
_ the grid capacitor grounded or not, as desired. It is also possi- 
ble to use a single-section grid capacitor with a tapped coil 
(un-bypassed) for low-frequency operation with this circuit 
arrangement. 
Figure 9C shows an alternative arrangement for the return 
of the rotor of the plate tank capacitor. The by-pass capacitor 
from the rotor to ground can be any capacitance from .01 pfd. 
down to .0005 gfd. and even down to .0001 zfd. for an u-h-f 
amplifier. For phone use, it is best to have some sort of a 
coupling arrangement to make the rotor of the tuning capacitor 
follow plate voltage fluctuations. As long as the rotor of the 
tuning capacitor is at the same d-c potential as the stators, 
there will be a much reduced chance of breakdown on modula- 
tion peaks since only the r-f potential will appear between 
adjacent plates in the tuning capacitor. 
Figures 9D and 9E show two arrangements which tend to 
keep the rotor of the capacitor as nearly as possible at the 
same d-c potential as the stators. In Figure 9D the rotor of the 
capacitor and the ungrounded side of the by-pass capacitor, is 
merely connected to the plate supply side of the r-f choke. 
This is an excellent arrangement for use with moderate plate 
voltages but has the disadvantage that considerable stress is 


placed on the mica by-pass capacitor; should this capacitor - 


break down, the plate supply will be shorted. Figure 9E shows 
an alternative arrangement which has the advantage that, 
should the mica by-pass capacitor short out, only the resistor 
R will be destroyed. For a mica by-pass capacitance of .001 
uid. and a maximum 100 per cent modulation frequency of 


3000 cycles, a 25,000-ohm resistor will be satisfactory for R. 


Shunt or Coil | 
Neutralization 


The feedback of energy from grid to plate 
in an unneutralized r-f amplifier is a result 
of the grid-to-plate capacitance of the am- 
plifier tube. A neutralization circuit is merely an electrical 
_ arrangement for nullifying the effect of this capacitance. All 
_ the previous neutralization circuits have made use-of a bridge 
circuit for balancing out the grid-to-plate energy feedback by 
feeding back an equal amount of energy of opposite phase. 

Another method of eliminating the feedback effect of this 
capacitance, and hence of neutralizing the amplifier stage, is 
shown in Figure 10. The grid-to-plate capacitance in the triode 
_ amplifier tube acts as a capacitive reactance, coupling energy 
back from the plate to the grid circuit. If we parallel this 
capacitance with an inductance having: the same value of re- 
actance of opposite sign the reactance of one will cancel the 
reactance of the other and we will have a high-impedance 
tuned circuit from grid to plate. 

This neutralization circuit can be used on ultra-high fre- 
quencies where other neutralization circuits are unsatisfactory. 
This is true because the lead length in the neutralization cir- 
cuit is practically negligible. The circuit can also be used with 

push-pull r-f amplifiers. In this case, each tube will have its 
own neutralizing inductor connected from grid to plate. 

The big advantage of this arrangement is that it allows the 
use of single-ended tank circuits with a single-ended amplifier. 

The chief disadvantage of the shunt neutralized arrange- 


ment is that the stage must be reneutralized each time the 


stage is retuned to a new frequency sufficiently removed that 
the grid and plate tank circuits must be retuned to resonance. 
However, by the use of plug-in coils and the trimmer capacitor 


C in parallel with the grid-to-plate capacitance, it is possible. 


to shift the band of operation and to trim to any frequency 
_ within the band. This trimmer capacitor, if used, must be 
insulated for somewhat more voltage than the tank capacitor. 
_ The .0001-yfd. capacitor in series with the neutralizing circuit 


‘ 
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tuning capacitors. 


Figure 10. 
COIL NEUTRALIZED AMPLIFIER. 


This neutrolization circuit is very effective with triode tubes on 
any frequency, but is particularly effective in the v-h-f range. 
The coif L is adjusted so that it resonates at the operating fre- 
quency with the grid-to-plate capacitance of the tube. Capaci- 
tor C may be a very small unit of the low-capacitance neutral- 
izing type and is used to trim the circuit to resonance at the 
operating frequency. If some means of varying the inductance 
of the coil a small amount is available, the trimmer capacitor 
is not needed. 


is merely a blocking capacitor to isolate the plate voltage from 
the grid circuit. The coil L will have to have a very large num- 
ber of turns for the band of operation in order to be resonant 
with the comparatively small grid-to-plate capacitance. But 
since, in all ordinary cases with tubes operating on frequencies 
for which they were designed, the L/C ratio of the tuned cir- 
cuit will be very high, the coil can use comparatively small 
wire, although it must be wound on air or very low-loss dielec- 
tric, and must be insulated for the sum of the plate r-f voltage 
and the grid r-f voltage. 


6-6 Neutralizing Procedure 

An r-f amplifier is neutralized to prevent self-oscillation or 
regeneration. A neon bulb, a flashlight lamp and loop of 
wire, or an r-f galvanometer can be used as a null indicator 
for neutralizing low-power stages. The plate voltage lead is 
disconnected from the r-f amplifier stage while it is being 
neutralized. Normal grid drive then is applied to the r-f stage, 
the neutralizing indicator is coupled to the plate coil, and the 
plate tuning capacitor is tuned to resonance. The neutralizing 
capacitor (or capacitors) then can be adjusted until minimum 
r.f. is indicated for resonant settings of both grid and plate 
‘Both neutralizing capacitors are adjusted 
simultaneously and to approximately the same value of 
capacitance when a physically symmetrical push-pull stage is 
being neutralized. 

A final check for neutralization should be made with a d-c 
milliammeter connected in the grid leak or grid-bias circuit. 


There will be no movement of the meter reading as the plate . 


circuit is tuned through resonance (without plate voltage being 
applied) when the stage is completely neutralized. The mil- 
liammeter check is more accurate than any other means for 
indicating complete neutralization and it also is suitable for 
neutralizing the stages of a high-power transmitter. 

Plate voltage should be completely removed by actually 
opening the d-c plate circuit. (Turning off the filaments of 
the rectifier tubes will do the trick.) If there is a d-c return 
through the plate supply, a small amount of plate current 
will flow when grid excitation is applied, even though no 
primary a-c voltage is being fed to the plate transformer. 

A further check on the neutralization of any r-f amplifier 
can be made by noting whether maximum grid current on the 
stage comes at the same point of tuning on the plate tuning 
capacitor as minimum plate current. This check is made 
with plate voltage on the amplifier and with normal antenna 
coupling. As the plate tuning capacitor is detuned slightly 


_ from resonance on either side the grid current on the stage 
_ should decrease the same amount and without any sudden 
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Figure 11. 


NEUTRALIZING BEAM TETRODES. 
As discussed in some detail in the text, beam tetrodes often 
require neutralization at the higher frequencies. Circuit (A) 
shows a conventional cross-neutralized arrangement for cancel- 
lation of the effects of residual grid-to-plate capacitance. Cir- 
cuit (B) is an arrangement for use at the v.-h.-¢.’s for series res- 
onating the screen-lead inductance to ground by means of 
capacitor Cp. This capacitor should be a variable with a lock- 
ing adjustment; it is adjusted at the frequency of operation for 
minimum reaction between the grid and plate circuits and the 
jock tightened. Circuit (C) shows an alternative arrangement 
for compensating the effects of screen-lead inductance in the 
v-h-4 range by means of additional capacitance connected be- 
tween grid and plate on the tube. 


jumps on either side of resonance. This will be found to be 
a very precise indication of accurate neutralization in either 
a triode or beam-tetrode r-f amplifier stage. 


Push-pull circuits usually can be more completely feiesiees : 


than single-ended circuits at very high frequencies. In the 
intermediate range of from 3 to 15 Mc., single-ended circuits 
will give satisfactory results. 
e 

Radio-frequency amplifiers using screen- 
gtid tubes can normally be operated with- 
out any additional provision for neutrali- 
zation at frequencies up to about 15 Mc., 
provided adequate shielding has -been provided between the 
input and output circuits. Special u-h-f screen-grid and beam 
_ tetrode tubes such as the 2E26 and 5516 in the low-power 
category and HK-257B, 4E27/8001, 4-125A, and 4-250A in 
the medium-power category can frequently be operated at 
frequencies as high as 100 Mc. without any additional pro- 
vision for neutralization. Tubes such as the 807, HY-69, and 
813 can normally be operated with good circuit design at fre- 
quencies up to 30 Mc. without any additional provision for 


Neutralization of 
Screen-Grid R-F 
Amplifiers 


neutralization. The 815 has been found to require neutraliza- - 


tion in many cases at frequencies above 30 Mc., although the 


same tube type. 


_ two being normally used on a higher frequency amplifier in 


. which uses merely a pair of wires connected to adjacent aide 


‘neutralization of the small, though-still important at the higher — 
: frequencies, grid-to-plate capacitance of beam-tetrode tubes. — 


this capacitor is connected in such a manner as to in 


829B will: ssceniaity cee quite stably» at. 148 iis wi 
neutralization. ie 

At frequencies above those listed in ‘the previous ee 
for each tube type, some additional provision for neutraliza- 
tion will quite frequently be required. Also, it has been found — 
by experience, surprisingly enough, that a single-ended beam- 
tetrode r-f amplifier will often operate stably at a frequency 
several times as high as a push-pull r-f amplifier =e ‘the 


In most cases the simplest cite of accomplishing eer 
zation is to use the cross-neutralized capacitance bridge af- 
rangement as normally employed with triode tubes. The — 
neutralizing capacitances, however, must be very much smaller 
than used with triode tubes, values of the order of 0.2 yyufd. 
normally being required with beam tetrode tubes. This order 
of capacitance is far less than can be obtained with a con- = 
ventional neutralizing capacitor at ‘minimum setting, so the 
neutralizing arrangement is most commonly made especially 
for the case at hand. Most common procedure is to bang 

a conductor (connected to the opposite grid) in the vicinity 
of the plate itself or of the plate tuning capacitor of one of 
the tubes. Either one or two such “capacitors” may be used, — 


order to maintain balance within the stage. Examples of the — 
use of hand-fabricated neutralizing capacitors of this type are: 
the 815 29 and 53 Mc. FM transmitter shown in Chapter 23 


and brought near the plates of the 815, the push-pull 4-250A — 
amplifier shown in Chapter 22 which uses panel bushings ne 
mounted on mycalex with rod going through the bushings __ 
and connected to opposite grids as neutralizing capacitors, and: = 
the push-pull 807 or HY-69 amplifier shown in Chapter 22_ 
which uses a single wire running from one grid which = be 
brought into the vicinity of either 807 plate. __ eer 

The provision discussed in the previous paragraph i is £6 


ake 


However, in the vicinity of the upper-frequency limit of each 
tube type the inductance of the screen lead of the tube becomes — 
of considerable importance. With a tube operating at a fre- 
quency where the inductance of the screen lead is appreciable, 
the screen will allow a considerable amount of energy leak- 
though from plate to grid even though the socket terminal _ 
on the tube is carefully by-passed to ground. This condition — 
takes place because, even though the socket pin is by- passed, 
the reactance of the screen lead will allow a moderate amount 
of r-f potential to appear on the screen itself inside the 
electrode assembly in the tube. This effect has been reduc 
to a very low amount in such tubes as the Hytron 5516, th 
829B, and the Eimac 4X150A and 4X500A but it i is ce juite 
appreciable in most beam-tetrode tubes. S 


of two methods. These methods are: a5; ining out the 
screen-lead inductance by series resonating the screen leac 
inductance with a cepaciar to ground. This method is illo 


mercially- built equipment for operation's on a narrow frequen e 
band in the range above about 75 Mc. The other me hod 
(2) is illustrated in Figure 11C and consists in feeding 
additional energy from plate to grid by means of a s 
capacitor connected between these two elements. Note 


the effective grid-to-plate capacitance of the tube. 
method has been found to be effective with 807 tube 
range above 50 Mc. and with tubes such as the 4-12 
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Figure 12, 


x ‘GROUNDED GRID AMPLIFIER. 
This type amplitier requires no neutrolization, but can be used 
successfully only with certain type tubes. For heater-cathode 
_ type tubes, the cathode is connected to one side of the filament. 


_v-h-f amplifier stage are suitable only for operation over a 
_ felatively narrow band of frequencies such as the 50 to 54 
Mc. band or the 144 to 148 Mc. band. At lower frequencies 
both these expedients for reducing the effects of screen-lead 
_ inductance will tend to increase the Seocemey toward oscilla- 
tion of the amplifier stage. 

The push-pull 807 r-f amplifier shown in Chapter 22 is a 
case which shows how the small capacitance between one grid 
and the plate of the same tube can be used to stabilize the 
amplifier by reducing the effect of screen-lead inductance on 


_ the 50-54 Mc. band, but that on the lower-frequency bands, 


itis necessary to couple the wire from the grid to the opposite 
plate i in order to reduce the effect of the scsi grid-to-plate 
; nce within the tubes. 


_Neutrotizing ‘When a stage cannot be completely neutral- 

- Problems: _ ized, the difficulty can be traced to one or more 

= of the following causes: (1) Filament leads 
~ not i pasécl to the common ground point of that particular 
stage. (2) Ground lead from the rotor connection of the 
___ split-stator tuning capacitor to filament open or too long. 
(3); Neutralizing capacitors in a field of excessive r.f. from 
one of the tuning coils. (4) Electromagnetic coupling between 

7 gna and plate coils, or between plate and preceding buffer or 

- oscillator circuits. (5) Insufficient shielding or spacing be- 
tween ‘stages, or between grid and plate circuits in compact 
_ transmitters. (6) Shielding placed too close to plate circuit 
coils, causing induced currents in the shields. (7) Parasitic 
oscillations when plate voltage is applied. The cure for the 
- latter is “mainly a matter of cut and try—rearrange the parts, 
= change the length of grid or plate or neutralizing leads, insert 
_a parasitic choke in the grid lead or leads, or eliminate the 
z grid 4.f. chokes which may be the cause of a low-frequency 
parasitic (in conjunction with plate r.f. chokes). See Parasitic 
cs Oscillation in R.F. Amplifiers in Section 6-11 of this Pasa as 


& 67 Grounded Grid Amplifiers 


es edain iidlless some by accident. and some by design, have 
a grid configuration and lead arrangement which results in 


ing 


“<IS* grounded, the grid acting as an effective shield much in 
the manner of the screen in a screen-grid tube. 

_ By connecting s such a triode in the circuit of Figure 12, taking 

usual precautions: against stray capacitive and inductive 

cl pling between input and output leads and components, 


Fre 3 uency ) Multipliers 


- high grid bias. 


Avery low plate to filament capacitance when the control grid ; 


{po 


_ 


: Figure 13. 
CONVENTIONAL FREQUENCY DOUBLER. 
A high-u dual grid triode makes an excellent frequency doubler. 
The plate tank is tuned to twice the excitation frequency. High 
bias and excitation are required for good efficiency. 


A detailed discussion of the operation of grounded-grid r-f 
power amplifiers, along with the method of design and design 
data on a typical stage, has been given in Chapter 4, Section 
4-14. 

At ultra-high frequencies, where it is difficult to obtain | 
satisfactory neutralization with conventional triode circuits 
(particularly when a wide band of frequencies is to be cov- 
ered), the grounded-grid arrangement is about the only 
practicable means of employing a triode amplifier. However, 
it is seldom used otherwise, because it exhibits various unusual 
characteristics some of which are undesirable. 

Because of the large amount of degeneration inherent in 
the circuit, considerably more excitation is requited than if 
the same tube were employed in a conventional grounded- 
cathode circuit. The degeneration can be minimized by utiliz- 
ing a tube with a high amplification factor (on the order of 
50), and tubes designed for grounded grid operation usually 
will be found to have a high amplification factor. 

The additional power required to drive a triode in a ground- 
ed grid amplifier is not lost, as it shows up in the output circuit 
and adds to the power delivered to the load. But nevertheless 
it means that a larger driver stage is required for an amplifier 
of given output, because a moderate amount of power is de- 
livered to the amplifier load by the driver stage of a grounded- 
grid amplifier. 


6-8 Frequency Multipliers 

Quartz crystals and variable-frequency oscillators are not 
ordinarily used for direct control of the output of high-fre- 
quency transmitters. Frequency multipliers are usually em- 
ployed to multiply the frequency to the desired value. These 
multipliers operate on exact multiples of the excitation fre- 
quency; a 3.6-Mc. crystal oscillator can be made to control 
the output of a transmitter on 7.2 or 14.4 Mc., or even on 
28.8 Mc., by means of one or more frequency multipliers. 


~ When used at twice frequency, they are often termed frequency 


doublers. A simple doubler circuit is shown in Figure 13. It 
consists of a vacuum tube with its plate circuit tuned to twice 
the frequency of the grid driving circuit. This doubler can 
be excited from a crystal oscillator or another multiplier or 
amplifier stage. 

Doubling is best accomplished by operating the tube with 
The grid circuit is driven approximately to the 
normal value of d-c grid current through the r-f choke and 
grid-leak resistor, shown in Figure 13. The resistance value 
generally is from two to five times as high as that used with 
the same tube for straight amplification. Consequently, the 
grid bias is several times as high for the same value of grid 
current. 

Neutralization is seldom necessary in a doubler circuit, since 
the plate is tuned to twice the frequency of the grid circuit. 
The impedance of the grid driving circuit is very low at the 
doubling frequency, and thus there is little tendency for — 
excited oscillation. 


Generation 


Figure 14. 
COMMON FREQUENCY MULTIPLIER CIRCUITS. 


(A) shows a circuit which may be used either as a neutralized 
straight amplifier or a regenerative frequency multiplier. (B) 


shows a pentode multiplier with regeneration, a result 
of the undersized cathode bypass capacitor and farge cathode 
resistor. 


A doubler can either be neutralized or made more regenera- 
tive by adjusting C, in the circuit shown in Figure 14A. 

When capacitor C; is of the proper value to neutralize the 
plate-to-grid capacitance of the tube, the plate circuit can be 
tuned to twice the frequency (or to the same frequency) as 
that of the source of grid drive; the tube can be operated 
either as a neutralized amplifier or doubler. The capacity of 
C, can be increased so that the doubler will become regenera- 


tive, if the r-£ impedance of the external grid driving circuit 


is high enough at the output frequency of the stage. 

Frequency doublers require bias of several times cutoff; 
high-» tubes therefore are desirable for this type of service. 
Tubes which have amplification factors from 20 to 200 are 
suitable for doubler circuits. Tetrodes and pentodes make 
excellent doublers. Low-, triodes, having amplification con- 
stants of from 3 to 10, are not applicable for doubler service. 
In extreme cases the grid voltage must be as high as the plate 
voltage for efficient doubling action. 


Angle of Flow 
in Frequency 
Multipliers 


The angle of plate current flow in a fre- 


in determining the efficiency. As the angle of 
flow is decreased for a given value of grid 
current, the efficiency increases. To reduce the angle of flow, 
higher grid bias is required so that the grid excitation voltage 
will exceed the cutoff value for a shorter portion of the 
exciting-voltage cycle. For a high order of efficiency, fre- 
quency doublers shaald have an angle of flow of 90 degrees 
or less, triplers 60 degrees or less, and quadruplers 45 degrees 
or less. Under these conditions the efficiency will be on the 
same order as the reciprocal of the harmonic on which the 
Stage operates. 
be approximately ¥ or 50 per cent, the efficiency of a tripler 
will be approximately 14 or 33 per cent and that of a quad- 
rupler will be about 25. per cent. With good stage design 
the efficiency can be somewhat greater than these values, but 
as the angle of flow is made greater than these limiting values, 
the efficiency falls off rapidly. The reason is apparent from 
a study of Figure 15. 

The pulses ABC, EFG, JKL illustrate 180-degree excitation 
pulses under Class B operation, the solid straight line indicat- 
ing cut-off bias. If the bias is increased by N times, to the 
value indicated by the dotted straight line, and the excitation 
increased until the peak r-f voltage with respect to ground is 
the same as before, then the excitation frequency can be cut 


= 


quency multiplier is a very important factor - 
phased third-harmonic voltage to the excitation. 


In other words the efficiency of a doubler will © 
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ILLUSTRATING ere DOUBLER ACTION (SEE ; 
) 


in half and the effective excitation pulses will have almost the 
same shape as before. The only difference is that every other 
pulse is missing; MNO simply shows where the missing pulse — 
would go. However, if the Q of the plate tank circuit is high, — 
it will have sufficient “flywheel” effect to carry over through 
the missing pulse, and the only effect will be that the plate 
input and r-f output at optimum loading drop to approxi- 
mately half. As the input frequency is half the output hae) 
quency, an efficient frequency doubler is the result. th 
By the same token, a tripler or quadrupler can be analyzed, 
the tripler skipping two excitation pulses and the quadrupler 
three. In each case the excitation pulse ideally should be 


‘short enough that it does not exceed 180 degrees at the output 


frequency; otherwise the excitation actually is bucking = 
output over a portion of the cycle. 

In actual practice, it is found uneconomical to provide 
sufficient excitation to run a tripler or quadrupler in this 
fashion. Usually the excitation pulses will be at least 90 — 
degrees at the exciting frequency, with correspondingly low 
efficiency, but it is more practicable to accept the low efficiency 
and build up the output in succeeding amplifier stages. The 
efficiency can become quite low before the power gain be- 
comes less than unity. 

Distorted Drive By altering the shape of the exciting voltage 
Multiplier 

citing frequency, it is possible to decrease 
the angle of flow and thus increase the efficiency of a doubler 


or quadrupler without resorting to increases in the din wae 


voltage and bias. . 

The angle of flow may be decreased by adding some properly iy 
‘The result © 
of adding the third-harmonic voltage to the fundamental is 
shown graphically in Figure 16. As shown by the dotted 
curve, E,, when the fundamental and third-harmonic voltages 
are added in the proper phase, the result is a grid excitation 
voltage having a peaked wave form, exactly what is required 
for high-efficiency frequency multiplying. — The method by 
which the third harmonic is added is shown in ‘Figure 17. A 


small, center-tapped tank circuit tuned to three times the 


driver frquency is placed between the driver plate and the 


coupling condenser to the frequency-multiplier stage. The os 


center tap of this coil is connected to the “hot’’ end of the 


driver plate tank, which remains tuned to the fundamental 
frequency. The third-harmonic tank circuit can be tuned aS 
accurately to frequency by coupling to it a small, low-current 
dial lamp in a loop of wire and tuning for maximum brilliancy. 
An absorption wavemeter may be coupled to the thitd-har- ae: 
monic tank after it has been tuned, to make sure that it ison 


the correct harmonic. The tuning of this circuit is not critical. 


When quadrupling the addition of the peaking circuit will Led 
result in a tendency of the multiplier to self-oscillate. ata. 


dial setting where the output tuned circuit is tuned to the 
same frequency as the peaking circuit unless a well screen 
r-f tetrode or pentode is used in place of the loge illustrated. 


from its usual sine-wave form at the ex- 


Figure 16. - 
‘PEAKED WAVEFORM OBTAINED BY ADDITION OF 
_. FUNDAMENTAL AND THIRD-HARMONIC 
soe ENERGY. IN PROPER PHASE. 
_ When fundamental frequency (#) energy and third-harmonic (3) 
energy are added in the proper phase the result is a peaked 
waveform as shown by E;. This peaked waveform, when used as 


. excitation for a frequency multiplier stage, gives considerably 
higher piate efficiency than when sine-wave excitation voltage . 
ees __ is applied to the grid of the tube. 


Pash- Puck Two tubes can be connected in parallel to give 
- Maltipliers twice the output of a single-tube doubler. If the 
grids are driven out.of phase instead of in phase, 
“the tubes then no longer work simultaneously, but rather one 
= . at a time. The effect is to fill in the missing pulses (Figure 
_ 15). Not only is the output doubled, but several advantages 
accrue which cannot be obtained by straight parallel operation. 
_ Chief among these is the effective neutralization of the 
_ fundamental and all odd harmonics, an advantage when 
A : spurious” emissions must be minimized. Another advantage 
is that when the available excitation is low and excitation 
pulses exceed 90 degrees, the output and efficiency will be 
greater than for the same tubes connected in parallel. 
__ The same arrangement may be used as a quadrupler, with 
‘s - considerably better efficiency than for straight parallel opera- 
__ tion, because seldom is it practicable to supply sufficient excita- 
tion to permit 45 degree excitation pulses. As pointed out 
above, the push-push arrangement exhibits better efficiency 


__ for ideal multiplier operation. 

—— typical push-push doubler is illustrated in Figure 18. 
_ When high transconductance tubes are employed, it is neces- 

ao ‘sary to employ a split-stator grid tank capacitor to prevent 

D3 self oscillation; with well screened tetrodes or pentodes having 

medium values of transconductance, a split-coil arrangement 


aa. of the grid coil being 2 dase to ground). 


It is Recents desirable in the case 
of u-h-f and v-h-f transmitters that 
frequency multiplication stages be 

~ balanced with respect to ground. Further it is just as easy 
ai in most cases to multiply the crystal or v-f-o frequency by 

_ ‘powers of three rather than multiplying by powers of two as 
is frequently done on lower frequency transmitters. 
_ the use of push-pull triplers has become quite prevalent in 
_ both commercial and amateur v-h-f and u-h-f transmitter 
a designs. Such stages are balanced with respect to ground 


ae Push-Pull Frequency 
Secale ee 


and appear in construction and on paper essentially the same . 


as a push-pull r-f amplifier stage with the exception that the 
output tank circuit is tuned to three times the frequency of 
the gtid tank circuit. A circuit for a push-pull tripler stage 
ak is shown i in Figure 19, and several push-pull tripler stages are 
_ shown i in the transmitters described in Chapter 23. a 
A push-pull tripler stage has the further advantage in 
amateur work that it can also be used as a conventional push- 


_ Frequency Multipliers 


than a single ended multiplier when excitation is inadequate 


with a single-section capacitor may be employed (the center 


Hence - 


n lifter merely by changing the grid and plate coils 


103 


Yor 


Figure 17. 

CIRCUIT FOR COMBINING FUNDAMENTAL AND 
THIRD-HARMONIC ENERGY IN PROPER PHASE 
FOR PEAKED WAVEFORM. 

The smoll third-harmonic tank circuit connected as shown adds 


grid of a straight amplifier instead of a doubler, resulting in 

effective reduction in the angle of plate-current flow on 

amplifier stage and a consequent increase in amplifier plate- 
circuit efficiency. — 


so that they tune to the same frequency. This is of some 
advantage in the case of operating in the 50-Mc. band with 
50-Mc. excitation, and then changing the plate coil to tune 
to 144 Mc. for operation of the stage as a tripler from excita- 
tion on 48 Mc. This circuit arrangement is excellent for 
operation with push-pull beam tetrodes such as the 815 and 
829B, although a pair of tubes such as the 2E25, 2E26, or 
5516 could just as well be used if proper attention were given 
to the matter of screen-lead inductance. 


6-9 Tonk-Circuit Capacitances 

It is necessary that the proper value of Q be used in the 
plate tank circuit of any r-f amplifier. A brief discussion of 
this matter has been given in Section 4-12 of Chapter 4. How- 
ever, the following section has been devoted to a more thor- 


_ ough treatment of the subject, and charts and curves are given 
to assist the reader in the determination of the proper L/C 


ratio to be used in a radio-frequency amplifier stage. 

A Class C amplifier draws plate current in the form of 
very distorted pulses of short duration. Such an amplifier 
is always operated into a tuned inductance-capacitance or tank 
circuit which tends to smooth out these pulses, by its storage 
or “tank” action, into a sine wave of radio-frequency output. 
Any waveform distortion of the carrier frequency results in 
harmonic interference in higher-frequency channels. 

A Class A r-f amplifier would produce a sine wave of radio- 
frequency output if its exciting waveform were also a sine 
wave. However, a Class A amplifier stage converts its d-c 
input to r-f output by acting as a variable resistance, and 
therefore heats considerably. A Class C amplifier when driven 
hard with short pulses at the peak of the exciting waveform 


acts as an electronic switch, and therefore can convert con- 


Figure 18. 
PUSH-PUSH MULTIPLIER CIRCUIT. 
In this type of doubler or quadrupler the grids are connected in 
push-pull and the plates are connected in paraliel. A pair of 
triodes, a dual triode, or a pair of pentodes or tetrodes may be 
used. In the diagram shown, the heater of one of the tubes may 
_ be opened and the other tube operated as a neutralized ampli- 
fier, the other tube acting as the neutralizing capacitor. 


815 NC 144-148 MC. 


Figure 19. 
PUSH-PULL 815 AMPLIFIER-TRIPLER. 


{Nustrating the circuit for a push-pull tripler. If the neutralizing 

capacitors NC are used as shown the circuit may be used as an 

amplifier or as a tripler to the third harmonic simply by install- 

ing the appropriate plate tank coil. Resistor Ri should be 5000 

ohms at 2 watts and resistor Re should be 10,000 ohms at 10 
watts. 
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CLASS C AMPLIFIER PLATE CURRENT WAVEFORM 
Figure 20. : 


siderable d-c input to r-f output with little heating. A tube 
in a Class C amplifier will deliver many times as much power 
output for a given plate loss as will the same tube in a Class 
A amplifier. 

The tuned circuit in the plate of a Class C amplifier must 
have a good flywheel effect in order to furnish a sine-wave 
output to the antenna when it is receiving energy in the form 
of very distorted pulses such as shown in Figure 20. The LC 
circuit fills in power over the complete r-f cycle, providing 


the L/C ratio is sufficiently low. The flywheel effect is gen-_ 


erally defined as the ratio of radio-frequency volt-amperes to 
actual power output in watts, or VA/W. This is equivalent 
to Q and should not be much less than 47, or 12.5, for a 
single ended Class-C amplifier. At this value of VA/W or 
Q, one-half of the stored energy in the LC circuit is absorbed 
by the antenna. If a lower value of Q is used, the storage 
power is insufficient to produce a sine (undistorted) wave 
output to the antenna and power will be wasted in radiation 
of harmonics. 

Too high a value of VA/W or Q will. result in excessive 


circulating r-f current loss in the LC circuit and lowered 


output to the antenna. 


Harmonic Radia- 
tion vs. Q 


Opinions vary as to the optimum value 


problem seems to indicate that a value of 

12 is suitable for most amateur or commercial c.w. or FM 
transmitters. A value of 15 to 20 will result in less harmonic 
radiation at the expense of a little additional heat power loss 
in the tank or LC circuit, and will give improved operation 
for AM radiotelephony. The charts shown have been calcu- 
lated for an operating value of Q = 12. For push-pull opera- 
tion only half the Q is required to give the same flywheel effect. 
The curves shown in Figure 21 indicate the sharp increase 


+450 V. 


of Q, but a careful analysis of the whole . 


_ transmitters. 
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HARMONIC OUTPUT PLOTTED AGAINST TANK — 
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in harmonic output into the antenna circuit for low values of 


Q. The curve for the second harmonic rises nearly vertically ae 


for Q values of less than 10. The third harmonic is not 
seriously large for values of Q over 4 or 5. These curves 
show that push-pull amplifiers may be operated at lower 


values of Q, since the second harmonic is cancelled to a large — 


extent if there is no capacitive or unbalanced coupling gels 
the tank circuit and the antenna feeder system. 


Effect of Load- 
ing on Q ‘sistance in series with the capacitance and 
inductance. This series resistance is very 


low for a low-loss coil not loaded by an antenna circuit. The 


value of Q may be from 100 to 600 under these conditions. 
Coupling an antenna circuit has the effect of increasing the 


The Q of a circuit depends upon the re-_ 


series resistance, though in this case the power is consumed — 


as useful radiation by ‘the antenna. Mathematically, the 
antenna increases the value of R in the expression Q = oL/R 
where L is the coil inductance and w is the term ie f being 
in cycles per second. 


The coupling from the final tank circuit to the antenna 
of antenna transmission line can be varied to obtain values — 


of Q from perhaps 3 at maximum coupling to a value of Q 
equal to the unloaded Q of the circuit at zero antenna coupling. 
This value of unloaded Q can be as high as 500 or 600, as 


“mentioned in the preceding paragraph. However, the value —~ 


of Q = 12 for c.w. or FM (or Q = 15 to 20 for AM phone) — 


will not be obtained at values of normal d-c plate current in 


the Class C amplifier stage unless the C-to-L ratio in the 


tank circuit is correct for. that frequency of operation. 
The capacitance values of G:, G:, and C; shown in Figures 


22, 23, and 24 are for the total capacitance across the tank 51 


inductor. 


This value includes the tube interelectrode capaci- 


tances, distributed coil capacitance, wiring capacitances, one- = 
half the value of neutralizing capacitance (if used), in addi- 


tion to the actual plate tuning capacitor capacitance. 


circuit. 


If a 
split-stator plate tuning capacitor is used, the effective capaci- 
tance is. equal approximately to one-half the value of each — 
section, since the two sections are in series across the tank — 
The value is actually slightly greater than one half — 


due to the mutual capacitance between the two sections which - 


exists without the presence of the stator of the capacitor. 


Total circuit stray capacitances may vary from perhaps 4 to 


30 pufd. for the variation in tubes commonly used in low- 


power and medium-power transmitters. 


Due to the unknowns involved in determining circuit stray 
capacitances it is sometimes more convenient to determine the 
value of L required for the proper circuit Q (by the method 
discussed in Section 4-12) and then to vary the tuned circuit — 
capacitance until resonance is reached. This method is most — 


frequently used in bearers proper circuit Q in commercial 
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Figure 25. 
CLASS Cc AMPLIFIER PLATE CIRCUIT ARRANGE- 
MENTS. 


The tubes in the push-pull circuit of Figure 24 work on a 
portion of each half cycle, so less storage or flywheel effect is 


needed theoretically, and a value of Q = 6 may be used instead. 


of Q = 12. However, for the sake of safety in insuring that 
harmonic radiation will be at a minimum, it is recommended 


that values of circuit Q of approximately 12 be used also in 


the case of push-pull amplifiers where harmonic radiation may 
cause interference to other services. ~ 

The values of Ry are easily calculated by dividing the d-c 
plate supply voltage by the total d-c plate current (expressed 
in amperes). Correct values of total tuning capacitance are 
shown in the charts for the different amateur bands. The 


shunt stray capacitance can be estimated closely enough for - 


all practical purposes. The coil inductance should then be 
chosen which will produce resonance at the desired frequency 
with the total calculated tuning capacitance. 

The capacitances shown are the minimum recommended 
values and they should be increased 50 per cent to 100 per 


.cent for modulated Class C amplifiers where economically 


feasible. The values shown in the charts are sufficient for 
c-w operation of Class C amplifiers. It is again emphasized 
that these values are total capacitances actoss the tank circuit, 
and should not be considered as the capacitance per section 
for a split-stator capacitor. If a split-stator capacitor is to be 
used, the per section capacitance should be twice that indicated 
by the charts shown on page 115. 


6-10 Tuning Capacitor Air Gap 

Plate-Spacing In determining capacitor ait gaps, the 
Requirements for peak r-f voltage impressed across the 
Various Circuits capacitor is the important item, since 


and Plate Voltages the experimental and practical curves 


of air gap versus peak volts may be 


- applied to any capacitor with polished plates having rounded 


Recommended Air gap (approx. 100% factor of safety) for the 
circuits of Figures 25A and 25C. Spacings should be multiplied by 
1.5 for some factor of safety with circuits of Figures 258 and 25D. 

~  —.C. PLATE _ PLATE 


VOLTAGE C.wW. 


750 


1250 
1500 
2000 
2500 
3000 
3500 


- plifier, the instantaneous voltage across the tube varies from 


- without load when ee near normal d-c plate voltage 


Typical peak becakinee cae for corres ne 


edges. 
‘These values can be used i 


air gaps are listed in the table. 


‘any circuit. The problem is to find the peak rf fos in 


each case; this can be done quite easily. 
The instantaneous r-f voltage in the plate circuit t of a Class 
C amplifier tube varies from nearly zero to nearly twice the | 
d-c plate voltage. If the d-c voltage is being 100 per cent 
modulated by an audio voltage, the r-f peaks will reach nearly 
four times the d-c voltage. The circuits shown in Figures — 
25B and 25D require a tuning capacitor with plate Spacing © 
which will have an r-f peak breakdown rating at least equal — 
to 2 times or 4 times the d-c plate voltage for c-w and ee uiGoe 
modulated amplifiers respectively. ee 
It is possible to reduce the air gap to one-half by connect- - ee 
ing the amplifier so that the d-c plate voltage does not appear — 
across the tuning capacitor. This is done in Figures 25A and 
25C. These circuits should always be used in preference to 
those of Figures 25B and 25D since the tuning capacitor 1S 
only about one-fourth as. large physically for the same a pee 
tance and is less expensive. Pe 
For a Class B linear, Class C gidnodatel of Cw am = > 


x) iv 
WEN 


nearly zero up to twice Ey. The r-f voltage is an a-c voltage 
varying from zero to a positive and then to a negative maxi- 
mum over each cycle. The fixed (mica) capacitor CG, in Figure 
25A and C, in Figure 25C insulates the rotor from d.c. and — 4 


allows us to subtract the d-c voltage value from the tube peak — 


r-f voltage value in calculating the breakdown hc to Poe 
expected. ; 
These rules apply to a loaded amplifier or buffer stage. If 
either is operated without an 1-f load, the peak voltages may 
be greater. For this reason no amplifier should be pepe 


is applied. ; 
A factor of safety in the air-gap rating should be applied Z 
to insure freedom from r-f flashover. This is especially true — 
when using the circuits of 25B and 25D; in these circuits the ; 
plate supply is shorted when a flash-over occurs. Knowing the 
peak r-f voltage, an air gap should be chosen which will be 
about 100 per cent greater than the breakdown rating. The air 
gaps listed will break down at the approximate peak voltages 2 
in the table. If the circuits are of the form shown in 25B. and = 
25D, the peak voltages across the Capacitors will be Bre B 
twice as high, and twice as large an air gap is needed. The fixed — 
capacitors, usually of the mica type, shown in Figures 25A and — 
25C must be rated to withstand the d-c plate voltage plus any 
audio voltage. This capacitor should be rated at a d-c working 
voltage of at least twice the d-c plate supply in a plate modu- — 
lated amplifier, and at least equal to the d-c supply in any other — 
type of r-f amplifier. See also Figure 9D and accompanying — 
text for further data on how to get the rotor to folios the 
modulated plate voltage. ; ; ae 


BREAKDOWN RATINGS OF COMMON PLATE SPACINGS 


AIR-GAP PEAK VOLTAGE 
1M INCHES ‘ 


Figure 26. 
‘PARASITIC SUPPRESSOR. 
Showing the use of a parasitic suppressor in series with one grid 
of a pair of paralleled tubes. In a@ push-pull amplifier which 
develops parasitics, the parasitic suppressor can be connected in 
series with the lead from the grid tank circuit to the grid of one 
of the tubes. 


Push-Pull 
niooes 


The circuits of Figures 25C and 25D apply with- 
out any change in calculations to push-pull am- 
plifiers. Only one tube is supplying power to the 
tuned circuit at any given instant, each one driving a part of 
each half cycle. The different value of Q ‘and increased power 
output increase the peak voltages slightly, but, for all practical 
purposes, the same calculation rules may be employed. 

These rules apply to any form of r-f amplifier, with a rec- 
ommended factor of safety of 100 per cent to prevent flashover 
in the capacitor. This as sufficient for operation into normal 


~ loads at all times, providing there are no parasitic oscillations 
_ present. The latter sometimes cause flashover across air gaps 


which should ordinarily stand several times the normal peak 
2 voltages. This is especially true of low-frequency parasitics. 

The actual peak voltage values of a stable, loaded r-f ampli- 
ey actually are a little less than the calculations indicate, 
which gives: an additional factor of safety 1 in the design. 


6-11 Parasitic Oscillation in R-F Amplifiers 


< Parasitics (as distinguished from self-oscillation on the nor- 


mal tuned frequency of the amplifier) are undesirable oscilla- 
tions either of very high or very low frequencies which may 
occur in radio-frequency amplifiers. 

They may cause spurious signals (which are often rough in 
tone) other than normal harmonics, hash on each side of a 
modulated carrier, key clicks, voltage breakdown or flashover, 
instability or inefficiency, and shortened life or failure of the 
tubes. They may be damped and stop by themselves after key- 
ing or on modulation cycles, or they may be undamped and 
build up during ordinary unmodulated transmission, continu- 
ing if the excitation is removed. They may result from series 


or parallel resonant circuits of all types. Due to the neutraliz- - 


ing lead length or the nature of most parasitic circuits, the am- 
plifier usually is not neutralized for the parasitic frequency. 
Sometimes the fact that the plate supply is keyed obscures 


parasitic oscillations that might be very severe if the plate 


voltage were left on and only the excitation removed. 

In some cases, an all-wave receiver will prove helpful in 
finding out if the amplifier is without spurious oscillations, but 
it may be necessary to check from one meter on up, to be per- 
fectly sure. A normal harmonic is weaker than the fundamental 


but of good tone; a strong harmonic or a rough note at any 


frequency generally indicates a parasitic. 


One type of unwanted oscillation often 
occurs in shunt-fed circuits in which the 
grid and plate chokes resonate, coupled 


Low-Frequency 
Parasitics _ 


through the tube’s inter-electrode capacitance. It also can 


happen with series feed. This oscillation is generally at a much 
lower frequency than the desired one and causes additional 


carriers to appear, spaced from perhaps twenty to a few hun-- 


dred kilocycles on either side of the main wave. One cure is*to 


. Tapped. 


Figure 27. 


GRID LEAK BIASED STAGE. 
Showing how a resistor may be connected in series with the grid 
return lead to obtain bias due to the flow of rectified grid cur- 
rent through the resistor. 


change the type of feed in either the grid or plate circuit or to 
eliminate one choke. Another is to use much less inductance 
in the grid choke than in the plate choke, or to replace the grid 
choke by a wire-wound resistor if the grid is series fed. In a 
Class C stage with grid-leak bias, no r-f choke is required if 
the bias is series fed. _ 

This type of parasitic may take place in push-pull circuits, 
in which case the tubes are effectively in parallel for the para- 
sitic and hence, the neutralization is not effective. The grids or 
plates can be connected together without affecting the unde- 
sired oscillation; this is a simple test for this type of parasitic. 
Parallel Tubes A very-high-frequency inter-tube oscillation 
often occurs when tubes are operated in 
parallel. Non-inductive damping resistors or manufactured 
parasitic suppressors in the grid circuit, or short inter-connect- 
ing grid leads, together with small plate choke coils, will prove. 
helpful. 


When capacitance coupling is used between 
stages, particularly when one of the stages is 
tapped down from the end of the coil, addi- 
tional parasitic circuits are formed because of the multiple 
resonant effects of this complex circuit. Inductive or link 
coupling permits making adjustments without forming these 
undesired circuits. A capacitor tapped across only part of an 
inductance, for bandspread tuning or capacitance loading, also 
can give rise to parasitics. 


Inductances 


It might be thought that screen-grid, pentode, 
and beam-tetrode tubes would help to mini- 
mize parasitic circuits by requiring no neu- 
tralization, but their high gain usually aggravates parasitic 
oscillations. Furthermore, the bypass circuit from the additional 
elements to the filament must be short and effective, particu- 
larly at the higher frequencies, to prevent undesired internal 
coupling. At very high frequencies, a certain critical value of 
screen bypass capacitor may improve the internal shielding 
without causing a new parasitic oscillation. The capacitance 
should be such as to series resonate the screen lead inductance 
at the operating frequency of the amplifier. A blocking (relaxa- 
tion) effect may occur if the screen is fed through a series 
resistor. Also, the screen circuit can act as the plate in a tuned- 
grid tuned-plate oscillation that can be detuned or damped at 
the control grid terminal. 


Multi-Element 
Tubes 


Crystal oscillators are seldam suspected of 
parasitic oscillation troubles, but are often 
guilty. The same remedial measures as recommended for am- 
plifiers should be employed. 


Crystal Stages 


The most common type of parasitic is of the 
u.h.f. type, which fortunately can usually be 
dampened by inserting a parasitic suppressor of 


Parasitic 
Suppressors 


: Figure 28. 
_ COMBINATION GRID LEAK AND BATTERY BIAS. 
A battery may be added to the arrangement of Figure 27 to 
provide failure. 


protection in case of excitation 


the type illustrated in Figure 26 in the grid lead, or in one grid 
lead of either a push-pull or parallel tube amplifier. 


Chasing 
Porasitics tion to the subject of parasitic oscillations. How- 

ever, in order to insure that an amplifier is oper- 
ating in a perfectly stable manner without any tendency toward 
parasitics, and also to eliminate any parasitics should they 
occur, it is wise to follow an orderly and set procedure. Such 
a procedure is discussed in detail i in Chapter 10, Transmitter 
1d abage Ge 


6-12 Grid Bias 

Radio-frequency amplifiers require some form of grid bias 
for proper operation. Practically all 1-f amplifiers operate in 
such a manner that plate current flows in the form of short, 
peaked impulses which have a duration of only a fraction of 
an r-f cycle. To accomplish this, the grid bias is-at least suffi- 
cient to cut off the plate current, and in very high efficiency 
Class C amplifiers this bias may be many times the cutoff 
value. Cutoff bias, it will be recalled, is that value of grid 
voltage which will reduce the plate current to zero at the plate 
voltage employed. The method for calculating it has been in- 


dicated previously. This theoretical value of cutoff will not 


reduce the plate current completely to zero, due to the vari- 
able-» tendency or “knee” which is characteristic of all tubes 
as the cutoff point is approached. This factor, however, is of 
no importance in practical applications. 


Class C Bias Radiophone Class C amplifiers should be oper- 
ated with the grid bias adjusted to values 
between two and three times cutoff at norma! values of d-c grid 
current, to permit linear operation (necessary when the stage 
is plate-modulated). C-w telegraph transmitters can be oper- 
ated with bias as low as cutoff, if only limited excitation is 
available and moderate plate efficiency is satisfactory. In a 
c-w transmitter, the bias supply or resistor should be adjusted 
to the point which will allow normal grid current to flow for 
the particular amount of grid driving r-f power available. This 
form of adjustment will allow more output from the under- 
excited r-f amplifier than when higher bias is used with corre- 
sponding lower values of grid current. 


A resistor can be connected in the grid cir- 
cuit of an r-f amplifier to provide grid-leak 
bias. This resistor, R: in Figure 27, is part of the d-c path in 
the grid circuit. 


Grid-Leak Bios 


The r-f excitation applied to the grid circuit of the tube 


causes a pulsating direct current to flow through the bias sup- 
ply lead, due to the rectifying action of the grid, and any 
current flowing through R, produces a voltage drop across that 
resistor. The grid of the tube is positive for a short duration of 


each r-f cycle, and draws electrons from the filament or cathode. 


of the tube during that time. These electrons complete. the 
circuit through the d-c grid return. 


Generation of R-F Energy 


The preceding paragraphs give a short introduc- 


modulation. 


_ require this bias source in addition to the grid leak, since their 


+ Separate Bias 
_ Supply 


Ls 


Figure 29. 
CATHODE OR 
a a 


The voltage drop across the resistance in ie grid retur 
provides a negative bias for the grid. The 1-f chokes in Figures: 
27, 28, 29 and 30 prevent the r-f excitation from flowing — 
through the bias supply, or from being short-circuited to 
ground. The bypass capacitor across the bias source proper is 


for the purpose of providing a low impedance path for the 
small amount of stray r-f energy which ae — the rf 


Grid-leak bias automatically adjusts itself over faite e. 
variations of r-f excitation. The value of grid-leak resistance 
should be such that normal values of grid current will flow at 
the maximum available amount of r-f excitation. Grid-leak 
bias cannot be used for grid-modulated or. linear amplifiers in 
which the average d-c ea current is ame: vayE with 


Safety Bies Grid-leak bias alone “provides | ‘no preeceege aah 
against excessive plate current in case of failure = 
of the source of r-f grid excitation. A C-battery or C-bias : sup- S 
ply can be connected in series with the grid leak, as shown in 
Figure 28. This fixed “protective” bias will ‘protect the tube in 
the event of failure of grid excitation. “Zero-bias” tubes do | not 


plate current will drop to a a safe value when the excita is 
_ removed. ve a 


Cathode Bias A resistor can Phe connected in series. wick the 

cathode or center-tapped filament lead of an 
guiphies to secure automatic bias. The plate current flow: 
through this resistor, then back to the cathode or filament, and 
the voltage drop across the resistor can be applied to the grid” 
circuit by connecting the grid bias lead to the grounded 
power supply end of the resistor R, as shown in Figure 29 
The grounded (B-minus) end of the cathode resistor is see : 


low- or medium-y tubes. : 
_ Oftentimes just enough cathode bias is ane in 


leak. 


Figure ates = ae 
CAPACITIVE INTERSTAGE COUPLING ~ 
. ‘This is the simplest form of interstage coupling. 


Figure 32. 
BALANCED CAPACITIVE COUPLING. 
This type of capacitive interstage coupling helps to equalize the 
capacities across the two sides of the driver tank circuit. 


oe Sa gives very soot eohtaee regulation and is sat- 
i for grid-modulated or linear amplifiers, which operate 


cat low grid current. In the case of Class C amplifiers which 


operate. with high grid current, battery bias is not very satis- 
factory. This direct current has a charging effect on the dry 


_ batteries; after a few months of service the cells will become _ 


_ unstable, bloated, and noisy. — 
_A separate a-c operated power supply can be used as a sub- 
= “stitute for dry batteries. The bleeder resistance across the out- 


_ put of the filter can be made sufficiently low in value that the — 


end current of the amplifier will not appreciably change the 

- amount of negative grid-bias voltage. Alternately, a: voltage 

regulated grid-bias supply as described in Chapter 25 and 

illustrated in several of the equipments shown in Chapter 26 

: : can be used. This type of bias supply is used in Class B audio 

~ and Class’B r-f linear amplifier service where the voltage regu- 

Pia: in the C-bias supply is important. For a Class C ampli- 

_ fier, regulation is not so important, and an economical design 

= of components in the power supply, therefore, can be utilized. 

In this case, the bias voltage must be adjusted with normal 

= grid current flowing, as the grid current will raise the bias 

considerably when it is — through the rn bleeder 
resistance. 


6-13 eed " Tateomese Coupling 
_ Energy is usually coupled from one circuit of a transmitter 


saat link coupling. The latter is a special form of inductive 
coupling. The choice of a coupling method depends upon the 
eerie 6 which LL hee 


Copecitive Sees. - Capacitive caning between an ampli- 
= fier or doubler circuit and a preceding 
driver Saget is shown in Figure 31. 

__ The coupling capacitor, C, isolates the d- -C -plate supply from 
the next grid and provides a low impedance path for the r-f 
energy between the tube being driven and the driver tube. This 
_ method of coupling is simple and economical for low-power 
amplifier or exciter stages, but has certain disadvantages, par- 

_ ticularly for high frequency stages. The grid leads in an am- 
_ ~plifier should be as short as possible, but this is difficult to 
attain in the physical arrangement of a- high-power amplifier 
with 1 respect toa ey upled driver stage. 


Picudventoses of The rf choke in series with the C-bias 
Ss Coupling: 
__ high impedance to the r-f circuit, and 

: anes i is. “difficult to obtain when the transmitter is operated on 
ae several harmonically related bands. Another disadvantage of 
Capacitive coupling is the difficulty of adjusting the load on the 

_ driver ‘stage. Impedance adjustment can be accomplished by 
_ tapping the coupling lead a part of the way down on the plate 
4 coil of the tuned ‘stage of the driver circuit, but often when 
done a parasitic oscillation tendency becomes ssc trou- 
and is ge to eiemnnate, 


i 


into another either by capacitive coupling, inductive coupling, . 


supply lead must offer an extremely — 


_ Capacitive coupling places the grid-to-filament capacitance 
of the driven tube directly across the driver tuned circuit, 
which sometimes makes the r-f amplifier difficult to neutralize 
because the additional driver stage circuit capacitances are 
connected into the grid circuit. Difficulties from this source 
can be partially eliminated by using a center-tapped or split- 
‘stator tank circuit in the plate of the driver stage, and coupling 
capacitively to the opposite end from the plate. This method 
places. the plate-to-filament capacitance of the driver across 
one-half of the tank and the grid-to-filament capacitance of the 
following stage across the other half. This type of coupling is 
shown in Figure 32. 

Capacitive coupling can be used to advantage in reducing 
the total number of tuned circuits in a transmitter so as to 


conserve space and cost. It also can be used to advantage be- 


tween stages for driving beam tetrode or pentode amplifier or 
doubler stages. These tubes require relatively small amounts 
of grid excitation, and a reduction in driving efficiency is not 
so important. 
Inductive Coupling Inductive coupling (Figure 33) consists 
of two coils electromagnetically cou- 
pled to each other. The degree of coupling is controlled by 
varying the mutual inductance of the two coils, which is 
accomplished by changing the spacing between the coils. 
Inductive coupling is used extensively for coupling r-f 
amplifiers in radio receivers. However, the mechanical prob- _ 
lems involved in adjusting the degree of coupling as is usually 
required in a transmitter limit its usefulness in transmitters. 
Either the primary or the secondary or both coils may be tuned. 


If the grid tuning capacitor of Figure 33 is removed 
and the coupling increased to the maximum- prac- 
ticable value by interwinding the turns of the two 
coils, the circuit in so far as r-f is concerned acts like that of 
Figure 31, in which one tank serves both as plate tank for 
the driver and grid tank for the driven stage. The interwound 
grid winding serves simply to isolate the d-c plate voltage of 
the driver from the grid of the driven stage, and to provide a 
return for d-c grid current. This type of coupling, illustrated 


Unity 
Coupling 


in Figure 34, is commonly known as “unity coupling” 


Because of the high mutual inductance, both primary and 
secondary are resonated by the one tuning capacitor. 


Link Coupling A special form of inductive coupling which 


is widely employed in radio transmitter cir- 
cuits is known as link coupling. A low impedance r-f trans- 
mission line couples the two tuned circuits together. Each end 
of the line is terminated in one or more turns of wire, or loops, 
wound around the coils which are being coupled together. 
These loops should be coupled to each tuned circuit at the 
point of zero r-f potential, or nodal point. A ground connection 
to one side of the link is used in special cases where harmonic 
elimination is important, or where capacitive coupling between 


_ two circuits must be minimized. 


110 


Figure 33. 
INDUCTIVE INTERSTAGE COUPLING. 


Figure 34. 


“UNITY” INDUCTIVE COUPLING. - ee 
Because of the high mutual inductance, the one tuning copease: : 


resonates both circuits. 


Typical link coupled circuits are shown in Figures 35 and 
36. Some of the advantages of link coupling are the following: 
(1) It eliminates coupling taps on tuned circuits. 

(2) It permits the use of series power supply connections in 
both tuned grid and tuned plate circuits, and thereby 
eliminates the need of r-f chokes. 

(3) It allows separation between transmitter stages without 
appreciable r-f losses or stray chassis currents. 


(4) It reduces capacitive coupling and thereby makes neu- 


tralization more easily attainable in t-f amplifiers. 

(5) It provides semi-automatic impedance matching between 
plate and grid tuned circuits, with the result that greater 
grid drive can be obtained in comparison to capacitive 
coupling. 

(6) It effectively reduces spurious radiations. 

The link-coupling line and loops can be made of no. 18 
push-back wire for coupling between low-power stages. For 
coupling between higher powered stages the 150-ohm twin- 
lead transmission line is quite effective and has very low loss. 
Fither the 300-ohm or 75-ohm line can also be used if the 
150-ohm type is not available, but the 150-ohm line is the most 
convenient mechanically and electrically for most applications. 
Coaxial transmission line or open-wire lines can also be used 
between high-powered amplifier stages. 


6-14 Radio-Frequency Chokes 


Radio-frequency chokes are connected in circuits for the 
purpose of preventing r-f energy from being short-circuited 
or escaping into power supply circuits. They consist of induct- 
ances wound with a large number of turns, either in the form 
of a solenoid, a series of solenoids, a single universal pie 
winding, or a series of pie windings. These inductors are de- 
signed to have as much inductance and as little distributed or 
shunt capacitance as possible. The unavoidable small amount 
of distributed capacitance resonates the inductance, and this 
frequency normally should be much lower than the frequency 
at which the transmitter or receiver circuit is operating. R-f 
chokes for operation on several bands must be designed care- 
fully so that the impedance of the choke will be extremely 
high (several hundred thousand ohms) in each of the bands. 


The direct current which flows through the r-f choke largely 


determines the size of wire to be used in the winding. The in- 
ductance of r-f chokes for very short wave-lengths is much less 
than for chokes designed for broadcast and ordinary short- 


wave operation. A very high inductance r-f choke has more 


distributed capacitance than a smaller one, with the result that 
it will actually offer /ess impedance at very high frequencies. 
Another consideration, just as important as the amount of 


d.c. the winding will carry, is the r-f voltage which may be — 


placed across the choke without its breaking down. This is a 
function of insulation, turn spacing, frequency, number and 


_ spacing of pies and other factors. 


Some chokes which are designed to have a high impedance 
over a very wide range of frequency are, in effect, really two 


chokes; a u-h-f choke in series with a high-frequency choke. A~ 


choke of this type is polarized; that is, it is important that the 


correct end of the combination choke be connected to the “hot” — 


side of the circuit. 


Shunt and 


Series Feed made either by series or parallel feed systems. 


Simplified forms of each are shown in Figures 


37 and 38. 
Series feed can be defined as that in which the d-c conneedam 


is made to the grid or plate circuits at a point of very low r-f _ 
potential. Shunt feed always is made to a point of high r-f 


voltage and always requires a high impedance r-f choke or 
resistance to prevent waste of r-f power. © 


6-15. Parallel and Push-Pull Tube Circuits 


The comparative r-f power output from parallel or push- 
pull operated amplifiers is the same if proper impedance 
matching is accomplished, if sufficient grid excitation is avail- 


able in both cases, and if the frequency of measurement is | 


considerably lower than the frequency limit of the tubes. 
Parallel Operation 
advantages in transmitters designed for 


operation below 10 Mc. Only one neutralizing capacitor is 
required for parallel operation, as against two for push-pull. — 
Above about 10 Mc., depending upon the tube type, parallel 
tube operation is ordinarily not recommended with triode — 


“4oT™ “HOT” 


— BIAS : FIL. 


+SCREEN +H.V. 
Figure 35. 
LINK COUPLED CIRCUIT. 


Showind link coupling into and out of a single-ended beam- 
tetrode amplifier stage. The coupling links should be placed at 
the “cold” or low-potential ends of the grid and plate coils. 


TAPS AT CENTER 
“COLD? 


= 


+B -¢ = 
Figure 36. — 
PUSH- PULL LINK COUPLING. ; 
When link coupling is used between push-pull stages or between 
“split” tank circuits, the coupling loops are placed at the center 
- of the coils, 


Direct-current grid and plate connections are 


Operating tubes in parallel has some | 


"ILLUSTRATING i teeny AND SERIES PLATE FEED. 


SHUNT BIAS FEED SERIES BIAS FEED 


Figure 38. 
ILLUSTRATING SHUNT AND SERIES BIAS FEED. 


tubes. However, grounded-prid amplifiers and stages using 
as _low-C beam-tetrodes can often be used with excellent results 
se wes into the v-h-£ range. 
The push-pull connection provides a 
well-balanced circuit insofar as miscel- _ 
= aneiur’ capacitances are concerned; in addition, the circuit can 
_ be neutralized more completely, especially in high-frequency 
amplifiers. The L/C ratio in a push-pull amplifier can be 
made higher than in a plate-neutralized parallel-tube operated 
o __ amplifier. Push-pull amplifiers, when perfectly balanced, have 
_ less second-harmonic output than parallel or single-tube ampli- 
. ee fiers, but in ptactice undesired capacitive coupling and circuit 
care unbalance partly offset the theoretical harmonic-reducing ad- 
ee vantages of push-pull r-f circuits. 


es 6-16 ‘Special Considerations i in U-H-F 
ee and V-H-F Transmitters 
=. ee the. v- h-f and u-h-f range, simple but well constructed 
stabilized oscillators are satisfactory for c.w. Such an oscillator 
can also be used for AM phone on the 144-148 Mc. band and 
- above. Coaxial-line stabilized oscillator circuits are illustrated 
im Figures 39 and 41, and parallel-rod line-stabilized oscillator 
; _ circuits are pinstrated: in Figures 40 and 43. 


os "Push. Pal Operation 


hee Line-Controlled In oscillators, it is highly important to have © 
Bice Vivnemate a lightly loaded, high-Q circuit to control 


: . the frequency. Such circuits can substan-— 
tially ‘reduce hum, drift, and frequency modulation. Partial 
Poe neutralization i is a help. A concentric line (when not used with 


“iss “(ay Concastric Hactuned: grid, coil-tuned-plate oscillator. 


1 


a poor loading capacitor) with loose coupling to the grid of | 
the oscillator tube will turn out a good job in a single-ended 
or push-pull circuit. More commonly, parallel rods are used 
in push-pull circuits, particularly in plate circuits; if they have 
a large diameter, remarkably good stability can be obtained. 
Due to the appreciable length of cathode leads in terms of 
wavelength at ultra-high frequencies, push-pull transmitters 
sometimes become inoperative or unusually inefficient as the 
frequency is raised. A section of small-size transmission line 
electrically a half wavelength long can be used to interconnect 
filaments and place them at ground potential, as indicated by 
Figure 42. The shorting bar can be moved to the position 
where output is greatest or, in some cases, to the only place 


where oscillation will occur. This application of resonant lines 


should not be confused with the tuned-plate tuned-grid circuit 
in which the grid line is moved around to the filament and 


_ adjusted to provide the reactance common to grid and plate 


Figure 39. 


Sere TYPICAL COAXIAL LINE CONTROLLED OSCILLATOR CIRCUITS. 

(B) Cathode-above-ground type oscillator circuit with concentric line. 
seh rari oscillator circuit without tap on line, eee stability can be increased by tapping the grid down. (D) parece 
cillat 


circuits necessary to maintain oscillation. 

Neutralizing capacitors are often used on u-h-f oscillators, 
being adjusted on either side of true neutralization, in order to 
control the amount of feedback and to reduce the effect of tube 
and plate circuit variations upon the frequency-controlling 
grid circuit. 

Two-band operation in oscillators using parallel rods can 
be arranged conveniently by shorting the open end of the grid 
control line with a second shorting bar, and readjusting the 
plate circuit. The resulting half wavelength grid line is loaded 
by the tube input capacitance, making it desirable to slide the 
grid taps down farther, and requiring a very much shortened 
line. For instance, a quarter wavelength grid line on 145 Mc. 


' Figure 40. 


SIMPLIFIED SCHEMATIC OF SINGLE TUBE OSCIL- 
LATOR USING RESONANT LINE WITH PARALLEL 
CONDUCTORS. 


Tubes with an amplification factor of more than 10 are not well 

suited for use in this circuit. The blocking capacitor serves as a 

shorting bar when frequency adjustment is required. The 

amount of feedback can be controlled over certain fimits by 
varying the bias resistor or bias voltage. 


may be 15 or more inches long, whereas a loaded half wave-. 
length line on 235 Mc. may turn out to be only 9 inches, - 


making it necessary to slide the upper or second shorting bar 
down from the former open end of the line. 


The range of oscillation in ordinary circuits 
is limited by. the time required for electrons 
to travel from cathode to anode. This transit 
time is negligible at low frequencies, but becomes an important 
factor above 100 Mc. With ordinary tubes, oscillation can be 
secured above the normal upper frequency limit by means of 
electron-orbit oscillators, in which the grid is made positive 
and the plate is kept at zero or slightly negative potential. 
Oscillation can often be obtained on frequencies well above 
500 Mc. 


Electron-Orbit 
Oscillator 


Although acorn-tube 6F4 can be used as an 
oscillator in properly designed linear-tank 
circuits up to about 1200 Mc. and the “‘light- 
house type ot tube can be used as an oscillator in appropriate 
circuits up to about 3500 Mc., it is more common to use mag- 
netrons as high-power oscillators and klystrons as low-power 
oscillators in the frequency range above approximately 700 Mc. 
The operation of klystron and magnetron tubes has been de- 
scribed in Chapter 3. 


Kfystrons and 
Magnetrons 


U-H-F Amplifiers | Master oscillators can be built to drive 
modulated amplifiers with adequate fre- 
quency stability in the u-h-f range. Where highly stable trans- 
mission is desired, however, the tendency in design is to use a 
crystal or electron-coupled oscillator at a lower frequency, fol- 


lowed by frequency multipliers. This arrangement provides 


+8 =B 
OPTIONAL TUNING =c 
/CGNDENSER 
tee 7 
BPS . 
aie 


LENGTH OF INNER CONDUCTOR 
TO BE VARIED TO CHANGE FREQUENCY 


TO ANTENNA 
Figure 41. 

COAXIAL PIPE OSCILLATOR USING SINGLE TANK 
CIRCUIT. 


The frequency can be varied either by the éptionad tuning 
capacitor shown or by varying the length of the inner conduc- 
tor of the concentric fine. 


Figure 42. 
Arrangement for using shortened '/2-wave line in filament circuit 
to put both filaments ot exact ground potential. : E 


good stability under modulation, but may drift in frequency — 


more with heating than will a well designed transmission-line- 
controlled u-h-f oscillator. — 

Single-ended oscillator and aniter stages are often used, 
but there is reason to prefer push-pull circuits in order to re- 
duce tube capacitance across resonant circuits, to obtain bal- 


- anced atrangements, and to reduce the importance of se 


cathode leads. 

The driving power required by an ovale fibe: can be 
high if there are leads of any appreciable length from the grid 
or plate to any tuning capacitor other than one used as a short- 


ing bar on a pair of rods, or if the capacitor has a long induc- _ 


tive path through its frame. The returns from these circuits 


to the cathode are important, especially in single-ended stages. 


Lead inductance can be reduced by using copper ribbon or 
tubing for connections, instead of smaller wire. 

Frequency doublers have been used to 240 Mc. Push-pull 
triplers, especially when some regeneration is permitted by 
using a dual frequency grid circuit or a tuned cathode circuit, 


are highly Satistactory even above 300 Mc. when suitable tubes 


are used. 


Both in receivers and transmitters, regeneration or oscilla- 


tion often results from the use of cathode bias, not adequately 
by-passed for u.h.f. Ordinary by-pass capacitors have consid- 
erable inductance in them which combined with their capaci- 
tance may place a sizable reactance in common with the grid 
and plate returns. Small silvered mica capacitors have some- 
times proved better than units of average size and higher 
capacitance. Special u-h-f sockets with built-in by-pass cepa 
tors can be used to advantage above 200 Mc. 


The 829-B and 832-A push-pull transmitting beam power 


types will give full rated c-w output as amplifiers at 200 Mc. 


Type 815 will give 90% of normal output at 145 Mc., “the 


2E26 will give 83% of normal output at this frequency, and j 


the 4-125A/4D21 beam tetrode will give about 60% of normal 


output at 240 Mc. Type 826 transmitting triode will give 80% 


of normal rated output at 300 Mc., while type 8012 u-h-f : 


transmitting triode will give full output at 500 Mc. . 


- Practical physical layout for pith pall oscillator using resonant 
lines In filament, grid, and: plate circuits. eee 


Amplitude Modulation 


4 


IF THE output of a good radiotelegraph transmitter is by 


some means varied in amplitude* at an audio frequency rate, 
q 


instead of interrupted in accordance with code characters, a 
tone will be heard on a receiver tuned to the signal. If the 
audio tone is replaced with a band of audio frequencies com- 
pfising voice or music intelligence, then the voice or music 
which is superimposed on the radio frequency carrier will be 
heard on the receiver. 

When voice, music, video, or other intelligence is superim- 


__ posed on a radio frequency carrier by means of a correspond- 


ing variation in the amplitude of the radio frequency output 
of a transmitter, amplitude modulation is the result. C-w key- 
ing of a telegraph transmitter is the simplest form of ampli- 
tude modulation, while video modulation in a television trans- 
mitter represents a highly complex form. Systems for modu- 
lating the amplitude of a carrier envelope in accordance with 

voice, music, or similar types of complicated waveforms are 
many and varied, and will be discussed fater on in this chapter. 
‘Sidebands Modulation is essentially a form of mixing, al- 
: ready covered in a previous chapter. To transmit 
voice at radio frequencies by means of amplitude modulation, 
the voice frequencies are mixed with a radio frequency carrier 
so that the voice frequencies are converted to radio frequency 
side-bands. Though it may be difficult to visualize, the ampli- 


tude of the radio frequency carrier does not vary during modu-— 


lation. 

Even though the amplitude of radio frequency voltage rep- 
resenting the composite signal (resultant of the carrier and 
sidebands, called the “‘envelope’’) will vary from zero to twice 
the unmodulated signal value during full modulation, the am- 
_ plitude of the carrier component does not vary. Also, so long 
as the amplitude of the modulating voltage does not vary, the 


_ *Because of its increasing use and importance, a separate chapter has been 

_ devoted to frequency modulation. It is felt, however, that a thorough | 

understanding of amplitude modulation is a prerequisite; therefore this 
raed should be reed before proceeding to FM. — 


4 and Keying 


amplitude of the sidebands will remain constant. For this to be 
apparent, however, it is mecessary to measure the amplitude of 
each component with a highly selective filter. Otherwise, the 
measured power or voltage will be a resultant of two of more 
_of the components, and the amplitude of the resultant will 
“vary at an audio rate. 

If a carrier frequency of 5000 kc. is modulated by a pure 
tone of 1000 cycles, or 1 kc., two sidebands are formed: one 
at 5001 kc. (the sum frequency) and one at 4999 kc. (the 
difference frequency). The frequency of each sideband is inde- 
pendent of the amplitude of the modulating tone, or modula- 
tion percentage; the frequency of each sideband is determined 
only by the frequency of the modulating tone. This assumes, 
of course, that the transmitter is not modulated in excess of its 
capability. 

When the modulating signal consists of multiple HL aca 
as is the case with voice or music modulation, two sidebands 


will be formed by each modulating frequency (one on each side 


of the carrier), and the radiated signal will consist of a band 
of frequencies. The band width, or space taken up in the fre- 
quency spectrum by an amplitude modulated signal, is equal 
to twice the highest modulating frequency. For-example, if the 
highest modulating frequency is 5000 cycles, then the signal 
(assuming modulation of complex and varying waveform) 
will occupy a band extending from 5000 cycles below the car- 
rier to 5000 cycles above the carrier. 

_Frequencies up to at least 2500 cycles, and preferably 3500 
cycles, are necessary for good speech intelligibility. If a filter 


‘iS incorporated in the audio system to cut out all frequencies 


above approximately 3000 cycles, the band width of a radio- 
telephone signal can be limited to 6 kc. without a significant 
loss in intelligibility. However, if harmonic distortion is intro- 
duced subsequent to the filter, as would happen in the case of 
an overloaded modulator or overmodulation of the carrier, new 
frequencies will be generated and the signal will occupy a band 
wider than 6 kc. 
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Figure }. 


MODULATION OF A CARRIER WAVE. 
The top drawing (A) represents a@ continuous carrier wave; (B) 
shows the audio signal ouput from the modulator. (C) shows the 
audio signa! impressed upon the carrier to the extent of 50 per 
cent modulation, and (BD) shows the carrier with 100 per cent 
moduation. These drawings illustrate the mechanics of ampii- 
tude modulation. 


Mechanics of 
Modulction 


A c-w of unmodulated r-f carrier wave is 
represented in Figure 1A. An audio frequency 


sine wave is represented by the curve of Fig-— 
ure 1B. When the two are combined or “mixed,” the carrier 


_ is said to be amplitude modulated, and a resultant similar to 

iC or 1D is obtained. It should be noted that under modula- 
tion, each half cycle of r-f voltage differs slightly from the 
preceding one and the following one; therefore at no time dur- 
ing modulation is the r-f waveform a pure sine wave. This is 
simply another way of saying that during modulation, the 
transmitted r-f energy no longer is confined to a single radio 
frequency. 

it will be noted that the average amplitude of the peak r-f 
voltage, or modulation envelope, is the same with or without 
modulation. This simply means that the modulation is sym- 
metrical, assuming a symmetrical (sine) modulating wave, and 


__that for distortionless modulation the upward modulation is 


| limited to a value of twice the unmodulated carrier wave am- 
_ plitude because the amplitude cannot go below zero on down- 


ward portions of the modulation cycle. Figure 1D illustrates 


the maximum obtainable distortionless modulation with a sine 
modulating wave, the r-f voltage at the peak of the r-f cycle 
varying from zero to twice the unmodulated value, and the 


r-f power varying from zero to four times the unmodulated\, 
\_ value (because the power varies as the square of the voltage). obtained by 100. 


While the average r-f voltage of the modulated wave over 
a modulation cycle is the same as for the unmodulated carrier, 
the average power increases with modulation. If the radio 
frequency power is integrated over the audio cycle, it will be 
found that with 100 per cent sine wave modulation the aver- 
age 1-f power has increased 50 per cent. This additional power 


is represented by the sidebands, because as previously men-— 


tioned, the carrier power does not vary under modulation. 
Thus, when a 100-watt carrier is modulated 100 per cent by a 
sine wave, the total r-f power is 150 watts; 100 watts in the 
Carrier and 25 watts in each oF nee two vo sidebands. 


| 


=~ The modulation factor of the positive peaks may be deter 


u The method of determining the percentage | modulation from. ‘the ; 


tube is linear with respect to ee the relative volta, 


_ deflections, as viewed on the screen, with a rule calibrat 


GRAPHICAL REPRESENTATION | OF MODULATED AND 
UNMODULATED CARRIER. tte 


voltage age indicated es described in the text. 


ye 


Modulation So long as the relative jeoboriien of the var 
Percentage ous sidebands making up voice modulation is 
maintained, the signal may be received and— 
detected without distortion. However, the higher the average 
amplitude of the sidebands, the greater the audio signal ‘pro- 
duced at the receiver. For this reason it is desirable to increase 
the modulation percentage, of degree of modulation, to the 
point where maximum peaks just hit 100 per cent. If the 
modulation percentage is increased so that the peaks exceed 
this. value, distortion is introduced, and. if carried very 
bad interference to signals on nearby canes will result. 
The amount i ane a carrier is ene 
modulated may be expressed either as a m 
ulation factor, vatying from zer 
maximum modulation, or as a percentage. The 
modulation is equal to 100 times the modulation { 
2A shows a catrier wave modulated by a sine-wave audio tone. 
A picture such as this might be seen on the screen of a cathode- 
ray oscilloscope with saw-tooth sweep on the horizontal plates — 
and the modulated carrier impressed on the vertical I plates. oe 
The same carrier without modulation would appear 
oscilloscope screen as Figure 2B. 
The percentage of modulation of the positive peaks a and t 
percentage of modulation of the negative peaks can be dete 
mined from two oscilloscope pictures such as shown. __ 


Modulanas 
Measurement 


“mined by the formula: 


i =o eae 
M> Ee 
The factor for negative pee may be determined from this 
formula: 
ys eae a 
MS See 


these various amplitudes may be determined by measur 


inches or centimeters. The percentage of modulation of 
carrier may be had by multplyiee the modulation facto th 


If the modulating voltage i is Saecal such as 4 S 
wave, and modulation is accomplished without the introdu 
tion of distortion, then the percentage modulation will be the 


age anédalaison when referred to Ln pee eS to. 
is an indication of the erease: of me hagcot and P 


The modulation capability of a 
_ transmitter is the maximum per- 
“centage to which that transmitter may be modulated before 
spurious sidebands are generated in the output or before the 
ean of the modulating waveform SSE objectionable. 


a. Modulotion Capability 


_ have on the negative peaks is 100 per teat” “The maximum | 
permissible modulation of many transmitters is less than 100 


per cent, especially on positive peaks. The modulation 
capability of a transmitter may be limited by flat tubes with | 
insufficient filament emission, by insufficient excitation or grid 
bias to a plate-modulated stage, too light loading of any type 
of amplifier carrying modulated r.f., insufficient power output 
[ capability in the modulator, or too pach excitation to a grid- | 
| modulated stage or a Class B linear amplifier. In any case, the 
FCC regulations specify that no transmitter be modulated in 


excess of its modulation capability. Hence, it is desirable to | 


make the modulation capability of a transmitter as near as 
possible to 100 per cent so that the carrier power may be used 
most effectively. 


The manner in which the human voice 
is produced by the vocal cords gives rise 
to a certain dissymmetry in the wave- 
form of voice sounds when they are picked up by a good- 
quality microphone. This is especially pronounced in the male 
_ voice, and more so on certain voiced sounds than on others. 
The result of this dissymmetry in the waveform is that the 
voltage peaks on one side of the average value of the wave 
will be considerably greater, often two or three times as great, 
as the voltage excursions on the other side of the zero axis. 
The.average value of energy on both sides of the wave is, of 
course, the same. 
The net result of this dissymmetry in the male voice wave- 
_ form is an optimum polarity of the modulating voltage that 
must be observed if maximum sideband energy is to be obtained 
without distortion or generation of “splatter” on adjacent 
channels. 


Speech Waveform 
Dissymmetry 


A double-pole double-throw “phase reversing” switch in the | 
- input or output leads of any transformer in the speech ampli- — 
fier system will permit poling the extended peaks in the direc- | 


_ tion of maximum modulation capability. The optimum polarity 
may be determined easily by listening on a selective receiver 
tuned to a frequency 30 to 50 kc. removed from the desired 
signal and adjusting the phase reversing switch to the position 


placed with wiring. 


SO Ee 
Hi 


lated waveform of a radiotelephone transmitter on an oscillo- 
scope. A portion of the carrier energy of the transmitter 
should be coupled by means of a link directly to the vertical 
plates of the ‘scope, and the horizontal sweep should be a 
sawtooth or similar wave (see the simple 3-inch oscilloscope 
_ described in Chapter 31) occurring ata rate of approximately 
30 to 70 sweeps per second. 
_ With the speech signal from the speech amplifier connected 
to the transmitter in one polarity it will be noticed that nega- 
tive-peak clipping—as indicated by bright “spots” in the 
center of the ‘scope pattern whenever the carrier amplitude 
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age modulation than with the speech signal being fed to the 
transmitter in the other polarity. When the input signal to 
_ the transmitter is polarized in such a manner that the “fingers” 
of the speech wave extend in the direction of positive modula- 
tion these fingers will be clipped either in the modulator or in 
the driver for the modulator tubes. 


* Beer ee 


which gives the least “splatter” when the transmitter is modu- | 
lated rather heavily. If desired, the switch then may be re- 


A more conclusive illustration of the lopsidedness of a 
speech waveform may be obtained by observing the modu-— 


goes to zero—will occur at a considerably lower level of aver-— 


as 


the modulation. 


The use of the proper polarity of the incoming speech 
wave in modulating a transmitter can afford an increase of 
approximately two to one in the amount of speech audio 
power which may be placed upon the carrier of an amplitude- 
modulated transmitter for the same amount of sideband 
splatter. Much more effective methods for the increasing of 
the amount of audio power on the carrier of an AM ‘phone 
transmitter are discussed in Section 7-4 at the end of this 
Chapter. 


Single-Sideband 


Transmission 


Because all of the intelligibility is con- 
‘tained in the sidebands on one side of the 
Cafrier, it is mot necessary to transmit 
sidebands on both sides of the carrier. Also, because the car- 
rier is simply a single radio frequency wave of unvarying 
amplitude, it is mot necessary to transmit the carrier if some 
means is provided. for inserting 4 locally generated carrier at 
the receiver. 

When the carrier is suppressed but both upper and lower 
sidebands are transmitted, it is mecessary to insert a locally 
generated carrier at the receiver of exactly the same frequency 
as the carrier which was suppressed. For this reason, sup- 
pressed-carrier double-sideband systems have no practical 
application. 

When the carrier is suppressed and only the upper or lower 


-sidebands are transmitted, a highly intelligible signal may be 


obtained at the receiver even though the locally generated 
carrier differs a few—cycles_from the frequency ofthe carrier 
which was suppressed at the transmitter. A communications 
system utilizing but one group of sidebands with carrier 
suppressed is known as a “‘‘single sideband” system, and such . 
systems are sometimes used for commercial point to point 
work, where rather elaborate equipment can be tolerated. The’ 
two chief advantages of the system are: (1) the effective power | 
gain which results from putting all the radiated power in in- | 
telligence carrying sideband frequencies instead of mostly into | 
radiated carrier; and (2) elimination of the selective fading | 
and distortion that normally occurs in a conventional double | 
sideband system when the carrier fades and the sidebands do 
not, consequently overmodulating the carrier, when there ts 
interference due to multiple path transmission. 

Because single-sideband equipment is complex and in limited 
use, the method whereby the carrier and one sideband are 
filtered out and a virtual carrier. ceinsetted at the receiver will 
not be treated. 


7-1 Systems of Amplitude Modulation 

There are many different systems and methods for amplitude 
modulating a carrier, but most may be grouped under two gen- 
eral classifications: variable efficiency systems in which the 
average input to the stage remains constant with and without 
modulation and the variations in the efficiency of the stage 
in accordance with the modulating voltage accomplish the 
modulation; and constant efficiency systems in which the input 
to the stage is varied by one means or another to accomplish 
The various systems under each classifica- 
tion have individual characteristics which make certain ones 
best suited to particular applications. 


Variable Efficiency 
Modulation 


Since the average input remains constant 
in a stage employing variable efficiency 
modulation, and since the average power 
output of the stage increases with modulation, the limiting 
factor in such an amplifier is the plate dissipation of the tubes 
in the stage when they are in the unmodulated condition. 
Hence, for the best relation between tube cost and power out- 
put the tubes employed should have as high a plate dissipa- 
tion rating per dollar as possible. 


- modulation cycle. 


_ the increased power output obtainable overbalances the addi- — 
_ tional excitation requirement. Actually, almost half as much 
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The plate efficiency in such an amplifier is doubled when. 
going from the _unmodulated ‘condition ‘to the peak “of. the 


Hence, the unmodulated efficiency of such 
an amplifier must always be less.than 45 per cent, since the 


maximum peak efficiency. obtainable in a conventional amplifier 


is in the vicinity of 90 percent. Since the peak efficiency in 
certain types of amplifiers will be as low as 60 0 per cent, the 
unmodulated efficiency in such amplifiers will be in the ey 
of 30 per cent. 

Assuming a typical amplifier having a peak efficiency of 


_70 per cent, the following figures give an idea of the operation 


of an idealized efficiency-modulated stage adjusted_for 100 
per cent sine-wave modulation. It should be kept in mind 
that the plate voltage is Constant at all times, even over the 
audio cycles. 


Plate input without modulation... 100 watts 


Output without modulation.._....2._..222.-e.eeneneen teens 35 watts 
Efficiency without modulation... 35% 


Input on 100% positive modulation peak (plate cur- 

rent doubles) 2a. oe eee 200 watts 
Efficiency on 100% positive peak__...........---c..0---------- 10% 
Output on 100% positive modulation peak 140 watts 


Input on 100% negative peak... -.-----.---.---e-eeeeee 0 watts 
Efficiency on 100% negative peak...........-..-..--.-.-.-.---- 0% 
Output on 100% negative peak... O watts . 
Average input with 100% modulation... 100 watts 
Average output with 100% modulation (35 watts 

carrier plus 17.5 watts sideband) .............-.---.------ 52.5 watts 
Average efficiency with 100% modulation..._............52.5% 


The classic example of efficiency modulation is the Class B 


Petrie 


linear r-£ amplifier. Other common: systems of efficiency modu- _ 


lation are control-grid modulation, screen-grid modulation, | 


and suppressor-grid modulation.” Cathode modulation is as 
combination of variable ECOEY modulation and variable’ 


_ input modulation. 


The most widely used system of efficiency 
modulation for communications work is 
Class C control-grid bias modulation. The 
distortion is slightly higher than for a properly operated Class 
B linear amplifier, but the the efficiency is also higher, and the 


Class € 
Grid Mecdulation 


‘distortion can be kept within tolerable limits for communica- 


tions work. 
‘Class C grid modulation requires high plate voltage on the 


modulated stage, if maximum output is desired. The plate 
voltage is normally run about 50 per cent higher than for 


maximum output with plate modulation. 


| 
} 


The driving power required for operation of a grid-modu- | 


| lated amplifier under these conditions is. somewhat more than — 


is required for operation at lower bias and plate voltage, but — 


_ excitation is required as would be needed if the same stage 
_ were to be operated as a Class C plate-modulated amplifier. 


“swamping” to stabilize the r-f driving voltage. At least 50 _ 
_ per cent of the output of the driving stage should be dissi- — 


_ The resistor R across the grid tank of the stage serves as _ 


{ 


| pated in this swamping resistor under carrier conditions. If a_ 


reasonable amount of reserve excitation power is available and _ 


if a high- C grid tank is used on the grid-modulated stage, no 


_ swamping resistor will be required when the bias is at least 6 


times cutoff, because the high tank losses under these condi- 
tions produce the same result as the swamping resistor. 

A comparatively small amount of audio power will be 
required to modulate the amplifier stage 100 per cent. An audio 
amplifier having 20 watts output will be sufficient to modulate | 


an amplifier with one kilowatt input. Proportionately smaller \ ba 
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“AWplide Modulation and Ke ing_ 


| amounts of audio vit be ay re ieee oes 
| However, the audio amplifier that is being used as the 


| 


grid is controlled by the 70,000-ohm wire-wound potentiometer _ 


 ersnecermcccneaatt 


grid current (the maximum capability of a ein 2A3) 
_ the voltage may be varied from nearly zero to about 700 » 
also, this particular supply may a Sonstnictss: quite 
_ ~pensively. ae 
_. The most satisfactory procedure oe tuning a stage pa 
_ bias modulation of the Class C type is as follows. The at 
' should first be neutralized, and any ae bese 


ance tubes such as 2A3’s, employ degenerative feedback 
_ the output stage to one of the preceding stages of the speec 
amplifier, or be resistance loaded with a resistor across 
- secondary of the modulation transformer. This provisic 
low driving impedance in the grid modulator is to insure good 
regulation in the audio driver for the grid modulated stage 
- Good regulation of both the audio and the r-f drivers of a 
_ grid-modulated stage is quite important if _ distortion Bee § ; 
‘modulation approaching 100 per cent is desired, because the 
grid impedance of the modulated stage varies widely 0 over t the» 


_ventional speech amplifier stage. The higher voltages may be 


audio cycle. . 

Two circuits: for obtaining grid-bias modulation are shown ; 
utilizing a heciaee prid-bias power supply and a "separate 
audio amplifier as the grid-bias modulator. . Fhis circuit is sat- 
isfactoty and gives excellent results. The circuit of Figure 3B 
is somewhat simpler than that illustrated in (A) since the 
separate modulator stage has been dispensed with and the 
function combined with that of bias regulation in the single — 
6B4G tube shown. The regulator-modulator tube operates as 
a cathode-follower. The average d-c voltage on the control _ 


and hence this potentiometer adjusts the average grid bias on — 
the modulated stage. However, a-c signal voltage is also im-— 
pressed on the control-grid of the tube and since the cathode — 
follows this a-c wave the incoming speech wave is superim-_ 
posed on the average grid bias, thus effecting grid-bias modu- 
lation of the r-f amplifier stage. An audio voltage swing AS 
required on the grid of the 6B4G of approximately the same 
peak value as will be required as bias-voltage swing on 
grid-bias modulated stage. This voltage swing will normalh 
be in the region from 50 to 200 peak volts. Up to about 100 
volts peak swing can be obtained from a 6SJ7 tube as a con- — 


obtained from a tube such as a 6J5 rons an audio trans- 
former of 2:1 or 214:1 ratio. = : 
With the normal amount of See 6 tight —— 


just described, and the excitation is increased to the 
where the amplifier draws the same input, carrier efficien 
50 per cent is obtainable with tolerable Si es at 
cent modulation. : : = 


_ Tuning the It will be nate Ly reference to Figur 
‘Grid-Bias 3A and 3B, that a special type of bias 
Modulated Stage supply for the grid-modulated sta, 


been incorporated as a part of th 


make it clear that a special type “of high-voltage bis Se 
required for best operation of such an Be ses The su 
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" GRID-BIAS MODULATION CIRCUITS. 


= ‘The circuits of (A) and (B) show two practical circuits for obtaining grid-bias modulation of a Class C amplifier. Both arrange- 
ments will give satisfactory results but the new circuit arrangement shown at (B) is recommended since fewer components are 

required, the audio power amplifier. Stage is eliminated, and no modulation transformer is required. The grid of ‘the 6B4-G 

i modulator-bias regulator tube may be excited from a low level speech stage such as a 635 or a 6SJ7 since this tube requires 


no grid current for full modulation. 


| grid bias voltage should then be reduced until the amplifier 
draws the approximate-amount of plate current it is desired to 
run, and modulation corresponding to about 80 per cent is then 


& the ‘grid bias should be reduced; if the eee meter 
kicks down, increase the grid bias. 

When the amount of bias voltage has Bea found (by 
_ adjusting the fine control, R2, on the bias supply ) where the 
_- plate meter remains constant with modulation, it is more than 
_ probable that the stage will be drawing either too much or too 
little input. The antenna coupling should then be either in- 


Se 


too little or too much, respectively) until the input is more 


nearly. the correct value. The bias should then be readjusted 


until the plate meter remains constant with modulation as 
_ before. By slight jockeying back and forth of antenna coupling 
and grid bias, a point can be reached where the tubes are run- 
_ ning at rated plate dissipation, and where the plate milliam- 
meter on the modulated wee remains substantially constant 
- with modulation. 


2 


the ‘conventional methods; the trapezoidal pattern method 
_ employing a_cathode-ra ata 28 oscilloscope is probably the most 
_ satisfactory, Th e check math the trapezoidal pattern will allow 


id of the modulated stage ‘should not be tisad in the 
> process, as the plate meter will kick quite erratically 
will be impossible . ne: a ene adjustment. 


applied. If the plate current kicks up when modulation is \ 


creased or decreased (depending on whether the input was — 


tae ern a ail 


| ance slightly higher tha 
\ 


| Tubes for Grid Bias 
j Modulation 


If a grid bias modulated tube is run at 
or near maximum permissible rated plate 
voltage, the amount of carrier power 
that may be obtained is s limited by the plate dissipation, rather 
/ than peak filament emission. Therefore, for good economy a 


# 


+, tube should be chosen for the modulated stage which has a 


' high plate dissipation rating in proportion to its cost. 

Pentodes or_beam tetrodes, especially the latter, may be 
control-grid modulated under Class C conditions with good 
efficiency, and less excitation is required than for a triode giv- 
ing the same carrier power. The use of beam tetrodes is most 
satisfactory in transmitters where neutralization is a problem, 
as in multi-band quick-change transmitters. . 

High transconductance and a medium or high mu are de- ) 
sirable in a triode which is to be grid modulated. 

— 


The modulator in a conventional 
circuit such as shown in Figure 3A 
’ should be capable of delivering at 
the secondary of the modulation transformer a distortionless 
output of at least 2 per cent and preferably 5 per cent of the 
d-c input to the modulated stage. If low-plate-resistance triodes 
such as 2A3’s are employed, the secondary of the transformer 


Coupling Transformers 
for Grid Modulation 


| need not be resistance loaded. If pentodes or beam-tetrode 


‘modulators are employed, the secondary of the modulation 
transformer should be shunted with a resistor haying a resist- 
the value which gives maximum 
undistorted output po from the modulators. 

The gr ratio of the transformer should be such that the 
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peak audio voltage developed across the secondary under nor- 
mal operating conditions and full undistorted output from the 
modulator is equal to approximately twice cut off bias for the 
particular r-f tube or tubes and plate voltage used, regardless 
of the amount of bias actually employed. 


Screen-Grid 
Modulation 


Modulation can be accomplished by varying 
the screen-grid voltage in an :-f screen-grid 
tube. The screen-grid voltage must be reduced 
to between one-half and one-third the value used for c-w 
operation. The r-f output is correspondingly reduced and the 
tube then operates as an efficiency-modulated device, somewhat 
similar to ordinary grid modulation. 

Distortionless modulation is limited to about 80 per cent. 
The r-f excitation must have good regulation, as in a control 
grid bias modulated stage. Likewise, the control-grid bias must 
be provided from a low resistance source, by-passed for a.f. 
The excitation must be low, and as in control-grid pis 
is critical. 


[ As screen-grid modulation does not compare favorably with | 


‘Class C grid-bias modulation, it is seldom employed. 


Suppressor 
Modulation 


Still another form of efficiency modulation can 
be obtained by applying audio voltage to the 
suppressor grid of a pentode tube which is 
operated Class C. A change in bias voltage on the suppressor 
grid will change the r-f output of a pentode tube; the applica- 
tion of audio voltage thus provides a simple method of obtain- 
ing modulation. 

The suppressor grid is biased negatively to a point which 
reduces the plate efficiency to about half the maximum obtain- 
able from the particular amplifier, or usually to about 35 per 
cent. The peak efficiency at the time of complete modulation 
must reach twice this value. It is difficult to obtain 100 per 


cent modulation without distortion, though 90 per cent to 95 


per cent can easily be obtained and with good linearity. 

The same modulator design problems apply to the suppres- 
sor-modulated transmitter as do to a grid-modulated amplifier, 
because the suppressor normally will be driven positive over 
the peak of the audio cycle at high modulation percentage. 
The control grid in the suppressor-modulated stage is driven 


to about the same degree as for c-w or plate modulation..The_ 


r-f excitation adjustment is not critical, but the excitation 
should be ample if good efficiency is to be obtained. 

A medium-power suppressor-modulated amplifier is shown 
in Figure 4. An 804 as the amplifier will supply about 20 watts 
of carrier. An 803 may be substituted to increase the carrier 
output to about 50 or 60 watts. Either tube may be excited 
to full output by a 6L6 operating either as a frequency multi- 
plier or as a crystal oscillator. A type 6F6 or 42 will serve as 
modulator for either tube. 

It is possible to operate a suppressor-modulated amplifier 
stage as a doubler. The efficiency suffers somewhat but the 
voice quality will be found to be satisfactory. 


The Class B 
Linear Amplifier 


The operation of the Class B linear ampli- 
fier has been discussed in Chapter 4, and 
hence will only be covered quite generally 
here. The linear amplifier is well suited for broadcast use, 
because by careful design and adjustment distortion can be 
_kept at a negligible value, even at high modulation percent- 

ages. However, the efficiency is less than can be obtained with 
Class C grid-bias modulation. 


The grid circuit of a linear amplifier is fed modulated r-f — 


energy and the stage amplifies carrier and sidebands linearly. 
The stage is biased to “extended” cutoff with no excitation, 
so that when excitation is applied the plate current flows in 

180° pulses. This long period of plate current flow limits the 
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Figure 4. 


TYPICAL SUPPRESSOR GRID-MODULATED 
AMPLIFIER. 
Only the simplest form of speech equipment is shown, but a — 
better microphone and conventional speech amplifier may be 
used. This circuit arrangement will be found to be quite effec- 
tive for modulation of tubes such as the 803, 4E27/8001, and 
HK-257B; the value of suppressor-grid bias will have to be 
determined in each case and will be somewhat greater for these 
tubes than shown in the circuit above. 


. 


theoretical peak efficiency to 78.5 per cent, the practical peak 
efficiency to about 65 per cent, and the average carrier elite 
ciency to about 30 to 33 per cent. . 
The power output from a correctly operating linear apie ave fa 
fier will be about one-half the maximum plate dissipation of 
the stage, under the carrier conditions. The schematic of a ; 
linear amplifier is exactly the same as that of a conventional 
amplifier, whether single ended or push-pull, except that a 
swamping resistor is usually placed across the grid ¢ circuit of 
_the-stage. The excitation requirements for a Class B linear 


Sentaioe temmnicas 


stage FUnAAS at the same power input. 


Constant efficiency variable-input modu- : 
lation systems operate by virtue of the  - 
addition of external power to the modu- | 
lated stage to eftect the modulation. There are two general 
classifications that come under this heading; those systems in 
‘which the additional power is supplied as audio frequency 
energy from a modulator, usually called plate modulation sys- | 
tems, and those systems in which the additional power to effect | 
modulation is supplied as direct current from the plate supply. | 
Under the former classification comes Heising modulation | _ 


Input Modulation 
Systems 


: (probably the oldest type of modulation to be applied to a— 
_ continuous carrier), Class B plate modulation, and series mod- | 
. ulation. These types of plate modulation are by far the easiest 

_ to get into operation, and they give a very good ratio of power 
input to the modulated stage to power output; 65 to 80 per| 
_ cent efficiency is the general rule. It is for these two important 
_ reasons that these modulation systems, particularly Class B 


x 
E: 


plate modulation, are at present the most popular oe ‘com-— ai 
“munications work. a 
Modulation systems coming under the second classifica a 
are of comparatively recent development but have been Bh 
applied to broadcast work. There are quite a few systems in 
this class. Two of the more widely used are the Doherty linear _ 
amplifier, and the Terman-Woodyard _high-efficiency--grid- 
modulated _ amplifier. Both systems operate by virtue of a 
carrier amplifier and a peak amplifier connected together by 
electrical quarter-wave lines. They will be described later i 
this section. " 


MODULA LATED.CLASS C ‘ 


CLASS-C AMPLIFIER 
R.F. AMPLIFIER 


: Figure 6. 
hy CLASS B PLATE MODULATION. : 


eb modulation for communications work. 
‘This type of modulation was the first form of pike modulation. : 
It is sometimes known as “constant current’ modulation. Be- 


cause of the effective 1:1 ratio of the coupling choke, it is | } The modulator should have a peak voltage output equal to the 
_| Impossite resented So cued ee ro ann aad "average d-c plate voltage on the modulated stage. The modu- 


eee tt omeet a eiesoate omar ee! plate input power to the modulated stage. The average power 
: : output of the modulator will depend upon the type of wave- | 

: form. If the amplifier is being Heising modulated by a Class A | 
Plate Moduletion Plate modulation is the application of the _ stage, the modulator must have an average power output 


The capacitor C merely bypasses the audio around R, so that __ lator should also have a peak power output equal to the d-c | 
{ 
. 


PS ; audio power to the plate circuit of an 1-f capability of one-half the input to the Class C stage. If the 
= amplifier = aaa eee be operated Class C for this modulator is a Class B audio amplifier, the average power 
Eee of modulation in order to obtain a radio-frequency output required of it may vary from one-quarter to more than one-- 

j _ which changes in exact accordance with the variation in plate half the Class C input depending upon the waveform. How- 


voltage. The +-f amplifier is 100 per cent modulated when the | ever, the peak power output of any modulator must be equal 
| peak a-c voltage from the modulator is equal to the d-c voltage | to.the Class C input to be modulated. This subject is com- 
applied to the r-f tube. The positive peaks of audio voltage ‘__ pletely covered i in the section Speech Waveforms. 

increase the instantaneous plate voltage on the r-f tube to, twice 

_ the d-c value, and the negative peaks reduce the voltage to Heising Modulation Heising modulation is the oldest sys- 


=! zero. tem of plate modulation, and usually 


‘The instantaneous plate current to the t-£ stage also varies consists of a Class A audio amplifier coupled to the r-f ampli- 
im accordance with the modulating voltage. The peak alternat- fier by means of a modulation choke coil, as shown in Figure 5. 
ing current in the output of a modulator must be equal to the The d-c plate voltage and plate current in the r-f amplifier 
—d-c plate. current of the Class C r-f stage at the point of 100 must be adjusted to a value which will cause the plate im- 
per cent modulation. This combination of change in audio , pedance to match the output of the modulator, since the 

- voltage and current can be most Gigs: referred to in terms of | modulation choke gives a 1-to-1 coupling ratio. A series resis- 
audio power in watts. _ tor, by-passed for audio frequencies by means of a capacitor, 
oe In a sinusoidally modulated wave, the antenna current in- must be connected in series with the plate of the r-f amplifier 
creases approximately 22 per cent. for 100 per cent modula- to obtain modulation up to 100 per cent. The a-c or audio 

3 “tion: with a pure tone input; an r-f meter in the antenna circuit output voltage of a Class A amplifier does not reach a value 
ee indicates this increase in antenna current. The average power — equal to the d-c voltage applied to the amplifier and, conse- 
ee of the r-f wave increases 50 | 50 per cent for 100 per cent wacleunleh _ quently, the d-c plate voltage impressed across the r-f tube 
es pic the efficiency remaini ining ¢ ning constant. — _ must be reduced to a value equal to the maximum available 


~ This indicates that in a plate-modulated radiotelephone — a-c peak voltage if 100% modulation is to be obtained without 
ie Peaaind. the audio-frequency channel must supply this addi-__ distortion. 


tional 50 per cent increase in average power for sine-wave A higher degree of distortion can be tolerated in low-power | 
modulation. If the power input to the modulated stage is 100 / emergency phone transmitters which use a pentode modulator | 
eg « ‘watts, for example, the average power will increase to 150 / ‘tube, and the series resistor and by-pass capacitor are usually 
watts at 100 per cent modulation, and this additional 50 watts / omitted in such transmitters. 
___ of power must be supplied by the modulator when plate modu- 
_ lation is used. The actual antenna power is a constant per- Class B High-level Class B plate modulation is 
: _ centage of the total value of input power. Plate Modulation _the least expensive method of plate modu- 
One of the advantages of plate (or power) modulation is lation. Figure 6 shows a conventional 
Ee the ease with which proper adjustments can be made in the Class B plate-modulated Class C amplifier. 


_ transmitter. Also, there is less plate loss in the r-f amplifier for The statement that the modulator output power must be 
a given value of carrier power than with other forms of modu- / one-half the Class C input for 100 per cent modulation is cor- } 
_ lation, because the plate efficiency is higher. | rect only if the waveform of the modulating power is a sine / 
By properly matching the plate impedance of the r-f tube /. wave. Where the modulator waveform is unclipped speech, 
‘to the | output of the modulator, the ratio of voltage and cur- the average modulator, power for 100 per cent modulation is 


tent Eawring, to d-c hcicine and current is eireatieolty obtained. considerably less less than one-half the Class C input. If a modula- 
. SNe 
ifs ¢ ‘ Z ss a erntenm, 


tor is to be used only with speech, it seems logical that its 
design be based upon the peculiarities of speech rather than 
on the characteristics of the sine wave. 


It has been determined experimentally 
that the ratio of peak to average power 


Power. Relations in 
Speech Waveforms 


in a speech waveform is approximately 


| 4 to 1 as contrasted to a ratio of 2 to 1 in a sine wave. This is 
due to the high harmonic content of such a waveform, and to 


the fact that this high harmonic content manifests itself by | 


making the wave unsymmetrical and causing sharp peaks or 
“fingers” of high energy content to appear. Thus for unclipped 

speech, the average modulator plate current, plate dissipation, 
and power output are approximately one-half the sine wave 

values for a given peak output power. 

| Both peak power and average power are necessarily asso- 
\ ciated with waveform. Peak power is just what the name im- 
\plies: the power at the peak of a wave. Peak power, although 
of the utmost importance in modulation, is of no great signifi- 
cance in a-c-_power work, except insofar as the average power 
may be determined from the peak value of a known wave 
form. 

There is no time element implied in the definition of peak 
power; peak power may be instantaneous—and for this reason 
average power, which is definitely associated with time, is the 
‘important factor in plate dissipation. It is possible that the peak 
power of a given wave form be several times the average value; 
for a sine wave, the peak power is twice the average value, 
_and for unclipped speech the peak power is approximately four 
times the average value. For 100 per cent modulation, the 
peak (instantaneous) audio power must equal the Class C 
input, although the average power for this value of peak varies 
widely depending upon the modulator wave form, being 
greater than 50 per cent for speech that has been clipped and 

| filtered, 50 per cent for a sine wave, and about 25 per cent for 
typical unclipped speech tones, 

As has been mentioned in a previous paragraph, it is possible 
to design a modulator stage to take advantage of the fact that 
the ratio between peak and average in an unclipped speech 
waveform is approximately four-to-one. In fact it was common 
practice to use a smaller modulator in this manner for speech 
work in the last few years before the recent war. This was, in 
fact, before it was fully realized that a clipped speech wave 
was fully as understandable as an unclipped one in the absence 
of noise and interfering signals, and that a fully modulated 
clipped speech wave was greatly more understandable in the 
presence of noise and interfering signals. This condition and 
the design factors involved are discussed in detail in Section 
7-4 at the end of this chapter. 


Class B 


: A detailed discussion of the operating condi- 
Modulators 


tions for Class B a-f modulators has been given 

in Section 4-8 of Chapter 4. In addition, Table 
Ill in Chapter 4 lists recommended operating conditions for a 
large number of tubes which are commonly used in Class B 

- modulator stages. Data is also given in Section 4-8 for the 
calculation of operating conditions for tubes as Class B modu- 

~ lators when it is desired to operate a pair of tubes under con- 
ditions different from those normally specified. 


Modulation The modulation transformer is a device for 
Transformer matching the load impedance of the Class C 
Calculations amplifier to the recommended load impedance 


of the Class B modulator tubes. Modulation 
transformers intended for communications work are usually 
designed to carry the Class C plate cufrent through their sec- 
ondary windings, as shown in Figure 6. The manufacturer’s 
ratings should be consulted to insure that the d-c plate current 


Lt MODULATION CHOKE 


Figure 7. 


ALTERNATE CLASS B MODULATION CIRCUIT. 
The arrangement shown above feeds the plate current to the 
Class C modulated stage through a modulation choke as con- 
trasted to running this current through the secondary of the 
modulation transformer as shown in Figure 6. When an ade- 
quate-size choke is used for kL and a capacitor of moderate 
size for C, this arrangement will give improved low-frequency 

- wesponse over the circuit of Figure 6. It is for this reason that 
this circuit is commonly used for broadcast stations. The choke 
L should have an inductance high enough so that its inductive 
reactance will be at feast equal to the Class C amplifier load 
impedance at the lowest frequency to be modulated. The 
capacitor C should have a capacitive reactance much lower than 
the Class C load impedance at the lowest frequency fo be trans- 
mitted. The arrangement shown will give improved phase-shift 
characteristics for clipped speech waves over the simpler system 

‘shown in Figure 6. 
@ 


being pulled through the secondary winding does not exceed 


the maximum rating. 


A detailed discussion of the method of making modulation 


| transformers has been given in Chapter 4 Section 4-8. How- 
_ ever, to emphasize the method of making the calculation, an 
additional example will be given. 


Suppose we take the case of a pair of HK-54 Gainmaneae 


"operating at a plate voltage of 2000 with 225 ma. of plate 


current. This amplifier would present a load resistance of 2000 
divided by 0.225 amperes or 8888 ohms. The plate power in- 


‘put would be 2000 times 0.225 or 450 watts. By reference to 


Table III in Chapter 4 we see that a pair of 811 tubes operating 
at 1500 plate volts will deliver 450 peak watts of audio out- 
put. The plate-to-plate load resistance for these tubes under 
the specified operating conditions is 18,000 ohms. Hence our 
problem is to match the Class C amplifier load resistance of 
8888 ohms to the 18,000-ohm load resistance required by the — 
modulator tubes. : m 
A 200-to-300 watt modulation transformer will be required : 
for the job. If the taps on the transformer are given in terms 
of impedances it will only be necessary to connect the second- 
ary for 8888 ohms (or a value approximately equal to this - 
such as 9000 ohms) and the primary for 18,000 ohms. If it is 
necessary to determine the proper turns ratio required of the _ 
transformer it can be determined in the following manner. 
The square root of the fopereace ratio is equal to the turns re ee. 


ratio, hence: : 
“8888 


The transformer must have a turns ratio of cppronaiee Beh 
1-to-0.7 step down, total primary to total secondary. The 
greater number of turns always goes with the. higher meee 
ance, and vice versa. _ 


_Plate-and-Screen 
Modulation 
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Figure 8. 
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PLATE MODULATION OF A SCREEN-GRID TUBE OR BEAM TETRODE. 
pee alternative arrangements for plate modulation of a beam tetrode or pentode shown in (A), (B), ({C), a (D) above are 
described in detail in the text. The system shorn at (D).is recommended for most applicati 


When only the plate of a screen-grid tube 
is modulated, it is impossible to obtain 
high-percentage linear modulation under 


-ofdinary conditions. The plate current of such a stage is not 


linear with plate voltage, and a dynatronic action usually takes 
place when the instantaneous plate voltage falls below the d-c 


‘screen voltage. These conditions prevent linear modulation. 


However, if the screen is modulated simultaneously with the 
plate, the instantaneous screen voltage drops in proportion to 
the drop in the plate voltage, and linear modulation can then 


. be obtained. Four satisfactory circuits for accomplishing com- 


rte 


bined plate and screen modulation are shown in Figure 8. 
_ The screen r-f by-pass capacitor, C:, should not have a value 


; greater than .01 y»fd., preferably not larger than .005 ufd. It 
should be large enough to bypass effectively all r-f voltage 
' without short-circuiting high-frequency audio voltages. The 


plate by-pass capacitor can be of any value from .002 fd. to 
.005 wfd. The screen-dropping resistor, R:, should reduce the 
applied high voltage to the value specified for operating the 
particular tube in the circuit. Capacitor G,, is seldom required, 


_ yet some tubes may require this capacitor in order to keep C, 


from attenuating the high audio frequencies. Different values 
between .002 and .0002 yfd. should be tried for best results. 

Figure 8C shows another method which uses a third winding 
on the modulation transformer, through which the screen-grid 


is connected to a low-voltage power supply. The ratio of turns 
_ between the two output windings depends upon the type of 
_screen-grid tube which is being modulated. The turns ratio 
_ should be approximately equal to the ratio between the plate 


voltage and the screen voltage on the tube being modulated. 


_ The latter arrangement is more economical insofar as modu- 


lator power is concerned, because there is no waste of audio 
power across a screen-grid voltage-dropping resistor. However, 
this loss is relatively small anyway with most tubes. The spe- 
cial transformer is not justified except perhaps for high power. 

If the screen voltage is derived from a dropping resistor (not 
a divider) that is by-passed for r.f. but not a.f., it is possible 
to secure quite good modulation by applying modulation only 
to the plate, provided that the screen voltage and excitation 
are first run up as high as the tube will stand safely. Under 
these conditions, the screen tends to modulate itself, the screen 
voltage varying over the audio cycle as a result of the screen 
impedance increasing with plate voltage, and decreasing with a 
decrease in plate voltage. This circuit arrangement is illus- 
trated in Figure 8B. 

A similar application of this principle is shown in Figure 
8D. In this case the screen voltage is fed directly from a low- 
voltage supply of the proper potential through a choke L. A 
conventional filter choke having an inductance from 10 to 20 
henries will be satisfactory for L. 

To afford protection of the tube when plate voltage is not 
applied but screen voltage is supplied from the exciter power 
supply, when using the arrangement of Figure 8D, a resistor 
of 3000 to 10,000 ohms can be connected in series with the 
choke L. In this case the screen supply voltage should be at 
least 114 times as much as is required for actual screen voltage, 
and the value of resistor is chosen such that with normal 
screen current the drop through the resistor and choke will be 
such that normal screen voltage will be applied to the tube. 
When the plate voltage is removed the screen current will 


 imcrease greatly and the drop through resistor R will increase 


to such a value that the screen voltage will be lowered to the 
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ats where the screen dissipation on the tube will not be 


exceeded. However, the supply voltage and value of resistor — 


R must be chosen carefully so that the maximum rated screen 
dissipation cannot be exceeded. The maximum possible screen 


_ dissipation using this arrangement is equal to: W = E/4R: 


where E is the screen supply voltage and R is the combined 
resistance of the resistor R in Figure 8D and the d-c resistance 
of the choke L. It is wise, when using this arrangement to 
check, using the above formula, to see that the value of W 
obtained is less than the maximum rated screen dissipation of 
the tube or tubes used in the modulated stage. This same sys- 
tem can of course also be used in figuring the screen supply 
circuit of a pentode or tetrode amplifier stage where modula- 
tion is not to be applied. 

The modulation transformer for plate-and-screen-modula- 


tion, when utilizing a dropping resistor as shown in Figure. 


8A, is similar to the type of transformer used for any plate- 
modulated phone. The combined screen and plate current is 
divided into the plate voltage in order to obtain the Class C 
amplifier load impedance. The peak audio power required to 
obtain 100 per cent modulation is equal toa the d-c power input 
to the screen, screen resistor, and plate of the modulated r-f 
stage. 


Cathode Modulction Cathode modulation offers a workable 

compromise between the good plate 
efficiency but expensive modulator of high-level plate modu- 
lation, and the poor plate efficiency but inexpensive modulator 
of grid modulation. Cathode modulation consists essentially 
of an admixture of the two. ‘ 

The efficiency of the average well-designed plate-modulated 
transmitter is in the vicinity of 75 to 80 per cent, with a com- 
promise perhaps at 77.5 per cent. On the other hand, the effi- 
ciency of a good grid-modulated transmitter may run from 28 
_ to maybe 40 per cent, with the average falling at about 34 per 
cent. Now since cathode modulation consists of simultaneous 
gtid and plate modulation, in phase with each other, we can 


theoretically obtain any efficiency from about 34 to 77.5 per 


cent from our cathode-modulated stage, depending upon the 
felative percentages of grid and plate modulation. 

Since the system is a compromise between the two funda- 
mental modulation arrangements, -a value of efficiency approxi- 
mately half way between the two would seem to be the best 
compromise. Experience has proven this to be the case. A com- 
promise efficiency of about 56.5 per cent, roughly half way 
between the two limits, has proven to be optimum. Calculation 
has shown that this value of efficiency can be obtained from a 
cathode-modulated amplifier when the audio-frequency modu- 
lating power is approximately 20 per cent of the d-c input to 
the cathode-modulated stage. 


Cathode-Modulotion Figure 9 shows a set of operating 
curves for cathode-modulated r.f. am-_ 


Operating Curves 

plifier stages. The chart is a plot of the 
percentage of plate modulation (m) against plate circuit efh- 
ciency, audio power required, plate input -wattage in per cent 
of the plate-modulated Class C rating, and output power in 
percentage of the Class C phone output rating. These last two 
curves afe not of as great importance in designing new trans- 


mitters as are the curves showing the relationship between — 


per cent plate modulation and plate circuit efficiency. 


Optimum Operating 


As was mentioned before, the opti- 
Conditions 


mum operating condition for a normal 
cathode-modulated amplifier is that at 

-which the pee power output of the cathode modulator is 
about 20 per cent of the d-c input to the modulated stage. 


Under these conditions the plate ony will be in the 


¢ 


“Amplitude Modulation anc 


can reds be determined by reference to Figs Lh and a a 


- Win= 0-C PLATE INPUT WATTS IN %e OF CLASS c 
TELEPHONY RATING : 
= CARRIER OUTPUT WATTS IN 9 OF CLASS c 
“TELEPHONY VALUE* 
Wa = MODULATING WATTS IN ‘Je OF Win 
Np = PLATE-CIRCUIT EFFICIENCY IN % 
*BASED ON Np OF 77.57 


~Ip=Win/Eb 
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Figure 9. 


vicinity of 56.5 per cent (heto ee 54 and 58 per cent in a | pra 
tical transmitter). The limiting factor in an efficiency-mod 
lated amplifier of this type is, to a large extent, plate dissip 
tion. If, under the conditions given above, the plate dissipation 
of the tube under carrier conditions is less than the rated 
the plate input can be increased until rated plate di ij 
is reached. The plate dissipation for any condition of operatis 


from the plate input, and the result is the amount thai 
tube will be ee to dissipate. : Se 


The impedance of the Gunae : 
of an amplifier which i is being cath 


Cothode lespedctice 


cathode aoa of an 2 gupbibet is cial t to the peak a 
lating voltage divided by the peak a-f component of the 


ee ZA. = m = 

iy 

Or, simply, the cathode impedance is. equal to the per 
plate modulation (expressed as a decimal; e.g., 0.4 for ¢ 


times the plate vousne divided Py ~ plate current. 


Cathode Moduiater A typical ethde ah oe mpli-_ 
fier is shown in Figure 10. T. 
lator which i is. used to feed the audio into the c ithod 


Figure 10. 


CONVENTIONAL CATHODE MODULATION. 

- The modulation transformer in series with the cathode return of 
the modufated stage must match the cathode impedance of this 
stage. The choke in series with the grid return of the stage 
should have from 15 to 40 henrys inductance and should be 
capable of carrying the full grid current of the stage. The grid 
tap on the modulation transformer is varied, after the stage has 
been placed into operation, to give the best modulation pattern. 


of 20 per cent of the d-c input to the stage, for 40 per cent 
plate modulation. Although this is the recommended percent- 
_ age of plate modulation, satisfactory operation may be had 
with other percentage values than this provided the proper 
operating values are taken from Figure 9. The modulator tubes 
may be operated Class A, Class AB, or Class B, but it is rec- 
ommended that some form of degenerative feedback be em- 
ployed around the modulator tubes when they are to be oper- 
ated in any manner other than Class A. This is particularly 
true of beam tetrodes when used as modulators; if some form 


of feedback is not used around them the harmonic distortion 


can easily be serious enough to be objectionable, since the 
cathode-modulated stage does not present a strictly linear 
impedance. 

The transformer which couples the modulator to the cathode 
circuit of the modulated amplifier should match the cathode 


impedance, as calculated by the formula above, and in addition 


_ Should have a number of taps so that the proper amount of 
audio voltage will be impressed upon the grid of the stage. In 
- most cases one of the conventional multi-match output trans- 
_ formers will be satisfactory for the job, the cathode lead and 

the ground terminal of the stage being connected to the proper 


taps to give the desired value of impedance. The stage is then 


coupled to a cathode-ray oscilloscope so that the modulated 
waveform is shown on the screen. As the stage is being modu- 


_ lated, the grid is tapped varying amounts up and down on the 


modulation transformer until the best waveform is obtained 
on the screen of the oscilloscope. The more closely the grid is 
_ tapped to the cathode, the less will be the amount of audio 

_ voltage upon the grid. On the other hand, if the grid return is 
grounded, the full cathode swing will be placed upon the grid. 
It will be found that low- tubes will require a larger percent- 
age of the total cathode swing upon them than will tubes with 
a higher y» factor. Hence, high-u tubes will be tapped closer to 
_ cathode; low-a tubes will be tapped more closely to giound. 


Excitation The r-f driver for a cathode-modulated stage 


should have about the same power output capa- — 


bilities as would be required to drive a c-w amplifier to the 
same input as it is desired to drive the cathode-modulated 
‘Stage. However, some form of excitation control should be 
- available since the amount of excitation power has a direct 
_ bearing on the linearity of a cathode-modulated amplifier stage. 
If link coupling is used between the driver and the*modulated 
stage, variation in the amount of link coupling will afford am- 


ple excitation variation. If much less than 40% plate modula- _ 


pon 


| Doherty Amplifier 


‘The Doherty and the 
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tion is employed, the stage begins to resemble a grid-bias modu- 
lated stage, and the necessity for good r-f regulation will apply. 


Any of the conventional biasing arrange- 
ments which are suitable for use on a Class © 
C amplifier are also suitable for use with a cathode-modulated 
stage. Battery bias, grid leak bias, and power supply bias all 
are usable in their conventional fashion; cathode bias may be 
used if the bias resistor is by-passed with a high capacitance 
electrolytic capacitor. In any case the bias voltage should be 
variable or adjustable so that the optimum value for distortion- 
less modulation can be found. If grid-leak or cathode bias is 
used, the value of the grid leak or cathode resistor should be 
adjustable. Grid-leak bias is not recommended if the per cent 
plate modulation is less than 30%, as the stage then is essen- 
tially a grid-modulated amplifier, requiring a well-regulated 
bias source. 


Biasing Systems 


These two amplifiers will be described 
together since they operate upon 
very similar principles. Figure 11 
shows a greatly simplified schematic 
diagram of the operation of both types. Both systems operate 
by virtue of a carrier tube (V: in both Figures 11A and 11B) 


Terman-Wocdyard 
Modulated Amplifiers 


‘ which supplies the unmodulated carrier, and whose output is 


reduced to supply negative peaks, and a peak tube (V2) whose 
function is to supply approximately half the positive peak of 
the modulation cycle and whose additional function is to lower 
the load impedance on the carrier tube so that it will be able 
to supply the other half of the positive peak of the modulation 
cycle. Pah 
_ The peak tube is enabled to increase the output of the car- 
rier tube by virtue of an impedance inverting line between 
the plate circuits of the two tubes. This line is designed to have 
a characteristic impedance of one-half the value of load into 
which the carrier tube operates under the carrier conditions. 
Then a load of one-half the characteristic impedance of the 
quarter-wave line is coupled into the output. By experience 
with quarter-wave lines in antenna-matching circuits we know 
that such a line will vary the impedance at one end of the line 
in such a manner that the geometric mean between the two 
terminal impedances will be equal to the characteristic imped- 
ance of the line. Thus, if we have a value of load of one-half 
the characteristic impedance of the line at one end, the other 
end of the line will present a value of twice the characteristic 
impedance of the line to the carrier tube Vi. 
This is the situation that exists under the carrier conditions 


~ when the peak tube merely floats across the load end of the 


line and contributes no power. Then as a positive peak of 
modulation comes along, the peak tube starts to contribute 
power to the load until at the peak of the modulation cycle 
it is contributing enough power so that the impedance at the 
load end of the line is equal to R, instead of the R/2 that ts 
presented under the carrier conditions. This is true because 
at a positive modulation peak (since it is delivering full 
power) the peak tube subtracts a negative resistance of R/2 


_ from the load end of the line. 


Now, since under the peak condition of modulation the 
load end of the line is terminated in R ohms instead of _R/2, 
the impedance at the carrier-tube will be reduced from 2R 
ohms to R ohms. This again is due to the impedance inverting 
action of the line. Since the load resistance on the carrier tube 
has been reduced to half the carrier value, its output at the 
peak of the modulation cycle will be doubled. Thus we have 
the necessary condition for a 100 per cent positive modulation 
peak; the amplifier will deliver four times as much power as it 
does under the carrier conditions. 

On negative modulation peaks the peak tube does not con- 


Figure 11-A. 


tribute; the output of the carrier tube is reduced until on a 
100 per cent negative peak its output is zero. 


The Electrical While an electrical quarter-wave line (con- 
Querter-Wave sisting of a pi network with the inductance 
Line and capacitance legs having a reactance equal 

to the characteristic impedance of the line) 
does have the desired impedance-inverting effect, it also has 
the undesirable effect of introducing a 90° phase shift across 
such a line. If the shunt elements are capacitances, the phase 
shift across the line leads by 90°; if they are inductances, the 
phase shift lags by 90°. Since there is an undesirable phase 
shift of 90° between the plate circuits of the carrier and peak 


tubes, an equal and opposite phase shift must be introduced ~ 


in the exciting voltage to the grid circuits of the two tubes so 
that the resultant output in the plate circuit will be in phase. 
This additional phase shift has been indicated in Figure 11A 
and a method of obtaining it has been shown in Figure 11B. 


Comparison Between 
Linear and 
Grid Modulator 


linear amplifier and the Terman-Wood- 
yasd grid-modulated amplifier is the 
same as the difference between any lin- 
ear and grid-modulated stages. Modulated r.f. is applied to 
the grid circuit of the Doherty linear amplifier with the carrier 
tube biased to cutoff and the peak tube biased to the point 
where it draws substantially zero plate current at the carrier 
condition. In the Terman-Woodyard grid-modulated amplifier 
the carrier tube runs Class C with comparatively high bias and 
high plate efficiency, while the peak tube again is biased so 
that it draws almost no plate current. Unmodulated r.f. is 
applied to the grid circuits of the two tubes and the modulat- 
ing voltage is inserted in series with the fixed bias voltages. 
From one-half to two-third as much azdio voltage is required 
at the grid of the peak tube as is required at the ee ef the 
carrier tube. 


Operating 
Efficiencies lated amplifier may run as high as is obtainable 

in any Class C stage, 80 per cent or better. The 
resting carrier efficiency of the linear will be about as good 
as is obtainable in any Class B amplifier, 60 to 65 per cent. 
The overall efficiency of the bias-modulated amplifier at 100 
per.cent modulation will ran about 75 per cent; of the linear, 
about 60 per cent. 


. In Figure 11B the circuits are detuned enough to give an © 


effect equivalent to the shunt elements of the quarter-wave 
“line” of Figure 11A. At resonance, the coils L; and L, in the 
grid circuits of the two tubes have each an inductive reactance 
equal to the capacitive reactance of the capacitor G,. Thus 
we have the effect of a pi network consisting of shunt in- 
ductances and series capacitance. In the plate circuit we want 
a phase shift of the same magnitude but in the opposite 
direction; so our series element is the inductance L, whose 


reactance is equal to the characteristic impedance desired of — 


the network. Then the plate tank capacitors of the two tubes 
C, and C, are increased an amount past resonance, so that 


they have a capacitive reactance equal to the anduces react- 


The difference between the Doherty : 


‘these, however, have been applied neither by commercial in- 


The resting carrier efficiency of the grid-modu- "and rarefactions of the air called sound waves. The diaphragm 


then actuates some device which changes its electrical prop- 


: pee in eerie: ue or eemes and 
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SIMPLIFIED SCHEMATICS OF “HIGH EFFICIENCY” = 
LOW LEVEL MODULATED ‘STAGE. — ae 


The basic system, comprising a “carrier tube” and a “kickers 
tube”, is the same for either bias or excitation mod- 
_ lation. The operation is described im the accompanying text. = 


ance of the coil Ls. It is quite important that there ber no 
coupling between the inductors. _ 

Although both these types of amplifiers are highly eficient 
and require no high-level audio equipment, they are difficultto 
adjust—particularly so on the higher frequencies—and . = E 
would be an extremely difficult problem to design a multi- 
band rig employing the circuit. However, the grid-bias ‘modu- | ae] 
lation system has advantages for the high-power transmitter _ 
that may make some amateurs interested more thas academi- bi 
cally in the circuit. ee 


Other High-Efficiency 
Modulation Systems 


Many other biahcllicieecy ‘sodalee 
tion systems have been described 
since about 1936. The majority of 


terests nor by amateurs. In most cases the circuits are diffi- 
cult to adjust, or they have other undesirable features which | 
make their use impracticable alongside the more conventional 
modulation systems. Nearly all these circuits have been pub- 
lished in the LR.E. Proceedings and the interested reader can 
refer to them in back copies of that journal. ae 


7-2 Mi ones 

A microphone is a transducer, a converter of cachanted to 
electrical energy. It usually, but not necessarily, consists of 
diaphragm which moves in accordance with the compression 


erties in accordance with the amount of physical movement 
If the diaphragm is very tightly stretched, the natural period 
of its vibration can be placed at a frequency which will : 
out of range of the human voice. This obviously reduces the 
sensitivity of the microphone, yet it greatly improves the uni- 
formity of response to the wide range encountered for ‘ 
or musical tones. If the natural mechanically resonant pe 
of the diaphragm falls within the voice range, the sensi 
is greatly increased near the resonant frequency. This r 
in distorted output if the diaphragm i is not heavily dam 
familiar example being found in the pee land-lin el 
phone microphone. - ne 
A good microphone must respond equally. to ‘ar ee 
quencies; it must not introduce noise, such as hiss; it. 
have sufficient sensitivity to eliminate the need for 
audio amplification; its characteristics should not v 


: Microphones 
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Figure 12. 


CIRCUITS FOR CARBON MICROPHONES. 
Bea ies x ib chown at (A) wend the varleble casktor 
R: both as a gain contro! and to allow the use of the minimum 
amount of button current which will give adequate gain. The 
‘ microphone transformer T: usually has a primary of about 100 
nee oe and a@ secondary impedance of from 100,000 chms to 
: 500,000 ohms, thus permitting high voltage gain. 5 
; In the circuit shown at (B) the microphone transformer and the 
separate source of microphone current have been eliminated. 
- The cathode current of the 6SJ7 serves as the microphone cur- — 
rent and, since the control grid of the tube is grounded, the 
' microphone impedance is effectively matched to the cathode 
_ input impedance of the 6SJ7 tube. If desired the 1-megohm 
ee ee a a rieatad 
_ ohm potentiometer as a gain control. ‘ 


‘Corton. Microphone Carbon microphones can be divided 


se doxble button. The single-button microphone consists of a 
, diaphragm which exerts a mechanical pressure on a group 
of carbon pranules. These granules are placed behind the 
diaphragm between two electrodes, one of which is secured 


directly to the diaphragm and moves in accordance with the 


: vibration of the diaphragm. This vibration changes the. pres- 
_ sure on the carbon granules, resulting in a change of electrical 


_ fesistance to current flowing between the electrodes, the direct 


_ current being supplied from an external source. The variation 
in resistance causes a change in the current which flows 
_ through the primary winding of a coupling transformer, 
_ thereby inducing a voltage in the secondary winding of this 
transformer. This voltage is then amplified as may be re- 
quired. (See Figure 12.) 

Single-button microphones are useful for operation in port. 


_ able transmitters because their sensitivity is greater than that 
of other types of microphones, thereby requiring less audio 
= amplification to supply audio modulating power to the trans- 

mitter. They can be made quite rugged, another eee 


feature for pavers mobile use. 


_ high step-up ratio. 


into two classes: (1) single-button, (2) _ 


The earlier type single button microphones had a high hiss 


~ Ievel and a bad resonance peak in the middle of the voice 


range. However, the latest types have been improved to the 


extent that they have fair fidelity and excellent intelligibility. 


The hiss level is sufficiently low that it is not noticed when the 
microphone is used close to the lips at normal voice level. 
When the microphone is used close to the lips, second harmonic 
distortion generated by the microphone reaches a significant 
magnitude, but is not excessively high for communications 
work. 

Most of the newer single-button microphones are not posi- 
tional, which means that they can be shaken during use or 
operated in any position without noticeable change in char- 
acteristics. Single-button carbon microphones usually have 
a d-c resistance of from 30 to 100 ohms. The effective im- | 


pedance is the same as the d-c resistance. The maximum per- 


missible button current will vary with the particular make of 


~ microphone, but usually is from 50 to 75 ma. Excessive but- 


ton current will cause the microphone to become noisy if 
allowed to persist. — 

When only a comparatively narrow oe of voice fre- 
quencies need be considered, as in communications work, it is 
possible to design a microphone input transformer with a very 
When such a transformer is used and 
maximum permissible button current is applied to the micro- 


phone, as much as 25 volts peak will be obtained across the 


secondary when speaking directly into the microphone at-nor- 
mal voice level. 
In order to conserve battery drain and prolong the useful 


life of the microphone button, it is recommended that for a 


volume control a rheostat be employed in series with the mi- 
crophone, rather than the more conventional potentiometer 
volume control across a transformer secondary. By choosing 
a supply voltage suitable for the particular microphone and 
amplifier employed, sufficient volume range adjustment 
can be obtained in this manner. The rheostat (Ri in Fig-. 
ure 12A) preferably should be wirewound, and should be 
bypassed with a aces aes low voltage electrolytic 
capacitor. 

When the microphone eine 3 is taken from a 6-volt storage 
battery which also supplies a vibrator pack or dynamotor, a 
“hash filter” usually will be required in order to prevent un- 
desirable hum modulation via the microphone circuit. A very 
low resistance, irom core choke, bypassed at the input with a 
0.5 ufd. paper capacitor and at the output by a 50 zfd. elec- 
trolytic capacitor make a satisfactory filter. 


Double-Button The double-button microphone has_ two- 
Microphones groups of carbon granules arranged in small - 
containers on either side of the diaphragm. 
This push-pull effect minimizes the even-harmonic distortion. 
The diaphragm is normally stretched to such an extent that 


tae 


0s mica Se et 65 


~~ 


Figure 13. 


TYPICAL CAPACITOR Ml- 
CROPHONE PREAMPLIFIER. 


A preamplifier of this general type 
may be used fo raise the level of a 
capacitor microphone to a point 
where it can be fed into the input 
of a normal speech amplifier. The 
preamplifier is constructed as an 
integral part of the capacitor mic- 
rophone case, providing a very short 
grid lead to the first tube and 
complete shielding of the micro- 
phone and amplifier. The pre- 
amplifier should preferably be fed 
from a separate, well-filtered plate 
supply. 
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Figure 14. 


RECOMMENDED SPEECH AMPLIFIER 
INPUT CIRCUIT. 
This is a simple and conventional speech 
amplifier circuit for operating out of a 
crystal, high-impedance dynamic, or other 
low-level microphone. The yoltage gain 
will be in the yicinity of 2300, which 
means that the amplifier will have a gain 
of about 67 db. With a crystal mike with 
- output of —50 db the output of the 6J5 
will be about plus 17 db; this is ample to 
drive a pair of 2A3’s as a driver for a 
class B modulator. In this case a push- 
pull input transformer would be used in 
the plate circuit of the 635. If it is de- 
sired to feed a low-impedance fine, a plate- 
to-line transformer should be used in the 
6J5 plate circuit. | 


LOW-!IMPEDANCE LINE 
OR GRID AND GROUND 
OF FOLLOWING STAGE 


its natural period is between 6,000 and 8,000 cycles per second. 
This feduces the sensitivity of the microphone, and greater 
audio amplification is needed to secure the same output as 
from a single-button carbon microphone. On the other hand, 
the tone quality from the double-button microphone ts better. 
The hiss is aggravated by the fact that the output of the micro- 
phone is much lower (20 to 45 db) than that of a single- 
button microphone for a given button current. 

The double-button microphone was very popular a decade 
or two ago, but now is seldom used. 


Capacitor 
Microphones 


A capacitor (or “condenser’’) microphone has 
a better frequency response than a carbon mi- 
crophone, and it does not produce a hiss. This 
type of microphone consists of a highly damped or stretched 
diaphragm mounted very close to a metal plate but insulated 
from the plate. The movement of the diaphragm changes the 
spacing between the two electrodes, resulting in a change in 
electrical capacitance. When a d-c polarizing voltage is ap- 
plied across the plates an a-c voltage will be generated when 
the diaphragm is actuated, by reason of the change in capaci- 
tance between the plates. This voltage can then be amplified 
by means of vacuum tubes. 

The diaphragm of a typical capacitor microphone is made 
of duralumin sheet, approximately 1/1000 inch thick, with 
approximately the same spacing between the diaphragm and 
the rear heavy plate electrode. The output is approximately 
75 db below an ordinary single-button carbon euceep hen 
with unstretched diaphragm. 

The low output of a capacitor microphone necessitates con- 
siderable preamplification, the first stage being located, of 
necessity, very close to the microphone. The output imped- 
ance is extremely high and the unit must, therefore, be well 
shielded in order to prevent r-f and 60-cycle a-c hum pickup. 
It is sensitive to changes in barometric pressure and humidity. 
More modern types of microphones are replacing the capacitor 
type for all except very specialized sound measurement work. 
A typical capacitor microphone preamplifier is illustrated in 
Figure 13. 


The crystal microphone operates on the prin- 
ciple that a change in dimensions of a piezo- 
electric material, such as a Rochelle salt crystal, 
generates a small a-c voltage which can be amplified by means 
of vacuum tubes. No d-c polarizing voltage or current or 
coupling transformer is required for the crystal microphone; 
thus, it is a very simple device to connect into an audio am- 
plifier. 

Crystal microphones can be divided into two classifications: 
(1) the diaphragm type, (2) the grille type. 

The diaphragm type is relatively inexpensive, and consists 
of a semifloating diaphragm which subjects the crystal to de- 


Crystal 
Microphones 


formation in accordance with the applied sound pressure. The 
fidelity is equal to that of most two-button carbon micro- 
phones, and there is no background noise or hiss ssneraied 3 in 
the microphone itself. 

The grille type consists of a group of crystals connected | 
in series or series-parallel, for the purpose of obtaining ade- 
quate electrical output without aid of a diaphragm. ; 

The output level varies between —55 db and —80 db foe 
various types of crystal microphones. The grille type is less 
directional to sound pickup than most other types, and is 
capable of almost perfect fidelity. However, they have frome 
10 to 25 db less output than the diaphragm type. 

The crystal element used in both types is damaged perma- 
nently by high ambient temperatures. This limits the usefulness 
for certain applications, but nevertheless the crystal micro- 
phone is the most widely used high quality microphone for 
communications and public address use: Recent designs of 
crystal microphones have an improved type of crystal element 
which will withstand higher ambient temperature than earlier . 


Yes: 


The velocity or ribbon-type microphone - 

has a thin, corrugated, metal strip. 
diaphragm which is loosely supported 
between the poles of a horseshoe magnet. A minute current — 

is induced in this strip when it moves in a magnetic field, and } 
this current can be fed to the primary of a step-up-ratio trans- 
former of high ratio because of the very low impedaaty of 
the ribbon. 

The microphone output must be amplified by 1 means of a 
very high gain preamplifier, because the output level is around 
—85 db. This type of microphone is rugged and simple in 
construction. It cannot be used for close talking without over- 
emphasizing the lower frequencies, and should therefore be 
placed at least 2 feet from the source of sound. It is very 
sensitive to a-c hum pickup, which is one of the principal 
reasons why it is not more widely used outside of broadcast 
applications. 

The impedance of the ribbon is so low that i it is difficult to 
design a ribbon-to-grid transformer with good fidelity. For 
best quality, two transformers are usually used in cascade: 
ribbon-to-200 ohms and 200 ohms-to-grid. se 

The ribbon microphone has excellent fidelity. The loosely 
supported ribbon has a natural period of vibration of but a 
few cycles a second, which serves the same purpose as stretch- 
ing the diaphragm of a diaphragm type microphone to resonate. 
above the useful. range. However, the ribbon is vulnerable 
to wind currents, and is easily damaged by a strong current — 
of air unless protected by a suitable wind screen. 

The ribbon microphone is bi-directional, having a fieeraoee 
eight pattern with two complete nulls displaced 180 degree: 

The “boominess” which results from talking very close 


Velocity or 
Ribbon Microphones 
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M1000 6.3V. +250V. 
Figure 15. 


"SIMPLE PRE-AMPLIFIER OR SPEECH AMPLIFIER IN- — 
; PUT STAGE. 


‘This. amplifier stage makes a good input stage, pohihoregu eens 
Sue PEI. ee ee ee eee 


a ribbon Cae microphone is caused by the fact that the 
_ diaphragm does not work on the sound pressure of the wave, 
& as in most microphones, because both sides of the ribbon are 
exposed. Instead, the ribbon follows the particle velocity of 
the sound wave. The ratio of particle velocity to sound pres- 
__ sure increases rapidly when the distance from the sound source 
__ to the microphone is made much less than a wavelength. Be- 
cause the distance measured in wavelength is much shorter 
for the lower frequencies, low frequencies are accentuated 
when the sound source is close, but normal when the distance 
is a considerable fraction of a wavelength at the lowest fre- 


_ quency eS = 
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_ Microphone 


The dynamic (moving coil) type of micro- 
phone operates on the same genetal principle 
_as the ribbon microphone except that it is a 
Bee cnersied - device (only one side of the diaphragm 


exposed to the sound wave). A small coil of wire, actuated 


ee a diaphragm, is suspended in a magnetic field, and the 
movement of the coil in this field generates an alternating 
current. The output impedance is approximately 30 ohms as 
against approximately 1 ohm for the ribbon type of micro- 
_ phone. The output level of the high fidelity types is about 
.—85 db, the level varying with different makes. The output 
level of the public-address types is somewhat higher, and the 
fidelity is almost as good. This type of microphone is quite 
_ tugged, but has the disadvantage of picking up hum when 
_used close to any power transformers. 
_A very satisfactory dynamic microphone can be made from 
: a single earphone of the dynamic type taken from a headset 
such as the ANB-H-1A which has been available on the sur- 
plus market for a reasonable price. Alternatively, an inex- 
_ pensive dynamic microphone can be made from a small per- 
_ .manent-magnet dynamic loudspeaker. One of the newer 5-inch 
_ types with alloy magnet will give surprising fidelity at rela- 
tively high output level. 
__A shielded cable and plug are essential to prevent hum 
pickup. The unit can be mounted in any suitable type of 


_ container. The circuit diagram is shown in Figure 16. 
: Directional Crystal microphones, as well as those of some 
«Effects other types, can be mounted in a spherical hous- 


2 : ing with the diaphragm oriented horizontally 
in ofder to secure a non-directional effect. Decidedly unidi- 

_ rectional effects also may sometimes be required and micro- 
: Ses for this purpose are eeecally available. 


‘Neisd Cancelling ‘By exposing both sides of the diaphragm 
Microphones _ of a single-button microphone to the sound 
eee waves, it will operate as a velocity or 
pressure gradient device. The increase in the ratio of particle 


__ velocity to sound pressure at very close distances (covered un- 
a _ der the es gas cea then can be Seated, to ad- 
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Figure 16. 


HIGH-GAIN INPUT STAGE USING PENTODE. 
This circuit will contribute slightly more tube noise than the 
circuit of Figure 15, but is satisfactory for all except the lowest — 
fevel microphones. The small PM type speaker used as a micro- 
phone provides adequate fidelity for communications work, at 
low cost. A regular dynamic microphone may be substituted. 
The voltage gain of the stage is over 40 db. 


vantage to obtain a microphone which actually discriminates 
against sounds emanating at a distance from the microphone. 
“A close-talking carbon microphone giving a reduction in 
ambient background noise level of from 15 to 20 db over con- 
ventional close-talking microphones utilizes this principle. 
The microphone is corrected acoustically to compensate for 
the “boominess” that ordinarily would result. from talking 
directly into a velocity microphone. Because of the compensa- 
tion, the bass response is poor for distant sounds, but because 
of the specific close-talking application of the microphone this 
is of academic interest. 

Microphones of this type can be used successfully in loca- 
tions of ambient noise so high that it is difficult or impossible 
to hear one’s own voice. 


7-3 


That portion of the audio channel between the microphone 
or its preamplifier and the power amplifier or modulator stage 
can be defined as the speech amplifier. It consists of from 
one to three stages of voltage amplification with resistance, 
impedance, or transformer coupling between stages. The input 
level is: approximately —70 db when the speech amplifier is 
designed for operation from a diaphragm-type crystal micro- 
phone. Several speech-amplifier input circuits have been 
shown on the. preceding pages, and a number of complete 
speech amplifiers are shown in Chapter 24, Speech and Ampli- 
tude Modulation Equipment. 

It is possible to dispense with the preamplifier with certain 
types of low-level microphones by designing the speech am- 
plifier input to work at — 100 db or so, but it is better practice 
and entails less constructional care if a speech amplifier with 
less gain is used, in conjunction with a preamplifier to make 
up the required overall amplification. Less trouble with hum 
and feedback will be encountered with the latter method. 

Designing a speech amplifier to work at —70 db is com- 
paratively easy, as there is little trouble from power supply 
hum getting into the input of the amplifier by stray capacitive 
or inductive coupling. 


Speech Amplifiers 


Vacuum-Tube 
Amplifiers 


A detailed discussion of vacuum-tube am- 
plifiers of various types has been given in 
Chapter 4. However, the more - general 
considerations involved in speech-amplifier design are given 
in the following paragraphs. 


Amplifier Gain 
Calculations 


The power gain in amplifiers, or the power 

loss in attenuators, can be conveniently ex- 
_ pressed in terms of db x#nits, which are an 
expression of ratio between two power levels. The calcula- 
tion of db gain or loss is given in Chapter 15. 


Quite frequently in the design of a speech 
amplifier it is desirable to go from a single- 
ended stage into a push-pull power output stage, or a push- 
pull driver for Class B grids. A push-pull input transformer 
can be used to obtain the 180°-out-of-phase voltages necessary 
for the grids of the output tubes. But good quality push-pull 
input transformers are expensive and have a tendency to pick 
up’ inductive hum. 

A detailed discussion of phase-inverter circuits has been 
given in Section 4-4 of Chapter 4. Figure 17 shows two addi- 
tional phase-inverter circuits which have proved to give ex- 
cellent results in all normal types of applications. Both make 
use of degenerative feedback to stabilize and equalize the 
voltages developed across the two halves of the output circuit. 
The circuit shown at (A) can be used with any two tubes of 
the low-power types usually employed in low-level audio work. 
One of the most satisfactory arrangements is to use a dual 
tube for both V; and V2. The 6N7, 6J6, 6F8-G, 6SC7, 6SN7, 

-6SL7, 7F7, and 6Z7-G twin triodes all are suitable for this 
application. The voltage gain of this phase inverter from 
the grid of V; to the two grids of the succeeding speech stage 
is slightly less than twice the actual gain of V3. 

V; and V: need not be biased from the same cathode re- 
sistor; they may each have a separate cathode resistor (by- 
passed or not by-passed, as desired) and degenerative feedback 
from the output of the amplifier may be fed back into the 
cathode of V; (but not into V2). 

The voltage which appears on the grid of V2 arises from 
the unbalance in the output voltages delivered by the two 
phase-inverter tubes. Hence, the higher the gain of the tube 
at V2 the less will be the difference between the voltages fed 
to the two output stage grids. In any case, if the gain of 


Phase Inverters 


V2 is above 15, the voltage appearing on the grid fed by V.2- 


will be at least 94 per cent of that appearing at the other grid. 

The circuit shown at (B) of Figure 17 has a total voltage 
gain from the input grid of the 6SJ7 to the two grids of the 
push-pull speech stage of about 2300. This is ample gain 
to operate from a source such as a crystal microphone or 
pickup into the grids of a pair of 6A3’s, 6V6’s, or 6L6’s. The 
6SJ7 stage gives a gain of about 150, while the 6J5 gives a 
total gain of about 14, or about 7 for each output tube grid. 
This circuit is unique among cathode-follower phase-inverter 
circuits in that the full gain of the cathode follower tube 
(6J5) ts obtained, although this gain is split, of course, be- 
tween the two grid circuits of the following stage. Slight 
adjustments in the value of the 100,000-ohm resistor in the 
cathode circuit of the 6J5 will allow exactly equal and opposite 
voltages to be obtained on the grids of the succeeding stage. 


Tube Considerations, 
Voltage Amplifiers 


The gain of a resistance-coupled triode 
is primarily a function of the amplifica- 
tion factor, because the plate load re- 
sistance can be made much higher than the plate resistance 
of the tube where voltage amplification rather than power 
output is desired. If the plate load resistance were infinite, 
and the tube were somehow supplied with plate voltage, the 
voltage gain would be equal to the amplification factor of the 
tube. If the plate load resistance were made equal to the 
plate resistance of the tube, the gain would be equal to the 
amplification factor divided by two. Usually the plate load 
resistor is made several times the plate resistance, and the 
voltage gain runs about 0.75 of the uw of the tube. 

As it is difficult to build a triode with » of more than 100, 
the voltage gain of a single triode in a resistance coupled 
amplifier is limited to approximately 75, and for many tubes 
is much less. 

Resistance-coupled pentode amplifiers usually employ tubes 
designed for voltage amplification (as contrasted to power 


Figure 17. 
RECOMMENDED PHASE-INVERTER CIRCUITS. 
(A) shows the “floating paraphrase” circuit which is the best 


for all ordinary applications. (B) shows an excellent | : 
front end for a speech amplifier which will deliver ample voltage 
output to drive any of the conventional power audio tubes when 
a conventional crystal or high-impedance dynamic microphone is 
used on the input. The circuit shown at (A) is quite flexible 
and is capable of considerable change to suit different circuit 
_ conditions. That shown at (B) should be used as is without 


' change if its excellent operating characteristics are to be re- = 


tained. Both circuits are fully described in the accompanying — 
text. 


pentodes ) and the plate resistance of nick tubes is very high, ; 
often over a megohm. The voltage gain of such a tube is 
equal to the plate load resistance in thousands of ohms times 


_ the transconductance in thousands of micromhos. However, 


it should be kept in mind that if the plate coupling resistor is _ 
made very high the plate voltage and current on the tube’ are 
thus limited to a very low value, and the transconductance 
under such conditions is much lower than the value listed in — 
the tube tables for normal plate and screen voltages, However, 
by using optimum values of plate resistor, it is possible to 
obtain gains on the order of 300, which is considerably greater — 
than can be obtained from an ordinary high-z triode. : 


The plate load resistance giving maxi- — 

mum power output (without regard to 
voltage gain) from a given triode de- 
pends upon the amount of distortion which can be tolerated. 
If the maximum tolerable distortion limit is set anywhere 
between 3 and 10 per cent, it will be found that maximum 


Tube Considerations, 
Power Amplifiers 


output is obtained when the plate load resistance (assuming 


a resistive load) is equal to 2 or 3 times the dyastye plate. 
resistance of the tube. 

Optimum grid bias under these conditions will be found 
to be approximately 24 the value of cut-off bias, the latter 
being determined by dividing the plate voltage by the » of the 
tube. If the plate dissipation of the tube under these condi- 
tions does not equal or approach the maximum rated dissipa- 
tion for the tube, then the output capabilities of the tube are — 
not being fully realized. The plate voltage can be raised until — 
the plate dissipation at 24 cut-off bias equals the maximum _ 
recommended value for the tube, assuming that the maxi- — 
mum rated plate voltage is not exceeded first. . 


the tube is high. For this reason the amplification factor and — 
plate resistance of power output triodes are made low. There 
is no point in running high plate Ns on a pose se r 


The latter 
condition may easily occur when the amplification factor of 
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when it is possible to design the tube to give full output at 
moderate plate voltage. 
. The maximum power output of a triode operated as recom- 


mended is approximately 20 per cent of the plate input for. 


sine wave signal. If higher distortion can be tolerated, as in 
communications work, the efficiency at maximum output 1s 
approximately 25 per cent. 
_ The plate load resistance which gives maximum power 
_ output from a pentode or beam power amplifier cannot be 
determined from a simple “rule of thumb.” Whereas the load 
resistance must be considerably sigher than the dynamic plate 
resistance of a triode for’ low distortion, the load resistance 
for a pentode or beam tetrode must be considerably Jower than 
_ the plate resistance of the tube. The exact value of optimum 
load, however, must be evolved either by cut and try or by 
rather involved calculations. The same pertains to the bias, 
though in general the optimum Class A bias will be about 
the same or slightly lower than for a triode, expressed in 
terms of percentage of cut-off bias. The optimum values of 
bias and load resistance for a pentode or tetrode power audio 
stage are best taken from the manufacturer’s data, the more 
pertinent of which is given in the tube data tables in this book. 

The efficiency of a pentode or beam tetrode at maximum 
undistorted sine wave output is slightly higher than for a 
triode if only the plate input is considered, running about 30 
~ percent. However, if the tube draws much screen current, the 
z overall efficiency will not be appreciably greater than that of 
a triode. 

Push-pull beam tetrodes running class AB will give high 
ouput with moderate distortion, and are widely used in public 
address and communications work where audio powers on 
the order of 10 to 200 watts are required. 
averse Feadbuck Inverse feedback, also called negative feed- 
back ot degenerative feedback, is a method 
_of lowering the distortion, hum and noise generated in an 
- audio stage at the expense of voltage gain. It also reduces 
_ the effective plate resistance of the stage and improves the 
_ frequency response. The reduction in distortion, noise, and 
_ effective plate resistance is proportional to the amount of 
feedback. *| : 

Basically, the application of inverse feedback to an audio 
system consists of taking a portion of the voltage developed 
at the output of a stage and feeding it back to the input of 
_ that or a preceding stage, 180 degrees out of phase with the 
input voltage. The loss in gain resulting from the incorpora- 
tion of inverse feedback can be made up by adding an addi- 
tional stage of voltage amplification at the front end of the 
amplifier, where distortion is very low anyhow because of the 


comparatively iow magnitude of the signal at that point in the 


amplifier. 
_ Inverse feedback systems are of two kinds, inverse voltage 
feedback, and inverse current feedback. In the former, the 
circuit is arranged so that the voltage fed back is proportional 
- to the voltage developed across the load. This type of inverse 
_ feedback reduces the effective internal or “dynamic” plate re- 
sistance of the amplifier, and is the most commonly used type. 

Negative curreni feedback also feeds an out-of-phase voltage 
back to the input, but the voltage is taken across a resistance 
in series with the output load, so that the voltage fed back is 
proportional to the current developed in the output load. An 
_ unbypassed cathode resistor in a single ended stage provides 
this type of feedback, which is satisfactory where the load 
impedance is constant regardless of amplitude or frequency. 
Because the latter condition obtains only in a few special appli- 
cations, this type feedback is not so widely used as inverse 
voltage feedback. 

As mel be explained later, there is a limit to the amount of 


inverse feedback which can be employed without encountering 
a tendency towards oscillation. The reduction in distortion 
and gain resulting from inverse feedback can be approximated 
quite closely by the following rule: 

Determine the gain without feedback, and note the per- 
centage of the output voltage which will be fed back, the latter 
being designated the feedback factor. Divide the gain with- 
out feedback by the original gain times the feedback factor, 
plus 1. Thus, if the original gain (without feedback) was 
20 and the feedback factor is 0.20 (meaning that 20% of the 
output voltage is fed back), then the gain with feedback 1s 


20 er 
20 (0.2) + 1 faa 


‘It is apparent that unless the feedback voltage — 
is between 90 and 270 degrees out of phase 
with the input voltage, the feedback will cause regeneration 
rather than degeneration. When employing a degenerative 
feedback circuit, care must be taken to see that the feedback 
is not regenerative rather than degenerative at very low and 
very high frequencies outside the desired frequency range, 
causing oscillation. For instance, a feedback amplifier may 
be designed to have very nearly 180 degrees phase shift (opti- 
mum) over the range 100 to 5,000 cycles, yet have less than 
90 or more than 270 degrees phase shift at say 10 cycles or 
50,000 cycles. The problem is to keep the gain sufficiently 
low at the frequencies where the feedback is regenerative that 
the amplifier does not oscillate. 

Ina single resistance-coupled stage, it is impossible to obtain ~ 
phase shift in excess of 90 degrees, regardless of frequency 
of cifcuit constants. 

In a two stage amplifier it is comparatively easy to keep 
the phase shift sufficiently low to permit a high degree of 
feedback without oscillation, but when three resistance-coupled 
Stages are included in the feedback “loop,” considerable care 
must be taken to avoid instability, In a multi-stage amplifier 
the tendency towards oscillation can be reduced by designing 
one stage with a-pass band just sufficient for the intended 
application, and the remaining stage or stages to have as little 
attenuation as possible outside the pass band .This artange- 
ment keeps the gain well down at all frequencies having 
appreciable phase shift. 

When transformer coupling is employed within the feed- 
back loop, the tendency towards oscillation is aggravated. 
The leakage reactance in a transformer, especially.in'a cheap 
one, causes considerable phase shift at the higher audio fre- 
quencies. Also, unless the transformer is designed for good 
bass response, there will be appreciable phase shift at the 
lower end of the audio range. For this reason it is difficult 
to employ a worthwhile amount of feedback around a loop 
containing more than two good or one mediocre transformer. 
Transformers having a turns ratio near unity will give the 
least trouble; those with a high step-up or step-down ratio 


Phase Shift 


will produce so much phase shift that the incorporation of 


negative feedback around even the one transformer is not 
always. feasible. 


Negative Feedback 
Circuits 


In Figure 18, a simple method of apply- 
ing inverse feedback to an audio am- 
plifier is shown. With the values of 
resistance as indicated, the negative feedback is approximately 
10.per cent. This reduces the gain of the audio amplifier; 
however, it still has approximately twice the sensitivity of a 
typical triode amplifier with similar plate circuit characteristics. 
The plate circuit impedance of the 6L6 is greatly reduced, an 
advantage when working into a loudspeaker (because a loud- 


_ speaker is not a constant impedance device). 


I 


Figure 18. 


INVERSE VOLTAGE FEEDBACK INCORPORATED IN 
A SINGLE STAGE BEAM POWER AMPLIFIER. 


Inverse feedback can be applied in a somewhat different 
manner, as shown. in Figure 19, for a two-stage amplifier. 
This method is particularly desirable, in that the tube driving 
the output stage does not have to deliver a high output voltage 
to offset the “bucking” effect of the feedback, as is the case 
where the feedback voltage is merely fed back from the plate 
to the grid circuit of the same stage. 

The polarity of the secondary winding of the output trans- 
former, in all cases where the feedback. connection is made to 
the secondary, should be that which will produce degenera- 
tion and reduction in amplifier gain, rather than regeneration 
and howl or increase of gain. 

The circuit of Figure 20 shows inverse feedback applied 
ever three stages of amplification. These two systems are 
suitable for operation as speech amplifiers and modulators 
for grid-modulated radio-telephones, or low-power plate- 
modulated transmitters. The 100-ohm cathode resistor should 
be located as near as possible to the 6C5 tube cathode terminal 
in order to prevent undesirable pickup and feedback at fre- 
quencies other than those desired. 

Because three stages, including two transformers, are in- 
cluded within the loop, some juggling of coupling and bypass 
capacitor values to suit the transformers and circuit layout 
employed probably will be required in order to permit a worth- 
while amount of feedback to be obtained without oscillation. 
The transformers must be of good quality, having low ee 
reactanice. 


Rectified Carrier 
imverse Feedback 


It is possible to include a modulated r-f 
power amplifier stage within the feedback 
loop if certain precautions are taken, thus 
reducing the hum, noise, and modulation distortion generated 
by or within the modulated r1-f stage itself. This type of 
feedback is employed in most broadcast transmitters, and 
also can be used to advantage in communications transmitters. 

The method consists of rectifying a small amount of carrier 
signal in order to recover the audio envelope, and feeding this 
audio voltage back into an appropriate part of the speech 


Figure 20. 


40-WATT BEAM POWER 
AMPLIFIER WITH INVERSE 
FEEDBACK. 
Unless high quality transformers 
are employed, excessive phase 
shift will prevent using more 
than a small amount of feed- 
back without encountering oscil- 
dation, 


¥ 


Figure 19. 


INVERSE VOLTAGE FEEDBACK AROUND A TWO aa 
STAGE AMPLIFIER, WITH ADAUST ARES TOE oe 


amplifier in the proper phase. Two inverse feedback rectifier 
circuits are shown in Figures 22 and 23. 

Things which must be carefully avoided within the fecdbace 
loop are small values of interstage coupling capacitors, any 
sort of shunting capacitors such as a plate by-pass on a modu- 
lated stage, and large values of series resistance anywhere — 
within the feedback loop. If there should arise any case re 
oscillation caused by too large a value of series resistor in th 
feedback circuit proper, this trouble can often be cured by 
shunting the series resistor with a very small value of mica 
capacitor—0. 00004 fd. or so. However, in a case where it 
is impossible to eliminate oscillation in a circuit employing. 
degenerative feedback, it is always possible to eliminate the 
difficulty by reducing the amount of feedback. In a circui 
with a large amount of phase change with frequency, it may 
be necessary to reduce the feedback to an amount so small — 
that it may as well be eliminated. This is the condition which — 
usually arises when it is attempted to place degenerative feed- — 
back around a plate-modulated transmitter using Class B 
modulators. Degenerative feedback may be used satisfactori y 
‘from the rectified cartier back to the audio system in ‘trans 
mitters using Heising plate modulation, and suppressor 
control-grid modulation. The system is. especially suited to. 
application in transmitters using grid-bias modulation, as it is 
easy to apply and reduces to a negligible value the appreciabl 
distortion inherent in a Class C grid bias modulated stage. 

Further data on the theory and application of degenera ive 
feedback to transmitters and audio-amplifier circuits be been 
given in eens 4, Section 4-15. 


Bass Suppression Most of ie power represented by ordi 
speech (particularly the male voice) 


below 1000 cycles. If all frequencies below 400 or 500 
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Figure 21. 


“DIODE CARRIER RECTIFIER PROVIDING INVERSE 
FEEDBACK OF AUDIO ENVELOPE VOLTAGE. 


This method of inverse feedback reduces distortion and noise in 
both modulator and modulated stage. it is widely used in 
broadcast practice, but cannot be employed to full advantage 
in a transmitter using class B plate modulation with an inex- 
pensive modulation transformer. The leakage reactance of the - 
latter encourages undesirable oscillations, unless the feedback 
factor is low. r 


are eliminated or substantially attenuated, there is a consider- 


able reduction in power with but insignificant reduction in. 


intelligibility. This means that the speech level may be in- 

creased considerably without over-modulation or overload of 
_ the audio system, which is equivalent to a corresponding in- 
- crease in transmitter power. Furthermore, audio transformers 
‘ and modulation transformers may be much smaller for a given 

audio power in watts, because the size of a transformer for a 

given power depends primarily upon the lowest frequency to 

be transmitted. 

When a moderate amount of bass suppression is employed, 
~ the speech will not only be highly intelligible, but will appear 
to be of “good quality.” However, Careful observation and 
_ comparison with the speaker’s actual voice will reveal that 
the transmitted speech is not “full” and “natural,” two im- 
portant considerations in broadcast work which are relatively 
unimportant in communications work. 

As pointed out above, bass suppression permits a higher 
percentage modulation at the voice frequencies providing in- 
telligibility, which is equivalent to a substantial increase in 
power. It is not necessary to suppress the bass frequencies 
completely, but only to attentuate them until, as the audio 
gain is increased, over-modulation first occurs at the voice 
frequencies that afford intelligibility, rather than at the power- 
consuming bass frequencies. 

The simplest and probably the most practicable methods of 

i bass suppression are simply to skimp on the size of the inter- 

Stage coupling capacitors or cathode bypass capacitors in a 
_ resistance coupled amplitier, choosing values which cause the 

‘f£esponse to start to droop at about 600 cycles. 

_ Predetermining the frequency characteristic by calculation 
of the cathode bypass capacitor is a rather complicated pro- 
cedure, as the tube and other circuit parameters enter the pic- 
ture. However, it is a simple matter to determine what value 
of interstage coupling capacitor is required to start a bass 

“droop” at any particular desired frequency. It is done as 
tollows: 

Make the grid coupling resistor at least twice the vabue of 

_ the associated plate coupling resistor. Then choose a value of 
coupling capacitor which has a reactance at 600 cycles which 
_ is equal to the resistance of the grid coupling resistor. (Refer 
_ to the reactance-frequency chart in Chapter 15.) If this pro- 
_ cedure is applied to two cascaded resistance-coupled stages, an 

_ attenuation curve will be obtained which is about optimum, 
zs the response being down approximately 10 db at 400 cycles, 
and 20 db at 250 cycles. If desired, the knee of the response 
_ curve may be moved up or Edowet in frequency by proper cheer 
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SPEECH AMPLIFIER 
Figure 22. 
CARRIER RECTIFIER CIRCUIT PROVIDING BOTH IN- 
VERSE FEEDBACK VOLTAGE AND MONITORING 
SIGNAL, 


of coupling capacitor, and the sharpness of the cut off may be 
controlled by choice of the number of “bass suppressed” stages. 

Inverse feedback should not be used around a bass sup- 
pressed stage, as the feedback will tend to “iron out” the fre- 
quency response by partially restoring the bass. 


7-4 Speech Clipping 

A characteristic of speech waveforms is the presence of 
frequently recurring high-intensity peaks of very short dura- 
tion. These peaks will cause overmodulation if the “average” 
level of modulation on loud syllables exceeds approximately 
30 per cent. Careful checking into the nature of speech sounds 
has revealed that these high-intensity peaks are due primarily 
to the vowel sounds. Further research has revealed that the 
vowel sounds add little to intelligibility, the major contribution 
to intelligibility coming from the consonant sounds such as 
vu, b, k, s, t, and 1, Measurements have shown that the power 
contained in these consonant sounds may be down 30 db or 
more from the energy in the vowel sounds in the same speech 
passage. Obviously, then, if we can increase the relative energy 
content of the consonant sounds with respect to the vowel 
sounds it will be possible to understand a signal modulated 
with such a waveform in the presence of a much higher level 
of background noise and interference. Experiment has shown 
that it is possible to accomplish this desirable result simply by 
cutting off or c/zp ping the high-intensity peaks and thus build- 
ing up in a relative manner the effective level of the weaker 
sounds. 

Such clipping tntosetically can be accomplished simply by 
increasing the gain of the speech amplifier until the average 
level of modulation on loud syllables approaches 90 per cent. 
This is equivalent to increasing the speech power of the conso- 
nant sounds by about 10 times or, conversely, we can say that 
10 db of clipping has been applied to the voice wave. However, 
the clipping when accomplished in this manner wll produce 
higher ovder sidebands known as “splatter”, and the trans- 
mitted signal would occupy a relatively tremendous slice of 
spectrum. So another method of accomplishing the desirable 
effects of clipping must be employed. 

A considerable reduction in the amount of splatter caused 
by a moderate increase in the gain of the speech amplifier can 
be obtained by poling the signal from the speech amplifier to 
the transmitter such that the high-intensity peaks occur on 
upward or positive modulation. Overloading on positive modu- 
lation peaks produces far less splatter than the negative-peak 
clipping which occurs with overloading on the negative peaks 
of modulation. This aspect of the problem has been discussed. 
in more detail in the section on Speech Waveform Dissym- 
metry earlier in this chapter. The effect of feeding the proper 
speech polarity from the speech amplifier to the modulator ts 
shown in Figure 23. 

A much more desirable and effective method of obtaining 
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Figure 23. 


SPEECH-WAVEFORM MODULATION. 


Showing the effect of using the proper polarity of a speech 
wave for modulating a transmitter. (A) shows the effect of 
proper speech polarity on a transmitter having an upward 
medulation capability of greater than 100 per cent. (B) shows 
the effect of using proper speech polarity on a transmitter hay- 
ing an upward modulation capability of only 100 per cent. Both 
these conditions will give a clean signal without objectionable 
splatter. (C) shows the effect of the use of improper speech 
polarity. This condition will cause serious splatter due to neg- 
ative-peak clipping in the modulated-amplifier stage. 
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Figure 24. 


ACTION OF A CLIPPER-FILTER ON A SPEECH WAVE. 

The drawing (A) shows the incoming speech wave before Vi doe 
reaches the clipper stage. (B) shows the output of the clipper- 
tilter, illustrating the manner in which the peaks are clipped and 


clipper-filter. (C) also shows the manner in ‘which the trans- 
mitter may be adjusted for 100 per cent modulation on the 
“canted” peaks of the wave, the sloping top of the wave reach- 

ing about 70 per cent modulation. 


speech clipping is actually to employ a clipper circuit in the 
earlier stages of the speech amplifier, and then to filter out the 
objectionable distortion components by means of a sharp low- 
pass filter having a cut-off frequency of approximately 3000 
cycles. Tests on clipper-fiter speech systems have shown that 
6 db of clipping on voice is just noticeable, 12 db of clipping is 
quite acceptable, and values of clipping from 20 to 25 db are 
tolerable under such conditions that a high degree of clipping 
is necessary to get through heavy QRM or QRN. A signal 
with 12 db of clipping doesn’t sound quite “natural” but it is 
not unpleasant to listen to and is much more readable than an 
unclipped signal in the presence of strong interference. 

The use of a clipper- filter in the speech amplifier, to be com- 
pletely effective, requires that phase shift between the clipper- 
filter stage and the final modulated amplifier be kept to a mini- 
mum. However, if there is phase shift after the clipper-filter 
_ the system does not completely break down. The presence of 
phase shift merely requires that the audio gain following the 
clipper-filter be reduced to the point where the “cant” applied 
to the clipped speech waves still cannot cause overmodulation. 
This effect is illustrated in Figure 24. The manner in which a 
clipped and filtered wave of three different frequencies will 
be affected by a constant amount of delay (phase shift) in the 


audio system following the clipper-filter is shown in Figure 25. 


Note that a 3000-cycle wave, regardless of the amount of clip- 
ping, comes through the clipper- filter and the succeeding audio 
system substantially as a sine wave of the same amplitude as 
the clipping level. However, as the frequency of the audio sig- 


nal is decreased, the signals leaving the clipper- ee approach - 


appearing on the tops of the square waves eee the ie 
filter centers about the clipping level. Hence, as the frequency a 
being passed through = system is lowered, the amount b a 


level is increased. ss 
In a normal transmitter haviees a moderate amoun 
shift the cant applied to the tops of the waves. will re 


following the clipper-filter has Been sad Gsted unless r 
steps have been taken. The following steps are advisec 


(1) Introduce bass suppression into the speech = 
_ of the clipper-filter. : 


(2) Improve the tow-frequency response characteris 


‘Lippe 
Feeding the plate current to the final amplifier a zg 
choke rather than through the ial of the modu 


(1) aod the speech gain Bead of the Linen 
_ with normal talking into the microphone the 
being introduced by the clipper-filter circuit is q 
ent but not objeconable: This amonn dis ‘ 
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Figure 25. 


ILLUSTRATING THE EFFECT OF PHASE SHIFT ON 
CLIPPED AND FILTERED WAVES OF DIFFERENT 
FREQUENCY. 

Sketch (A) shows the effect of a clipper and a filter having a 

~ cutoff of about 3500 cycles on a wave of 3000 cycles. Note 

that no harmonics are present in the wave so that phase shift 

_ teilowing the clipper-filter will have no significant effect on the 

shape of the wave. (B) and (C) show the effect of phase shift 

_on waves well below the cutoff frequency of the filter. Note 

that the “cant” placed upon the top of the wave causes the 

nS: peak value to rise higher and higher above the clipping level as 

the frequency is flowered. It is for this reason that bass sup- 

pression before the clipper stage is desirable. improved low- 

frequency response following the clipper-filter will reduce the 

_ phase shift and therefore the canting of the wave at the lower 
voice frequencies. 


’ 


be apparent to the normal listener when 10 to 15 db of 
clipping 1 is taking place. 


(2) Tune a selective communications receiver about 15 kc. to 
one side or the other of the frequency being transmitted. 
_ Use a short antenna or no antenna at all on the receiver 

so that the transmitter is not blocking the receiver. 


(3) Again with normal talking into the microphone adjust the 
_ gain following the clipper-filter to the point where side- 
band splatter is being heard, and then slightly back off the 
gain after the clipper-filter until the splatter disappears. 


_If the phase shift in the transmitter or modulator is not 

excessive the adjustment procedure given above will allow a 

clean signal to be radiated regardless of any eeaspbable voice 
level being fed into the microphone. 


If a cathode-ray oscilloscope is available the anidulated 


envelope of the transmitter should be checked with 30 to 70 
cycle saw-tooth waves on the horizontal axis. If the upper 
half of the envelope appears in general the same as the draw- 
ing of Figure 24C, all is well and phase-shift is not excessive. 
_ However, if much more slope appears on the tops of the waves 
than 1s illustrated in this figure, it will be well to apply the 
_ second step in compensation in order to insure that sideband 
= _ splatter cannot take place and to afford a still higher average 
_ percentage of modulation. This second step consists of the 
addition of a high-level “splatter suppressor” such as is illus- 
trated in Figure 26. : 
(The | use of a high-level splatter suppressor after a clipper- 
filter system will afford Loe result shown in Figure 27 since 
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HIGH-LEVEL SPLATTER SUPPRESSOR. 

* This circuit is effective in reducing splatter caused by negative- 
peak clipping in the modulated amplifier stage. The use of a 
two-section filter as shown is recommended, although either a 
single m-derived or a constant-k section may be used for greater 
economy. The values for the: particular components are not 
critical for this application: C:, C3, C1, and Cs can all be 0.002- 
ufd. mica capacitors rated at 2500 volts for operation with 2000 
volts on the plate of the final stage. C2 should be 0.001 fd. 
and can be 1250-volt rating. The chokes L: and L= should be 
about 0.3 henry and should preferably be air-core coils, although 

iron-core may be used if available. 


B+ 
MODULATOR 


such a device will not permit the negative-peak clipping which 
the wave cant caused by audio-system phase shift can produce. 
The high-level splatter suppressor operates by virtue of the 
fact that it will not permit the plate voltage on the modulated 
amplifier to go completely to zero regardless of the incoming 
\signal amplitude. Hence negative-peak clipping with its attend- 
ant splatter cannot take place. Such a device can, of course, 
also be used in a transmitter which does-not incorporate a 
clipper-filter system. However, the full increase in average 
modulation level without serious distortion, afforded by the 
clipper-filter system, will not be obtained. 

A word of caution should be noted.at this time in the case 
of tetrode final modulated amplifier stages which afford screen 
voltage modulation by virtue of a tap or a separate winding 
on the modulation transformer such as is shown in Figure 8C 
of this chapter. If such a system of modulation is in use, the 
high-level splatter suppressor shown in Figure 26 will not oper- 
ate satisfactorily since negative-peak clipping in the stage can 
take place when the screen voltage goes too low. There are 
several remedies which can be employed: 


- (1) Introduce an additional high-level splatter suppressor of 


the type shown in Figure 26 in the screen feed circuit of 
the tube—on the modulated-voltage side of the screen 
winding of the modulation transformer. 


(2) Use a different screen-voltage modulation circuit. The 
circuits shown in Figures 8A, 8B, and 8D will not give 
this difficulty. 
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Figure 27. 
ACTION OF HIGH-LEVEL SPLATTER SUPPRESSOR. 


A high-level splatter suppressor may be used in a transmitter 
without a clipper-filter to reduce negative-peak clipping, or such 
a unit may be used following a clipper-filter to allow a higher 
average modulation level by eliminating the negative-peak clip- 
ping which the wave-cant caused by phase shift might produce. 


Modulation and Keyin 


re 


C:—25-pfd. 25-volt elect. 
Co—0.5-y:fd. 400-volt paper 
C:—1.0-yfd. 400-voit paper 
C:—0.003-pfd. mica 
Cs—25-ufd. 25-volt elect. 
Co—0.5-pfd, 400-volt paper 
C;—8-ufd. 450-volt elect. 
Cs—0.003-ufd. mica 
Co—25-pfd. 25-volt elect. 


Cio—8-pfd. 450-volt elect. 
Cu—0.003-pfd. mica by-pass 
Ciz—200-upfd. mica 
Cis—175-pufd. mica 
Cu—500-pufd. mica 
Cis—330-pufd. mica 
Cic—0.1-ufd. 400-volt paper 
Ri— 47K V2 watt 

Re—1 meg. 1/2 watt 


(3) Do not use a “high-level splatter suppressor” and reduce 
the gain following the clipper-filter system until a pattern 
such as shown in Figure 24C is obtained, checking for 
splatter at the same time on a communications receiver by 
the method given in three steps in a preceding patagraph. 


There are three satisfactory methods whereby clip- 
ping may be obtained in the low-level stages of the 
speech amplifier. These methods involve the use of 
a series-clipper diode system, a shunt-clipper diode, or an 
amplifier-clipper. In order for a clipper system to introduce the 
least amount of distortion into the wave being passed, it should 
be quite linear up to the point where clipping takes place. The 
amplifier-clipper system with degenerative feedback from the 
plate of the clipper back to the preceding stage has proven to 
be the most linear and distortion-free of the various methods 
used. Next in desirability from the standpoint of effectiveness 
and simplicity is the shunt-clipper diode system. The series- 
clipper system is the most complicated and least stable of the 
three systems but has the advantage that the sharpest clipping 
is obtained. 

Figure 28 shows a front end for a speech amplifier utilizing 
an amplifier-clipper and Figure 29 shows a speech amplifier 
front end using a shunt-clipper arrangement. In both cases a 
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Circuits 


Figure 28. 


CLIPPER-FILTER CIRCUIT USING AMPLIFIER-CLIPPER STAGE. 
Rs—1800-ohms 12 watt 
R:—2.2 meg. 2 watt 
R;s—470K 12 watt 

Re—47K 1 watt 
R:—1-megohm potentiometer 
Rs—1000 ohms ¥ watt 
Rso—1 meg. 2 watt 
R1o—220K 1/2 watt 

Ru—22K 2 watt 


Riz, Ras, Ris—1 meg: ee watt 
Ris—470 ohms 1 watt 

— Rie—22K 2 watts 
Ri;x—15K 2 watts © 
Ris—100K 1% watt ; 
Ris—100,000-ohm pot. _ : 
Li, Lo—Stancor C-1080 chokes _ 
J—Microphone jack 


filter system has been shown following the clipper stage. Rec. 
ommended component values have also been given | in both : 
circuits. = 


- Recommended filters have been shown in the — 
circuits of both Figure 28 and Figure 29. A 
two-section filter has been used with the cit- 

cuit of Figure 28 and a single-section filter is shown with the 
circuit of Figure 29. The filters for the two circuits m 
interchanged since both are designed for a characteristic im 
pedance of 100,000 ohms and a cutoff frequency of about 3500. 
cycles. Should it be desired to employ a filter different from the 
ones diagrammed, a low-pass filter of any desired. character 
istic may be designed with the aid of Figure 39 in Chap 
Inspection of the characteristic filter curves shown in | 
39 in Chapter 2 will show the attenuation/frequency charac 
teristic of the m-derived (m equal 0.6) and constant-k types. 
of filters. The m-derived filter gives a much more rapid attenu 
ation up to a certain frequency past the cutoff point than « loes 
the constant-& type of filter. However, after this point of ma) 
imum attenuation has been passed in the case of the m- -deri 
filter the attenuation begins to decrease. But in the case of the 
constant-k type of filter the attenuation decreases indefinite 
Therefore a combination of an m- -derived filter section -fol- 


Filter Circuits 
for Clippers 


6SJ7 C4 


; Ri3 $ tm, 
R; aL 
Oy: fae 23. . 
CLIPPER-FILTER CIRCUIT USING DOUBLE | DIODE. ~ a 


Ci—-25-p fd. 25-volt elect. 
C:—0.5-pfd. 406-volt paper 
C3—8-fd. 450-volt elect. 
C:—0.003-yfd. mica 
C:—25-ufd. 25-volt elect. “ 
Cco—0.01-1:fd. 400-volt paper 
C:;—200-pufd. mica 


Cs—175-ppfd. mica 
Co—200-ppfd. mica 
C10—9.1-ppfd. 400-volt paper 
Ri—47K 2 watt. 

Ro—1 meg, 2 watt 
Rs—1800 ohms_ Wa watt 
Ri—2.2 meg. 2 watt 


% 6SNT7 Rg 6H6 


~Re—In error; delete 
 Rs—100K 1 watt 


Y% 6SN7 


APPROX. 45 V. PEAK 
OUTPUT MAXIMUM 


- Riz—620 ohms ¥2 watt | 
Ris—620 ohms ¥2 watt — 
~Ru—47K 1 watt 

Ris, Rie—500,000-ohm pot. - 

L—Stancor €-1080 choke 


Rs—470K % watt | 
R:—47K 1, watt 


Ro—100K Y, watt 
Rio—100K Ya watt 
Ru—330 ohms ¥Y2 watt = = J— 


“High-Level 
Filters 
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MODULATION 
TRANSFORMER 


©) 
Bt CLASS C 


Figure 30. 
THE MODULATION TRANS- 
FORMER. 
This expedient utilizes the leakage reactance of the peododation 
_ transformer in conjunction with the capacitors shown to make up 
a single-section low-pass filter. In order to determine exact 
values for Ci and Cz pilus C:, it is necessary to use a meosure- 
_ment setup such as is shown in Figure 31. However, experiment 
has shown in the case of a number of commerciaily available 
modulation transformers that a value for C: of 0.002-yfd. and 
Cz plus Cs of 0.004 fd. will give satisfactory results. 


_“BUILDING-OUT” 


lowed by a constant-& section will give a more rapid overall 


rate of attenuation than two sections of either type of filter. 
_ This is the type of filter that has been employed in the circuit 
; - Figure 28. 


Even though we may have cut off all frequencies 
above 3000 or 3500 cycles through the use of a 
filter system such as is shown in the circuit of 


Figure 28, higher frequencies may again be introduced into the 


amplifier. Harmonics of the incoming audio frequencies may 


be generated in the driver stage for the modulaor; they may 


be generated in the plate circuit of the modulator; or they may 
be generated by non-linearity in the modulated amplifier itself. 

Regardless of the point in the system following the speech 
amplifier where the high audio frequencies may be generated, 


: these frequencies can still cause a broad signal to be trans- 


‘mitted even though all frequencies above 3000 or 3500 cycles 


have been cut off in the speech amplifier. The effects of distor- 


‘tion in the audio system following the speech amplifier can be 


eliminated quite effectively through the use of a post-modula- 


tor filter. Such a filter must be used between the modulator 


plate circuit and the r-f amplifier which is being modulated. 


_ This filter may take three general forms in a normal case of a 
_ Class C amplifier plate modulated by a Class B modulator. 
. The best method is to use a “high-level splatter suppressor’ 


of the type shown in Figure 26 in which a filter network fol- 
lows the rectifier tube. The next best arrangement is to use a 


_ high-level filter of the type shown without the negative-peak 


rectifier tube. All the constants for a Class C amplifier load of 
7500 to 10,000 ohms can be the same as for the filter shown in 


: Figure 26. The third method, which will give excellent results 


in some cases and poor results in others, dependent upon the 


_ characteristics of the modulation transformer, is to “build out” 
the modulation transformer into a filter section. This is accom- 


plished as shown in Figure 30 by placing mica capacitors of the 
correct value across the primary and secondary of the modu- 
lation transformer. The proper values for the capacitors C, 
and C,’ must, in the ideal case, be determined by trial and error. 


. modulated wave by distortion in stages following the speech 


es 


Experiment with a number of modulators has shown, how- - 


ever, that if a 0.002 wfd. capacitor is used for CG, and if the 
surn of C, and C; is made 0.004 pfd. (0.002 ufd. for C, and 


“‘multiple- 
“match” type of modulation transformer. 


if it is desired to determine the optimum — values of the 


0.002 for C,) the ideal condition of gradual cutoff above 3000 
ei cycles will be approached in most cases with the ° 


Modulated Amplifier 


OSCILLOSCOPE 


AUDIO 


OSCILLATOR A.C. VOLTMETER 


Figure 31. 


TEST SETUP FOR BUILDING-OUT MODULATION 
TRANSFORMER. 


Through the use of a test setup such as is shown and the method 
described in the text it is possible to determine the correct 
values for a specified filter characteristic in the built-out moadu- 

tion transformer. 


capacitors across the transformer this can be determined in 
several ways, all of which require the use of a calibrated audio 
oscillator such as is shown in Chapter 31. One way is dia- 
grammed in Figure 31. The series resistors Ri and R. should 
each be equal to 4 the value of the recommended plate-to- 
plate load resistance for the Class B modulator tubes. Resistor 
R; should be equal to the value of load resistance which the 
Class C modulated stage will present to the modulator. The 
meter V can be any type of a-c voltmeter. The indicating 
instrument on the secondary of the transformer can be either 
a cathode-ray oscilloscope or a high-impedance a-c voltmeter 
of the vacuum-tube or rectifier type. 

With a set-up as shown in Figure 31 a-plot of output volt- 
age against frequency is made, at all times keeping the voltage 


“across V constant, using various values of capacitance for C, 


and C, plus C;. When the. proper. values of capacitance have 
been determined which give substantially constant output up to 
about 3000 or 3500 cycles and decreasing output at all fre- 
quencies above, high-voltage mica capacitors can be substituted 
if receiving types were used in the tests and the transformer 
connected to the modulator and Class C amplifier. 

With the transformer reconnected in the transmitter a check 
of the modulated-wave output of the transmitter should be 
made using an audio oscillator as signal generator and an 
oscilloscope coupled to the transmitter output. With an input 
signal amplitude fed to the speech amplifier of such amplitude 
that limiting does not take place, a substantially clean sine 
wave should be obtained on the carrier of the transmitter at 
all input frequencies up to the cutoff frequency of the filter 
system in the speech amplifier and of the filter which includes 
the modulation transformer. Above these cutoff frequencies 
very little modulation of the carrier wave should be obtained.- 
To obtain a check on the effectiveness of the “built out’ modu- 
lation transformer, the capacitors across the primary and sec- 


- ondary should be removed for the test. In most cases a marked 


deterioration in the waveform output of the modulator will 
be. noticed with frequencies in the voice range from 500 to 
1500 cycles being fed into the speech amplifier. 

A filter system similar to that shown in Figure 26 may be 


used between the modulator and the grid circuit in a grid- 


modulated transmitter. Lower-voltage capacitors and low- 
current chokes may of course be employed. 


The systems described in the preced- 
ing paragraphs will have no effect in 
reducing a broad signal caused by non- 
linearity in the modulated amplifier. Even though the modu- 
lating waveform impressed upon the modulated stage may be 
distortion free, if the modulated amplifier is non-linear distor- 
tion will be generated in the amplifier. The only way in which 
this type of distortion may be corrected is by making the 
modulated amplifier more linear. Degenerative feedback which 
includes the modulated amplifier in the loop will help in this 
regard. 

Plenty of grid excitation and high grid bias will goa long 
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way toward making a plate-modulated Class C amplifier 
linear. If this still does not give adequate linearity, the pre- 
ceding buffer stage may be modulated 50 per cent or so at the 
same time and in the same phase as the final amplifier. The 
_use of a grid leak to obtain the majority of the bias for a 
Class C stage will improve its linearity. 

The linearity of a grid-bias modulated r-f amplifier can be 
improved, after proper adjustments of excitation, grid bias, 
and antenna coupling have been made by modulating the 
stage which excites the grid-modulated amplifier. The preced- 
ing driver stage may be grid-bias modulated or it may be plate 
modulated. Modulation of the driver stage should be in the 
same phase as that of the final modulated amplifier. A modu- 
_ lator unit for simultaneous grid-bias modulation of the final 
stage and the preceding stage is described in Chapter 24. 


7-5 Transmitter Keying 


The carrier from a c-w telegraph transmitter must be broken _ 


into dots and dashes for the transmission of code characters. 
The carrier signal is of a constant amplitude while the key is 
closed, and is entirely removed when the key is open. When 
code characters are being transmitted, the carrier may be con- 
sidered as being modulated by the keying. If the change from 
the no-output condition to full-output, or vice versa, occurs 
too rapidly, the rectangular pulses which form the keying 
_ characters contain high-frequency components which take up 


a wide frequency band as sidebands and are heard as clicks. 


The two general methods of keying a c-w transmitter are 
those which control the excitation, and those which control 
the plate voltage which is applied to the final amplifier. Exc:- 
tation keying can be of several forms, such as crystal-oscillator 
keying, buffer-stage keying, or blocked-grid keying. In this 
arrangement, plate voltage is applied to the final amplifier at 
all times. 


Key-Click . 
Elimination 


Key-click elimination is accomplished by pre- 
venting a too-rapid make-and-break of power 
to the antenna circuit, rounding off the keying 
characters.so as to limit the sidebands to a value which does 
not cause interference to adjacent channels. Too much lag will 
prevent fast keying, but fortunately key clicks can be practi- 
cally eliminated without limiting the speed of manual (hand) 
keying. Some circuits which eliminate key clicks introduce too 
much time-lag and thereby add tails to the dots. These tails 
may cause the signals to be difficult to copy at high speeds. 

Click Filters Eliminating key clicks by some of the key- 
click filter circuits illustrated in the following 
text is not certain with every individual transmitter. The con- 
stants in the time-lag and spark-producing circuits depend 
upon the individual characteristics of the transmitter, such as 


the type of filter, power input, and various circuit impedances. 


All keying systems have one or more disadvantages, so that no 
_ particular method can be recommended as an ideal one. An 

intelligent choice can be made by the reader for his particular 
transmftter requirements by carefully analyzing the various 
keying circuits. 


Sparking 


Just as any electrical circuit producing sparks will 
Contacts 


cause interference to nearby receivers unless pre- 


cautions are taken to prevent it, so will a sparking key or relay 


cause interference unless measures are taken to prevent it. The 
interference produced will have no correlation with the. fre- 
quency upon which the transmitter is operating; the clicks 
produced are not keying sidebands, but rather are due to the 
sparking contacts and their associated wiring acting as a crude 
form of a periodic spark transmitter. 


_ dle considerably more power, can be prevented from causing — 


terminals (on the key, not at the teansmitter), aici in 
cases a couple of r-f chokes in series with the ath lea 
at the key terminals. 

A sparking relay, which usually will be called upon to bane 


trouble by housing it in a grounded metal can and bypassing 
to the can all leads to the relay at the point where they « enter 
the can. If this does not suffice, inserting r-f chokes in series — 
with the leads, right at the relay, often will prove satisfactory. 

Clicks due to sparking contacts should not be confused with — 
those due to keying sidebands. The former may be heard over — ss 
most of the radio spectrum if not suppressed, but only _ for a_ 
short distance. Clicks due to keying sidebands are actually 
radiated by the transmitting antenna, and may be heard for a 
great distance, but under the worst conditions only over a band 
of frequencies a few per cent either side of the carrier | : 
frequeacy. 


Primary Kerns One simple form of clickless keying which 
is satisfactory for certain applications under 
some conditions is primary keying. The key or keying relay is" 
placed in the primary winding of the a-c plate transformer 
feeding the final amplifier (and in some cases one or more of 
the preceding stages ). i 
The inherent lag in the plate supply filter will * ‘gunk off” 
the keying to the point where keying sidebands are ‘insignifi- 
cant. In fact, if a heavily filtered 60-cycle single-phase supply 
is used, there may be too much lag for anything but slow. hand 
keying, and code characters will have objectionable “tails 
However, if the plate supply filter is engineered as a multiple 
section low-pass filter working into its characteristic impedance — 
and designed for about 40-cycle cut-off, it is possible to obtain 
nearly pure direct current and yet key through the filter oe 
at high speed. 
When precautions are taken against spark radiation, mee 
type of keying is an almost sure cure for clicks. The disadvan-_ 
tages are (1) a heavy relay is required, in order to avoid stick- 
ing contacts, and (2) the special filter requirements in 1 order 
to avoid keying tails. 


rectifiers. The arrangement is somes ban more expensive, , as 
the grid-controlled rectifier tubes cost ete more than 


_ from the pctod chassis of the power pas ‘The oe rel 
should have the contacts xen isolated aay the Ker reat: j 
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PLATE SUPPLY VOLTAGE 
TO EXCITER STAGES 


PLATE SUPPLY VOLTAGE 
TO FINAL AMPLIFIER 


FIXED BIAS O 
SUPPLY FOR 
FINAL AMPLIFIER 5 


‘ 115 V.A.C- 


VOLTAGE FOR 
KEYEING RELAY 
Figure 33. 


IMPROVED PRIMARY-KEYING CIRCUIT. 
_ The characteristics of this circuit are described in detail in the 
text. If the circuit system has been properly applied it is pos- 
_ sible to obtain excellent primary keying without objectionable 
keying lag. 


- auxiliary. equipment is required for providing an isolated 
source of grid bias for the rectifiers. 

The filter considerations are the same as for primary keying, 
as in each case the supply voltage is interrupted ahead of the 
power supply filter. 

_ A typical circuit, applicable to a 1 kilowatt transmitter, is 

illustrated in Figure 32. The bias transformer must have a 
- filament winding of the same filament voltage used on the 

rectifiers. The whole. transformer is at the power supply volt- 
_ age above ground, and must be well insulated from the metal 
_ chassis and other grounded portions of the circuit. 

The keying relay must likewise be insulated for the plate 
voltage; that is, there must be adequate spacing between the 
relay solenoid and the contacts, because the former should be 
at ground potential in order to provide protection to the oper- 
ator from the high voltage. 


Figure 33 illustrates an improved type 
of primary-keying arrangement which 
reduces greatly the keying lag which 
accompanies the usual primary-keying circuits. Upon first 
~~ glance the circuit appears to be quite conventional. However, 
the difference lies in the fact that the plate supply for the 
exciter is keyed at the same time as the final plate supply, the 
_ final amplifier is biased by means of a power supply which 
provides sufficient voltage to bias the final amplifier tubes past 
cutoff at the operating plate voltage used, and a very high 
value of bleeder resistance is employed on the high-voltage 
plate supply. Adequate filter should be used on the high- 
voltage plate supply to insure that the transmitted signal will 
_ be adequately pure. However, the filter on the exciter plate 
supply should be reduced to the point where high-speed keying 
_ without tails is obtained. The resistor R, in the circuit diagram 
~ should be approximately one megohm for each 1000 volts of 
plate voltage. This means that this resistor can very well be 
the multiplier resistor associated with the high-voltage d-c 
_ voltmeter. Such a voltmeter is required anyway with all trans- 
" mitters operating at more than 900 watts input. Resistor R: 
__ can be a conventional bleeder resistor of 15,000 to 50,000 ohms 
depending upon the voltage. 


Improved Primary- 
Keying Circuit 


A word should be mentioned in regard to safety when using — 


ey a very high zatoe of bleeder fesistor on a high-voltage 
Se Se . 


— 
— 
° 


-C, SEVERAL 

TIMES CUTOFF 
KEY OR 

a RELAY 


Figure 34. 


Figure 35. 
COMMON BLOCKED-GRID KEYING CIRCUITS. 


_ plate supply. Some provision should be included in the trans- 


mitter-control system to apply a comparatively /ow (20,000 to 
50,000 ohms) value, of bleeder resistor across the high-voltage 
plate supply except during the period when actually keying the 
transmitter. 


Blocked-Grid 
Keying 


The negative grid bias in a medium- or low- 
power r-f amplifier can easily be increased in 
magnitude sufficiently to reduce the amplifier 
output to zero. The circuits shown in Figures 34 and 35, rep- 
resent two methods of such blocked-grid keying. 

In Figure 34, R, is the usual grid leak. Additional fixed bias 
is applied through a 100,000-ohm resistor R2 to block the grid | 
current and reduce the output to zero. As a general rule, a 
small 300- to 400-volt power supply with the positive side con- 
nected to ground can be used for the additional C-bias supply. 

The circuit of Figure 35 can be applied by connecting the 
key across a portion of the plate supply bleeder resistance. 
When the key is open, the high negative bias is applied to the 
grid of the tube, since the filament center tap is connected to a 
positive point on the bleeder resistor. Resistor Rz is the normal 
bleeder; an additional resistor of from one-fourth to one-half 
the value of R2 is connected in the circuit for Rs. A disadvan- 
tage of this circuit is that one side of the key may be placed 
at a positive potential of several hundred volts above ground, 
with the attendant danger of shock to the operator. Blocked- 
grid keying is not particularly effective for eliminating key 
clicks unless lag circuits are incorporated to reduce the clicks 
to an acceptable value. Key clicks can be reduced to a satisfac- 
tory value when using the circuit of Figure 34 by paralleling a 
0.1-ufd. paper capacitor across the mica capacitor shown con- 
nected from the bottom end of the grid tank circuit to ground. 


Oscillator Keying; 
Break-in 


A stable and quick-acting crystal oscilla- 
tor may be keyed in the plate, cathode or 
screen-grid circuit for break-in operation. 

Considerations pertaining to keying of crystal oscillators are 
covered earlier in this chapter under crystals and crystal 
oscillators. 

Assuming that the crystal oscillator itself is capable of be- 
ing keyed without clicks, it is still possible to transmit serious 


keying sideband clicks if the oscillator is followed by several 


heavily driven amplifier stages. A heavily-excited Class C 
amplifier or multiplier aets like a “clipper” stage, tending to 
square up a rounded excitation impulse, and the cumulative 
effect of several such stages cascaded is sufficient to square up 
the “softened” characters out of the oscillator to the point 


- where bad clicks result. The cure is to start at the stage driving 


the final amplifier, and, working back towards the oscillator, 
reduce the excitation to each stage to the point where a barely 
perceptible decrease in antenna power is observed. 


On CT. KEY 


Figure 36. 
CENTER TAP KEYING. 


The center tap of the filament transformer must not be ground- 
ed, and must feed only the stage or stages to be keyed. The 
grid bias should be returned to ground rather than to center tap. 


BIAS RETURN 


Figure 37. 


CENTER TAP KEYING WITH FILTER. 


The constants shown are optimum for typical values of plate 
voltage and plate current, under average conditions. However, 
some alteration of these values may be required in some in- 
stances to give complete suppression of clicks. When high plate 
voltage is used, a relay should be substituted for the key. 


Parasitics with When keying in the crystal stage, or, for 
Oscillator Keying that matter, any stage ahead of the final 

amplifier, the stages following the keyed 
one must be absolutely stable so that parasitic or output fre- 
quency oscillation will not occur when the excitation ts rising 
on the beginning of each keying impulse. This type of oscilla- 
tion gives rise to extremely offensive clicks which cannot be 
eliminated by any type of filter; in fact, a filter designed to 
slow up the rate at which signal comes to full strength may 
only make them worse. 


Center-Tap Keying The lead from the center-tap connection 

to the filament of an r-f amplifier or 
oscillator tube can be opened and closed for keying a circuit 
(Figure 36). This opens the B-minus circuit, and at the same 
time opens the grid-bias return lead. For this reason, the grid 
circuit is blocked at the same time that the plate circuit is 


5 V.A.C. i 


CENTER TAP KEYING WITH VACUUM TUBE RELA 
Click suppression is more effectively accomplished when vacuum 
tubes are used to key the center tap circuit. One type 45 tube 
should be used for every 50 ma. drawn by the keyed stage. The 
system becomes uneconomical for high power stages, because o: 
the cost of suitable keyer tubes. Type 6B4-G and 2A3 tubes: 

also may be used as keyer tubes in this ree EAs 


opened, so that excessive sparkian does not occur at the! : ey 
contacts. Unfortunately, this method of keying applies the 
power too suddenly to the tube, producing a serious key click. 
This click often can be eliminated with the key-click: elisiinatae 
shown in Figure 37. — eee 


Vacuum Tube’ A variation on the center tap keying 
C.T. Keying of Figure 36 producing virtually no clicks is 

one in which the key or relay is replaced by 
one ot more low resistance triodes in parallel, as in Figure 38. 
These tubes act as a very high resistance when sufficient block- 
ing bias is applied to them, and as a very low resistance when 
the bias i is removed. _The desired amount of lag or “cushioni x. 


capacitance values in the grid of the keyer tube(s). Bes 
very little spark is produced at the key, due to the, sma 
amount of power in the ule circuit, sparking clicks are easil 
suppressed. 

The cost of keyer tubes makes this type of eae rather 
expensive for high power transmitters, but cost is not excessiv 
when the power is low enough that receiver tubes can | 
ployed as keyer tubes. The circuit of Figure 38 will handle a_ 
keyed stage operating up to 1000 volts. One type 45 tu SS 
should be used for every 50 ma. of plate current. Type B 
tubes may also be used; allow one 6B4G tube for oer 80 m 
of plate current. 

Because of the series resistance of the keyer tubes, =the slate 
voltage at the keyed tube will be about 100 volts less than the 
power supply voltage. This voltage appears as cathode bias 
the keyed tube, assuming the bias return is made to | 
and should be taken into consideration when providing bias. 
In some cases this voltage alone will provide adequate bias 


Frequency Modulation 


‘THE use of frequency modulation and the allied systems of 


- phase modulation and pulse modulation has become of increas- 


) 


ing importance in recent years. For amateur communication 
frequency and phase modulation offer important advantages 


_ in the reduction of broadcast interference and in the elimina- 


tion. of the costly high-level modulation equipment most 


commonly employed with amplitude modulation. For broad- 


cast work FM offers an improvement in signal-to-noise ratio — 
for the high field intensities available in the local-coverage 


area of an FM broadcast station. 
In this chapter various points of difference between FM and 
amplitude modulation transmission and reception will be dis- 


cussed and the advantages of FM for certain types of com- 


munication pointed out. Since the distinguishing features of the 
two types of transmission lie entirely in the modulating circuits 
at the transmitter and in the detector and limiter circuits in 
the receiver, these parts of the communication system will 
receive the major portion of attention. 


Modulation As described in Chapter 7, modulation is the 


process of altering a radio wave in accordance | 


with ihe intelligence to be transmitted. The nature of the intel- 
_ ligence is of little importance as far as the process of modula- 


tion is concerned; it is the method by which this intelligence 
is made to give a distinguishing characteristic to the radio wave 
which will enable the receiver to convert it back into intelli- 
gence that determines the type of modulation being used. 
Figure 1 is a drawing of an r-f carrier amplitude modulated 
by a sine-wave audio voltage. After modulation the resultant 
modulated r-f wave is seen still to vary about the zero axis at a 


constant rate, but the strength of the individual r-f cycles is 


proportional to the amplitude of the modulation voltage. 


In Figure 2, the carrier of Figure 1 is shown frequency 
modulated by the same modulating voltage. Here it may be 
seen that modulation voltage of one polarity causes the carrier 


_ frequency to decrease, as shown by the fact that the individual 


arf cycles of the carrier are spaced farther apart. A modulating 
voltage of the opposite polarity causes the frequency to in- 
crease, and this is shown by the r-f cycles being squeezed 


together to allow more of them to be completed in a given 


time interval. ‘a 


_ Figures 1 and 2 reveal two very ‘important characteristics 


about amplitude- and frequency-modulated waves. First, it is 
seen that while the amplitude (power) of the signal is varied 
in AM transmission, no such variation takes place in FM. In 
many cases this advantage of FM is probably of equal or 
greater importance than the widely publicized noise reduction 
capabilities of the system. When 100 per cent amplitude modu- 
lation is obtained, the average power output of the transmitter 
must be increased by 50 per cent. This additional output must 
be supplied either by the modulator itself, in the high-level 
system, or by operating one or more of the transmitter stages 
at such a low ouput level that they are capable of producing 
the additional output without distortion, in the low-level sys- 
tem. On the other hand, a frequency-modulated transmitter 
requires an insignificant amount of power from the modulator 
and needs no provision for increased power output on modula-' 
tion peaks. All of the stages between the oscillator and the 
antenna may be operated as high-efficiency Class B or Class C 
amplifiers or frequency multipliers. 

The second characteristic of FM and AM waves revealed 
by Figures 1 and 2 is that both types of modulation result in 
distortion of the r-f carrier. That is, after modulation, the r-f 
cycles are no longer sine waves, as they would be if no fre- 
quencies other than the fundamental carrier frequency were 
present. It may be shown in the amplitude modulation case 
illustrated, that there are only two additional frequencies 
present, and these are the familiar “side frequencies,’ one. 
located on each side of the carrier, and each spaced from the 
carrier by a frequency interval equal to the modulation fre- 
quency. In regard to frequency and amplitude, the situation is 
as shown in Figure 3. The strength of the carrier itself does 
not vary during modulation, but the strength of the side fre- 
quencies depends upon the percentage of modulation. At 100 
per cent modulation the power in the side frequencies is equal 
to half that of the carrier. 

Under frequency modulation, the carrier wave again be- 
comes distorted, as shown in Figure 2. But, in this case, many 
more than two additional frequencies are formed. The first 
two of these frequencies are spaced from the carrier by the 
modulation frequency, and the additional side frequencies are 


_ located out on each side of the carrier and are also spaced 


from each other by an amount equal to the modulation fre- 
quency. Theoretically, there are an infinite number of side 
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FIGURE 1 FIGURE 2 


AMPLITUDE-MODULATED AND FREQUENCY-MOD- 
ULATED WAVES. 


Figure 1 shows a sketch of the scope pattern of an amplitude- 
modulated wave at the bottom. The upper sketch shows the 
carrier wave and the center sketch shews the modulating wave. 


Figure 2 shows a sketch of the scope pattern of a frequency- 

modulated wave at the bottom. In this case also the upper 

sketch shows the carrier wave and the center sketch shows the 
modulating wave. 


frequencies formed, but, fortunately, the strength of those 
beyond the frequency “swing” of the transmitter under modu- 
lation is relatively low. 

One set of side frequencies that might be formed by fre- 
quency modulation is shown in Figure 4. Unlike amplitude 
modulation, the strength of the component at the carrier fre- 
quency varies widely in FM and it may even disappear entirely 


under certain conditions. The variation of strength of the 


- cafrier component is useful in measuring the amount of fre- 
quency modulation, and will be discussed in detail later in this 
chapter. <3 

"One of the great advantages of FM over AM is the reduction 
in noise at the receiver which the system allows. If the receiver 
is made responsive only to changes in frequency, a considerable 
increase in signal-to-noise ratio is made possible through the 
use of FM, when the signal is of greater strength than the 
noise. The noise reducing capabilities of FM arise from the 
inability of noise to cause appreciable frequency modulation 
of the noise-plus-signal welze which is applied to the detector 
in the receiver. 
FM Terms Unlike amplitude modulation, the term “per- 

centage modulation” means little in FM prac- 
tice, unless the receiver characteristics are specified. There are, 
however, three terms, deviation, modulation index, and devia- 
tion ratio, which convey considerable information concerning 
the character of the FM wave. 

Deviation is the amount of frequency shift each side of the 
unmodulated or “resting” carrier frequency which occurs 
when the transmitter is modulated. Deviation is ordinarily 
measured in kilocycles, and in a properly operating FM trans- 
mitter it will be directly proportional to the amplitude of the 
modulating signal. When a symmetrical modulating signal is 
applied to the transmitter, equal deviation each side of the 
resting frequency is obtained during each cycle of the modu- 

lating signal, and the total frequency range covered by the 
FM transmitter is sometimes known as the “swing. 
instance, a transmitter operating on 1000 kc. has its frequency 
shifted from 1000 kc. to 1010 kc., back to 1000 kc., then to 


* signal is varied from 1000 kc. to 1010 kc. to 990 kc, and back — 


SUE for 


990 kc., and again back to 1000 kc. during one cycle of the 


AMPLITUDE. 


FREQUENCY © 


Figure 3. 


AM SIDE FREQUENCIES. 


For each AM * ecschdtinan frequency, a pair of side freuuencies 7 
is produced. — The side frequencies are spaced away from the 
carrier by an amount equal to the modulation frequency, and ‘ 
their amplitude is directly proportional to the amplitude of the 
modulation. The amplitude of the carrier does not seeeee: under 
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Figure 4. 
FM. SIDE FREQUENCIES. 


With FM each modulation frequency component causes a large 
number of side frequencies to be produced. The side frequencies 
are separated from each other and the carrier by an amount — 
equal to the modulation frequency, but their amplitude varies 
greatly as the amount of modulation is changed. The carr 
strength aiso varies greatly with frequency modulation. The sid 
frequencies shown represent a case where the deviation each 
of the “carrier’’ frequency is equal to five times the modula 
frequency. Other amounts of deviation with the same ‘mod 
tion frequency would cause the relative strengths of the 
sidebands to shange widely. ve 


20 ke. 
The modulation index of an FM signal is the ratio of 
deviation to the audio modulating frequency, when both ate 
expressed i in the same units. Thus, in the example above, if th 


to 1000 kc. at a rate (frequency) of 2000 times a second 
modulation index would be 5, since the deviation (10 4 
times the modulating frequency (2000 cycles, or 2 ke. eS és 

The relative strengths of the FM carrier and the various side 
frequencies depend directly upon the modulation index, these 
relative strengths varying widely as the modulation inde 
varied. In the PEeene example, for instance, side fo 


rat 


1010, 1012, etc., and on the low frequency ide ak: 998, 99 
994, 992, 990, 988, etc. In proportion to the unmodulated ca <2 
rier strength (100 per cent), these side frequencies LO he 


and 994—36 per cent, 1008 and 992—39 per cent, 1010 : 
990—26 per cent, 1012 and besser per cent. cea 


located i in the same places, wile have seiacly different. st 
values from those given above. eee 
The deviation ratio is similar to the ere in 
that it involves the ratio ee. a ae f cote c 


yon : Si te SO a 5. 
Bae seis SIMPLE FREQUENCY MODULATOR. 
«The variations in ‘capacitance of a capacitor microphone 
as sound strikes the diaphragm will cause a correspond- 
ek See SS _ing variation in the oscillator frequency. 


the. daaio: frequency to be considered is the maximum audio 
_ frequency to be transmitted. When the maximum audio fre- 
quency to be transmitted is 5000 cycles, for example, a devia- 
_ tion ratio of 3 would call for a peak deviation of 3 x 5000, 
or 15 ke. at full modulation. The noise-suppression capabilities 
of FM are directly related to the deviation ratio. As the devia- 
tion ratio is increased, the noise suppression becomes better #f 
_ the signal is somewhat stronger than the noise. Where the 
noise approaches the signal in strength, however, low devia- 
_ tion ratios allow communication to be maintained in many 
cases where high-deviation-ratio FM and conventional AM 
_are incapable of giving service. This assumes that a narrow- 
band FM receiver is in use. For each value of signal-to-noise 
Ey ratio at the receiver, there is a maximum deviation ratio which 
= SS my. be used, beyond which the signal becomes smothered in 
_ the noise. Up to this critical deviation ratio, however, the noise 
= epPresion: becomes progressively better as the deviation ratio 
is increased. _ 

For high-fidelity FM broadcasting purposes, a deviation 
cE - ratio of 5 is ordinarily used, the maximum audio frequency 
being 15,000 cycles, and the peak deviation at full modulation 
being 75 kc. Since a swing of 150 kc. is covered by the trans- 
 mitter, it is obvious that wideband FM transmission must nec- 

__essarily be confined to the ultra-high frequencies, where room 
~ for the signals is available. 
ee For strictly communication work, where the noise-suppres- 
sion advantages of FM must be realized under .adverse signal- 
- to-noise ‘fatios, and where maximum coverage for a given 


~ 


A 


a fe 3 will be found most satisfactory. 


As the above discussion has indicated, many 
side frequencies are set up when a radio- 
frequency carrier is frequency modulated; 
Siaemetically, in fact, an infinite number of side frequencies is 
formed. Fortunately, however, the amplitudes of those side 
_ frequencies falling outside the frequency range over which the 
: transmitter is “swung” are so small that most of them may be 
ignored. In FM transmission, when a complex modulating 
"wave (speech or music) is used, still additional side fre- 
quencies resulting from a beating together of the various 
re frequency components in the modulating wave arte formed. 
_ This is a situation that does not occur in amplitude modula- 


"Bandwidth Re- 
“ quired by FM - 


tion and it might be thought that the large number of side 


5 frequencies thus formed might make the frequency spectrum 
ee by an FM transmitter prohibitively wide. Analysis 
_ shows, however, that the additional side frequencies are of 
very small amplitude, and, instead of increasing the bandwidth, 

- modulation | by a complex wave actually reduces the effective 
4 bandwidth of the FM wave. This is especially true when speech 


_ amount of power is of prime importance, deviation ratios of 


Figure 6. 
ELECTRICALLY DRIVEN CAPACITOR MODULATOR. 


’ Certain types of audio reproducers, such as earphones and re- 
corders, may be mechanically connected to one plate of a small 
variable capacitor to give frequency modulation. it is impor- 
tant that the driving unit be of the “constant amplitude” type. 


When all factors are considered, it is found that an FM 
signal will occupy an effective bandwidth of about 214 times 
the maximum deviation at full modulation. 


8-1 _ Frequency Modulation Circuits 
A successful frequency modulated transmitter must meet 


two requirements: (1) The frequency deviation must be sym- 


metrical about a fixed frequency, for symmetrical modulation 
voltage. (2) The deviation must be directly proportional to 
the amplitude of the modulation, and independent of the 
modulation frequency. There are several methods of frequency 
modulation which will fulfill these requirements. Some of these 
methods will be described in the following paragraphs. 


Mechanical 
Modulators 


The arrangement shown in Figure 5 is un- 
doubtedly the simplest of all frequency modu- 
lators. A capacitor microphone is connected 
across the oscillator tank circuit, and the variations in capaci- 
tance produced by the microphone cause the oscillator fre- 
quency to vary at the frequency of the impressed sound. Since 
capacitor microphones are difficult to obtain, and the amount 
of r-f voltage which may be safely impressed across them 1s 
small, the circuit is of little practical use, however. Figure 6 
shows a modification of Figure 5 which is more suited to prac- 
tical application. Here the variable-capacitance device which 
varies the frequency consists of a capacitor, one plate of which 
is moved by being mechanically coupled to an electro-mechani- 
cal driving unit such as a loud speaker or phonograph record- 
ing head. This circuit, while practical, is seldom used, because 


“most driving units do not give frequency modulation which 


complies with requirement (2). The requirement is met by 
piezo-electric (crystal) reproducers such as earphones and 
recorders, however, and this type of “constant amplitude” 
driving unit may be used successfully. 


Reactance-Tube 
Modulators 


One of the most practical ways of obtain- 
ing wide-band frequency modulation is 
through the use of a reactance-tube modu- 
lator. In this arrangement the modulator plate-cathode circuit 
is connected across the oscillator tank circuit, and made to 
appear as either a capacitive or inductive reactance by exciting 
the modulator grid with a voltage which either leads or lags 
the oscillator tank voltage by 90 degrees. The leading or lag- 
ging grid voltage causes a corresponding leading or lagging 
plate current, and the plate-cathode circuit appears as a capaci- 
tive or inductive reactance across the oscillator tank circuit. 
When the transconductance of the modulator tube is varied, by 
varying one of the element voltages, the magnitude of the 
reactance across the oscillator tank is varied. By applying 
audio modulating voltage to one of the elements, the trans- 
conductance, and hence the frequency, may be varied at an 
audio rate. When properly designed and operated, the re- 
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Figure 7. 
REACTANCE-TUBE MODULATOR. 


This is a popular form of frequency modulator. The operation 
of the circuit is described in the text. 


actance-tube modulator gives linear frequency modulation, 
and is capable of producing large amounts of deviation. 

There are numerous possible configurations of the reactance- 
tube modulator circuit. The difference in the various arrange- 
ments lies principally in the type of phase-shifting circuit used 
to give a grid voltage which is in phase quadrature with the 
t-f voltage at the modulator plate. 

Figure 7 is a diagram of one of the most popular forms of 
reactance-tube modulators. The modulator tube, which ts usu- 
ally a sharp cutoff pentode such as.a 6J7 or 6SJ7, has its plate 
coupled through a blocking capacitor, C,, to the “hot” side of 
the oscillator grid circuit. Another blocking capacitor, C:, feeds 
r.f. to the phase shifting network R-C; in the modulator grid 
circuit. If the resistance of R is made large in comparison with 
the reactance of C; at the oscillator frequency, the current 
through the R-C, combination will be nearly in phase with the 
voltage across the tank circuit, and the voltage across C; will 
lag the oscillator tank voltage by almost 90 degrees. The result 
of the 90-degree lagging voltage on the modulator grid is that 
its plate current lags the tank voltage by 90 degrees, and the 
reactance tube appears as an inductance in shunt with the 
oscillator inductance, thus raising the oscillator frequency. 

The phase-shifting capacitor C; is usually provided by the 
input capacitance of the modulator tube and stray capacitance 
between grid and ground, and it will not ordinarily be found 
necessary to employ an actual capacitor for this purpose at 
frequencies above 2 or 3 Mc. Resistance R will usually have 
a value of between 25,000 and 100,000 ohms. Either resistance 
or transformer coupling, as shown, may be used to feed audio 
voltage to the modulator grid. When a resistance coupling is 
used, it is necessary to shield the grid circuit adequately, since 
the high impedance grid circuit is prone to pick up stray r-f 
and low frequency a-c voltage, and cause undesired frequency 
modulation. Another disadvantage to the use of a resistance in 
the grid circuit is that small amounts of grid current may bias 
the grid of the reactance tube to the point where its effective- 
ness as a modulator is reduced considerably. 

Another of the numerous practical reactance-tube circuits is 
shown in Figure 8. In this circuit, the 90-degree phase shift in 
grid excitation to the modulator is obtained by placing a re- 
_Sistor in series with the oscillator tank capacitor. Since the cur- 
rent through the tank capacitor leads the voltage across the 
tank circuit by 90 degrees, the r-f voltage applied to the modu- 
lator grid will also lead this voltage by the same amount; the 
modulator plate current will lead the tank voltage, and the 
modulator tube will appear as a capacitor. 

' The resistor, R, may be placed in series with the tank coil, 
tather than the capacitor, in which case the phase relationships 
are such that the reactance tube appears as an inductance. Too 
much resistance in either leg of the oscillator tank will result 


in such a low Q circuit that it will be impossible to maintain 


oscillation. Carbon resistors of around 25 ohms will provide 


the correct amount os eae? shift.” se = si 


FREQUENCY MODULATOR 


Figure 8. 
REACTANCE TUBE MODULATOR. 


This circuit operates similarly to the one shown in Figure 7. 

The difference between the two lies in the method in which the 

r-f grid voltage is shifted 90 degrees in phase from the r-f 
Plate voltage. ¢ 


sufficient excitation to the modulator for good sensitivity. __ 
There are several possible variations of the basic reactance- 
tube modulator circuits shown in Figures 7 and 8. The audio | 
input may be applied to the suppressor grid, ‘rather than the — . 
control grid, if desired. This method requires that the control _ 
grid, be returned to ground through a rather high resistance. 
(250,000 ohms to 1 megohm) or through an r-f choke. Another _ 
modification is to apply the audio to a grid other than the 
control grid in a mixer or pentagrid converter tube which is’ 
used as the modulator. Generally, it will be found that the 
transconductance variation per volt of control-element voltage oe 
variation will be greatest when the control (audio) voltage is 
applied to the control grid. In cases where it is desirable to 
separate completely the audio and r-f circuits, however, apply- 
ing audio voltage to one of the other elements will often be — 
found advantageous in spite of the somewhat lower sensitivity. 
In spite of the fact that high-plate resistance pentodes are 
usually used as reactance tubes, it will often be found that 
amplitude modulation due to loading of the oscillator by the 
reactance tube takes place when a large amount of frequency _ 
modulation is attempted. The cure for this type of amplitude 
modulation will usually be found in adjusting the phase of the 
r-f voltage applied to the reactance tube grid until it differs 
somewhat from the recommended 90-degree relation with the “ 
r.f. at the plate. One such method consists of using the 
reactance-tube circuit shown in Figure 7 in conjunction with 
a Hartley or Colpitts oscillator, in which the center of the 
oscillator tank circuit is grounded for r.f. In this case, both 
ends of the oscillator coil will be equally “hot,” and the C.-R- 
combination may be connected to the opposite end of the tank 
circuit from which the reactance-tube plate is connected. Then, © 
by adjustment of C. or R, the phase shift between grid and 
plate may be made more than 90 degrees, and amplitude modu. _ 
lation balanced out. 
A circuit which allows the phase shift to be set eee at 
90 degrees, or to be varied either way, is shown in Figure 9. 
This circuit uses a separate tuned circuit in the reactance-tube 
grid. The additional circuit may be coupled to the oscillator — 
either by a link, as shown, or simply by placing the two coils 
close to each other. When the L,-C, circuit is tuned to reso- | 
nance, the voltage developed across it will be 90° out of phase 
with the voltage across the oscillator tank. Detuning the L.-C, 
circuit in one direction or the other will cause the pha shift. 
to become greater or less than 90°. ag 
To reduce the excitation applied to the grid of the reactance _ 
tube and to make the tuning of the phase-shifting network less _ 
critical, a resistance R, may be placed .across the circuit. The - 
resistor may have a value-as low as a few hundred ohms, and — 
it will be found that large changes in the value of resistance 
will make it necessary to change the setting of Ci ito maintain 
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an ; Figure 9. 

TUNED PHASE-SHIFT CIRCUIT. 

By using a tuned circuit, Li-C:, to shift the phase of the ‘reac- 
> - fance-tube grid excitation, the phase shift may be adjusted to 
reece reduce the loading on the oscillator under modulation. 


= _ Adjusting the One of the simplest methods of adjusting the 
_ Phase Shift phase shift to the correct amount is to place 
Sat ei aoe ene a pair of earphones in series with the oscil- 
__ lator cathode-to-ground circuit and adjust the phase-shift 
_ metwork until minimum sound is heard in the phones when 
_ frequency modulation is taking place. If an electron-coupled 
_ of Hartley oscillator is used, this method requires that the 
_ cathode circuit of the oscillator be inductively or capacitively 

coupled to the grid circuit, rather than tapped on the grid coil. 
__ The ‘phones should be adequately by-passed for r.f. of course. 


_ Stabilization Due to the presence of the frequency modula- 
. ee ee tor, the stabilization of an FM oscillator in 
regard to voltage changes is considerably more involved than 
_ in the case of a simple self-controlled oscillator for transmitter 
_ frequency control. If desired, the oscillator itself may be made 
perfectly stable under voltage changes, but the presence of the 
_ frequency modulator destroys the beneficial effect of any such 
_ stabilization. It thus becomes desirable to apply the stabilizing 
__ affangement to the modulator as well as the oscillator. If the 
oscillator itself is stable under voltage changes, or, in other 
___words, self-compensated by some means such as the use of an 
__ electron-coupled circuit, it is only necessary to apply voltage- 
_ frequency compensation to the modulator. Stabilized power 
___ supply arrangements suitable for use on the modulator or both 
_ modulator and osciliator are described fully in Chapter 25. 
__A circuit in which automatic stabilization of the effects of 
_ voltage variations on the modulator is obtained, is shown in 
_ Figure 10. In this circuit, the reactance-tube grids are con- 
_ mected in push-pull across the phase-shifting circuit Li-G,, 
__ while the plates are connected in parallel and tied to the oscilla- 
_ tor tank in the usual manner. Any variation in the plate- 
_ supply voltage to the reactance tubes causes equal and opposite 
__ effects in their reactance,:and there is no net reactance varia- 
tion. — ; 
roth Another method of oscillator stabilization makes use of a 
_ discriminator circuit. This arrangement stabilizes the fre- 
quency against changes arising from any cause (except the 
_ desired modulation) by comparing the oscillator frequency 
_ with a crystal controlled standard and applying the proper 
compensating voltages. A block diagram of this method is 
_ shown in Figure 11. Output from one of the stages of the 
_ transmitter is mixed with the output of a crystal oscillator to 
_ give an “intermediate frequency” output which is applied to a 
conventional discriminator. The discriminator, which will be 
_ more completely described later in this chapter, is a circuit 
_ arfangement to produce an output voltage which depends on 
the frequency of the r.f. applied to it. Sint 
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bess The d-c voltage produced by the discriminator is applied 


Te est 


em 3 + a 


Figure 10. 


STABILIZED REACTANCE-TUBE MODULATOR. 
Frequency shift due to voltage changes. on the modulator may 
be greatly reduced by the use of this circuit. Changes in ele- 
ment voltages cause equal and opposite changes in reactance 
in the two modulators, thus minimizing the frequency shift. The 
reactance-tubes’ grids receive excitation from a balanced tuned 
circuit so that one tube receives voltage lagging the oscillator 
tank yoltage by 90°, while the other tube is excited with a 

vyoltege that leads the tank voltage by 90°. 


to a reactance tube tied across the oscillator tank circuit. As 
the average or “center” frequency varies one way or the other 
from the correct value, a positive or negative voltage appears 
across the discriminator load resistors. When this voltage 
is placed on the control element of the reactance tube, it at- 
tempts to restore the center (mid-modulation or unmodulated ) 
radio frequency to a value which gives zero voltage output 
from the discriminator. The oscillator can never be fully re- 
stored to its correct frequency, however, since the discrimi- 
nator output voltage would then be zero, and no frequency 
cotrection would be taking place. The frequency ts actually 
shifted back to a value somewhere between what it should be 
and what it would have been without stabilization. The re- 
actance tube which takes care of the frequency correction may 
also be used as the modulator, and the frequency stabilizing 
voltage may be applied in series with the audio voltage or, 
alternatively, it may be applied to another of the tube.elements. 
The audio output of the discriminator must be removed by a 
simple R-C filter so that the compensating voltage is direct 
current without superimposed audio. The audio output of the 
discriminator may be used for monitoring purposes, if desired. 
Obviously the stability of the complete arrangement is depend- 
ent upon the stability of the discriminator components under © 
temperature and humidity changes, and upon the stability of 
the crystal oscillator. Ordinarily the stability of the crystal 


oscillator will be sufficiently great that the discriminator will 
be the limiting factor in the amount of stabilization obtainable, 


; CRYSTAL OSCILLATOR 
(AND FREQ.-MULTIPLIER IF NEEDED.) 


Figure 11. 


DISCRIMINATOR STABILIZING ARRANGEMENT. 
A frequency-modulated oscillator may be stabilized against un- 
desired frequency shift by comparing the transmitter frequency 
with that of a crystal oscillator. The difference between the 
two frequencies is applied to a discriminator circuit, and any 
change from a predetermined difference will cause the discrimi- 
nator to restore the transmitter to its correct frequency. An 
R-C filter is used te remove the audio modulation from the dis- 

criminator output. 
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Figure 12. 


TYPICAL STABILIZATION CIRCUIT. 
A schematic diagram of the arrangement 
shown in block-diagram style in Figure 11. 
For maximum sensitivity, the discriminator 
should operate on a frequency around 455 


kilocycles. - 6 


TO MONITORING 
, AMPLIFIER 
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tC 
DISCRIMINATOR 
“TRANSFORMER 


making it necessary to use discriminator. components (es- 
pecially the tuned input transformer) of good quality. A 
_ typical stabilizing circuit, with provision for monitoring, is 
shown in Figure 12. 

The frequency of the crystal used in the stabilizing circuit 
will depend upon the frequency at which the discriminator 
operates, and the frequency of the stage in the transmitter from 
which the stabilizer signal is taken. If a b.c. replacement-type 
discriminator transformer designed for a frequency in the 
400-500 kc. range is used, the r-f input for the stabilizer may 
be obtained from the transmitter oscillator stage, or if more 
sensitivity is desired, from the plate circuit of the frequency 
multiplier following the oscillator. The crystal oscillator must 


operate on a frequency such that its fundamental, or one of 


its harmonics, falls at a frequency which differs from that of 
the transmitter stage applied to the stabilizer by an amount 
equal to the discriminator frequency. If the required crystal 
frequency falls higher than is easily obtainable with a crystal, 
it may be necessary to use a frequency multiplier after the 
crystal stage. : 


Linearity Test 

on the reactance-tube frequency modulator to 
determine its linearity and effectiveness, since small changes 
in the values of components, and in stray capacitances will 
almost certainly alter the modulator characteristics. A fre- 
quency-versus-control-voltage curve should be plotted to ascer- 
tain that equal increments in control voltage, both in a posi- 
tive and a negative direction, cause equal changes in frequency. 
If the curve shows that the modulator has an appreciable 
amount of. non-linearity, changes in bias, electrode voltages, 
and resistance values may be made to obtain a straight-line 
characteristic. : 

Figure 13 shows a method of connecting two 414-volt C 
batteries and a potentiometer to plot the characteristic of the 
modulator. It will be necessary to use a zero-center voltmeter 
to measure the grid voltage, or else reverse the voltmeter 
leads when changing from positive to negative grid voltage. 
When a straight-line characteristic for the modulator is ob- 
tained by the static test method, the capacitances of the various 
by-pass capacitors in the circuit must be kept small to retain 
this characteristic when an audio voltage is used to vary the 


frequency in place of the d-c voltage with which the char- 


acteristic was plotted. 


It is almost a necessity to run a static test 


Use of the Reactance- 


Tube Modulation System cuits involved in obtaining center- 


frequency stabilization in a re- - 
actance-tube-modulated FM transmitter, such circuits are not 


commonly used by amateurs, although the arrangement is 


frequently used in commercial FM transmitters. Reactance- : 
tube modulated transmitters are, however, frequently used 


without stabilization on the 2-meter and 11/4-meter bands. 


Since narrow-band FM is the only system commonly em- — 


ployed by amateurs on the bands below 54 Mc., reactance-tube 


modulation of the transmitter is not completely practicable — 
The reason is simply that the — 
normal instability of a reactance-tube modulated transmitter. 


for this type of operation. 


(without center-frequency stabilization) in kilocycles is greater 
than the frequency deviation normally employed in narrow-— 


band FM work. Phase modulation of the transmitter affords — 
center-frequency stability substantially equal to crystal control, — 


and therefore it is this system which has found wide applica- 
tion in FM transmitters for narrow-band work on the 6-meter 
band and below in frequency. mt 


8-2 | Phase Modulation 


By means of phase modulation (PM) it is possible to dis-— 


pense with self-controlled oscillators and to obtain directly 


TO MODULATOR isi 


CONTROL ELEMENT 


~ 


. Figure 13. leer) 
This circuit allows the control characteristic of the fre- = 
_ quency modulator to be easily checked. As the potentiom- — Bi 
' eter arm is moved one way or the other from the center = 


position, a positive or negative voltage is placed 
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‘Due to the complexity of the cir- 
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ss SIMPLE ~PHASE-MODULATION CIRCUIT. 

‘The operation of this phase-modulation circuit for obtaining FM 

is described in detail in the text. R:C: and R:C2 comprise the 
_ phase-splitting network for the two 6SA7 phase-modulator tubes. 

The tank circuit LiCs is tuned to the frequency of operation of 


the crystal. 


_ crystal-controlled FM. In the final analysis, PM is simply 
_ frequency modulation in which the deviation is directly pro- 
_ portional to the modulation frequency. If an audio modulat- 
ing signal of 1000 cycles causes a deviation of ¥% kc., for 
example, a 2000-cycle modulating signal of the same ampli- 
_ tude will give a deviation of 1 kc., and so on. To produce 
_ an FM signal, it is necessary to make the deviation independent 
of the modulation frequency, and proportional only to the 
_ amplitude of the modulating signal. With PM this is done 
_ by including a frequency correcting network in the audio sys- 
tem of the transmitter. The audio correction network must 
_ have an attenuation that varies directly with frequency, and 
this requizement is easily met by a very simple resistance- 
_ Capacity network. 
_~ The only disadvantage, of PM, as compared to direct FM 
_ uch as is obtained through the use of a reactance-tube modu- 
 fator, is the fact that very little frequency deviation is pro- 
duced directly by the phase modulator. The deviation 
_ ptoduced by a phase modulator is independent of the actual 
carrier frequency on which the modulator operates, but is 
_ dependent only upon the phase deviation which is being pro- 
duced and upon the modulation frequency. Expressed as an 
— equation: 


tease Fa = M, modulating frequency 

_ Where Fa is the frequency deviation one way from the mean 
value of the carrier, and M, is the phase deviation accom- 
_ panying modulation expressed in radians (a radian is approxi- 
mately 57.3°). Thus, to take an example, if the phase deviation 
is Y radian and the modulating frequency is 1000 cycles, the 
frequency deviation applied to the carrier being passed through 

the phase modulator will be 500 cycles. 

It is easy to see that an enormous amount of multiplication 
of the carrier frequency is required in order to obtain from a 
_ phase modulator the frequency deviation of 75 to 100 kc. re- 
_ quired for commercial FM broadcasting. However, for amateur 
_ marrow-band FM work (NBFM) only a quite reasonable num- 
ber of multiplier stages are required to obtain a deviation ratio 
_ of approximately one. Actually, phase modulation of approxi- 


vat 


mately one-half radian on the output of a crystal oscillator in 
the 80-meter band will give adequate deviation for 29-Mc. 
NBFM radiotelephony. For example; if the crystal frequency 
is 3700 kc., the deviation in phase produced is 44 radian, and 

modulating frequency is 500 cycles, the deviation in the 
_ 80-meter band will be 250 cycles. But when the crystal fre- 


also be multiplied by 8 so that the resulting deviation 
eter band will be 2 kc. either side of the carrier for 


Phase Modulation 


s multiplied on up to 29,600 kc. the frequency devia- 
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a total swing in carrier frequency of 4 kc. This amount of 
deviation is quite adequate for NBFM work. 

Odd-harmonic distortion is produced when FM is obtained 
by the phase-modulation method, and the amount of this dis- 
tortion that can be tolerated is the limiting factor in determin- 
ing the amount of PM that can be used. Since the aforemen- 
tioned frequency-correcting network causes the lowest modu- 
lating frequency to have the greatest amplitude, maximum 
phase modulation takes place at the lowest modulating fre- 
quency, and the amount of distortion that can be tolerated at 
this frequency determines the maximum deviation that can be 
obtained by the PM method. For high-fidelity broadcasting, the 


‘deviation produced by PM is limited to an amount equal to 


about one-third of the lowest modulating frequency. But for 
amateur NBFM work the deviation may be as high as 0.6 of 
the modulating frequency before distortion becomes objection- 
able on voice modulation. In other terms this means that phase 
deviations as high as 0.6 radian may be used for amateur 
NBFM transmission. 


Phase-Modulation 
Circuits 


A large number of circuits have been 
proposed and described for obtaining 
phase modulation of a carrier wave. The 
majority of these circuits are either complex, or require the 
careful adjustment of one or more critical controls. Hence 
these circuits are not considered the most desirable for amateur 
NBFM work, especially when a simple circuit containing no 
critical adjustments is available for accomplishing the desired 
result. This simple circuit is shown in Figure 14. 

A 6V6 tube, triode connected, is used as a Pierce crystal 
oscillator in the circuit of Figure 14 to feed the two phase- 


_ splitting networks R,C, and R.C.. RC, effectively advances the 


phase 45° while R.C, effectively retards the phase 45° from 
the phase of the voltage generated by the crystal oscillator. 
Hence, the grids of the two 6SA7 phase-modulator tubes are 
fed with voltages 90° out of phase. The plates of the two 
6SA7 tubes are connected in parallel and thence to the tank 
circuit LiC;. This tank circuit is tuned, to the frequency of the 
crystal oscillator. Then, as we apply push-pull audio voltage 
to the signal grids of the two 6SA7 tubes the Gm of one tube 
is effectively decreased while the Gm of the other is increased 
on one half of the input audio cycle, and the reverse effect 


_takes place on the other half of the audio cycle. When the 


Ga of V; is increased, the Gm of V: is decreased and the phase 
of the voltage across the output tank circuit tends to take on 
the phase of the voltage generated by V:. The converse takes 
place on the other half of the audio cycle. With this circuit . 
arrangement it is possible to obtain plus-or-minus 35° phase 
modulation with distortion which is sufficiently low for ama- 
teur communications work by means of NBFM. An exciter 
using this principle of phase modulation to produce FM is 
shown in Chapter 21. A low-power transmitter is shown in 
Chapter 23. 

It is possible to obtain somewhat greater phase deviation 
with the circuit of Figure 14 if the voltages on the two 6SA7 
gtids differ by 120° to 140° but at the expense of somewhat 
more amplitude modulation from the modulator. At any rate, 
the circuit is not at all critical as to frequency and will work 
over a 1.5 to 1 range with no change except the normal tuning 
of the output tank circuit. 


Methods for Obtaining 
Greater Phase Deviation 


When it is desired to utilize phase — 
modulation for obtaining wide- 
band FM, some method of obtain- 


- ing phase multiplication greater than that which would be 
obtained by simple multiplication from the crystal frequency 
- down to the output frequency must be employed. One method 


is to cascade a series of phase modulator stages such as the one 


> 
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OSCILLATOR 


AUDIO INPUT 


Figure 15. 
PHASE MODULATOR BLOCK DIAGRAM. 


The R-C network in the audio input leads makes the amount of 
phase modulation inversely proportional to the audio SEOCRCYs 
thus giving frequency modulated output. 


shown in Figure 14 or the one illustrated in Figure 15 or any 
of the other conventional phase-modulation systems. Another 
method is to use a moderately high,frequency oscillator fol- 
lowed by a small amount of frequency multiplication, and the 
signal then “beaten back” by means of a heterodyne oscillator 
and a mixer to another moderately high-frequency, whence it 
may be multiplied in the usual manner to the output frequency. 

An example of this method is the use of a crystal oscillator, 
followed by the phase modulator, on 1800 kc. The PM output 
is tripled to 5400 kc., where the deviation is then 3 times what 
it originally was. Beating the 5400-kc. output with another 
crystal oscillator on 7350 kc. gives a difference of frequency of 
1950 kc., with the deviation still tripled from. its original value. 
By a series of doublers or quadruplers the 1950-kc. signal may 
be multiplied 27 times to reach a frequency of 52.65 Mc., which 
is also in the 52.5 to 54 Mc. amateur band. The increase in 
deviation will be equal to the product of the two frequency 
multiplications (3 x 27) or 81 times. 


Measurement of 
Deviation 


When a single-frequency modulating volt- 
age is used with an FM transmitter, the 
relative amplitudes of the various side- 
bands and the carrier vary widely as the deviation is varied 
by increasing or decreasing the amount of -modulation. Since 
the relationship between the amplitudes of the various side- 
bands and carrier to the audio modulating frequency and the 
deviation is known, a simple method of measuring the devia- 
tion of a frequency modulated transmitter is possible. In 
making the measurement, the result is given in the form of 
the modulation index for a certain amount of audio input. As 
previously described, the modulation index is the ratio of the 
peak frequency deviation to the frequency of the audio modu- 
lation. 

The measurement is made by applying a sine-wave aad 
voltage of known frequency to the transmitter, and increasing 
the modulation until the amplitude of the carrier component 
of the frequency modulated wave reaches zero. The modulation 
index for zero carrier may then be determined from the table 
below. As may be seen from the table, the first point of zero 
carrier is obtained when the modulation index has a value of 
2.405,—in other words, when the deviation is 2.405 times the 


modulation frequency. For example, if a modulation frequency - 
. of 1000 cycles is used, and the modulation is increased until 


the first carrier null is obtained, the deviation will then be 
2.405 times the modulation frequency, or 2.405 kc. If the 
modulating frequency happened to be 2000 cycles, the devia- 
tion at the first null would be 4.810 ke. Other carrier nulls 
will be obtained when the index is 5.52, 8.654, and at increasing 
values separated approximately by 7. The following is a list- 


— 


_ receivers will receive FM after a fashion, serious work Beso 


: 2 it is to have good phe BE at the fees ae to whic 


Figure 16. eee Bs 20 e = ‘ 
ane RECEIVER BLOCK DIAGRAM. ; a p 


Up to the amplitude limiter stage, the FM receiver is similar ta a 


an AM receiver, except for a somewhat wider i-f bandwidth, __ 

The limiter removes any amplitade modulation, and the fre- 

quency detector following the limiter converts irejeeney varia- ; — 
tions into amplitude variations. - ae a ee 


ing of the modulation index at successive carrier pulls UP. to” E 
the tenth: 


= ee: 


Zero carrier Modulation <— 

; point no. index ; A : 4 
1 2 405-3 eee ee 
2 5.52050: eee em 
3 8.654. Soe ee 
4 LL 792 oS eee 
2 14,931 2 
6 18.071. see 
7 = 20212 eee 
| S304 5530 
? 27.494 seh 
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The only equipment i required for making the measurements 
is a calibrated audio oscillator of good wave form, and a com-— 
munication receiver equipped with a beat oscillator and crystal 
filter. The receiver should be used with its crystal filter set for — 
a bandwidth of approximately twice the modulation frequency, 
to exclude sidebands spaced from the carrier by the modulation 
frequency. The unmodulated carrier is accurately tuned in-on 
the receiver with the beat oscillator operating, and modulation 
from the audio oscillator is then applied to the transmitter, and 
the modulation increased until the first carrier null is obtained. 
This first carrier null will correspond to a modulation index of 
2.405, as previously mentioned. Successive null points will 
correspond to the indices listed in the table. A volume indicator 
in the transmitter audio system may be used to measure ‘the Se 
audio level required for different amounts of deviation, and _ 
the indicator thus calibrated in terms of frequency deviation. 
If the measurements are made at the fundamental frequency 
of the oscillator, it will be necessary to multiply the frequency _ 
deviation by the harmonic upon which the transmitter is oper-— 

ating, of course. It will probably be most convenient to make 
the determination at some frequency intermediate between that - 
of the oscillator and that at which the transmitter is operating, 
and then multiply the result by the frequency multiplication — 
between that point and the transmitter output trequedey 3 


8-3 Frequency-Modulation Reception = 


In contrast with the transmitter, where the use of. FM 3 
greatly simplifies the modulation problem, for serious: work — 
the use of FM necessitates a receiver somewhat more compli. 3 
cated than would be necessary for amplitude modulation. 
While ordinary superheterodyne, t.r.f., and superregenerative 


Frat 
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a receiver especially designed for FM reception. ‘ 
The FM receiver must have, first of all, a bandwidth suffi 


cient to pass the range of frequencies generated by the FM 
transmitter. And since the receiver must be a superheterodyne 


-FREQUENCY | 


Figure 17. : 
See “OFF TUNE” FREQUENCY DETECTOR. 
A portion of the resonance characteristic of a tuned circuit may 
gees a oe to convert frequency variations into amplitude 
; variations. 


- 


The ee requirement of the FM receiver is that it incor- 
‘porate some sort of device for converting frequency changes 
_ into amplitude changes, in other words, a detector operating 
__ on frequency variations rather than amplitude variations. The 
_ third requirement, and one which is necessary if the full noise 

_feducing capabilities of the FM system of transmission are 
_ desired, is a limiting device to eliminate amplitude variations 

_ before they reach the detector. A block diagram of the essential 
: Sis of an FM feceiver is shown in Figure 16. 


The Ficeicancy 
| - Detector 


The simplest device for converting fre- 
quency variations to amplitude variations is 
an “off-tune” resonant circuit, as illustrated 
in Sri pnice 17. With the carrier tuned in at point “A,” a certain 
_amount of r-f voltage will be developed across the tuned cir- 
; cuit, and, as the frequency is varied either side of this fre- 
“quency by the modulation, the r-f voltage will increase and 
_ decrease to points “C’” and “B” in accordance with the modu- 
_ lation. If the voltage across the tuned circuit is applied to an 
"ordinary detector, the detector output will vary in accordance 
with the modulation, the amplitude of the variation being 
Proportional to the deviation of the signal, and the rate being 
_ equal to the modulation frequency. It is obvious from Figure 
17 that only a small portion of the resonance curve is usable 
for linear conversion of frequency variations into amplitude 
_ Variations, since the linear portion of the curve is rather short. 
Any frequency variation which exceeds the linear portion will 
_ Cause distortion of the recovered audio. It is also obvious by 
zs _ inspection of Figure 17 that an AM receiver used in this man- 
_ fer is wide open to signals on the peak of the resonance curve 
and also to signals on the other side of the resonance curve. 
_ Further, no noise limiting action is afforded by this type of 
= reception. This system, therefore, is not pe oremienced, for 
= IpEM reception. 


i 


me Travis Discriminator Another form of frequency detector or 
é discriminator, is shown in Figure 18. In 
this arrangement two tuned Circuits are used, one tuned on each 
side of the i-f amplifier frequency, and with their resonant 

_ ffequencies spaced slightly more than the expected transmitter 
_ “swing” apart. Their outputs are combined in a differential 
_ fectifier so that the voltage across the series load resistors, R: 
and Rz, i is equal to the algebraic sum of the individual output 
voltages of each rectifier. When a signal at the i-f mid-fre- 


Tignes 18. 


é TRAVIS DISCRIMINATOR. 


 Discriminators 


Figure 19. 


DISCRIMINATOR VOLT- 
AGE-FREQUENCY 
CURVE. 

At its “center” frequency — 
the discriminater produces 
zero output voltage. On 
either side of this frequency 
it gives a voltage of a po- 
larity and magnitude which 
depend on the direction and 
amount of frequency shift. 


oe== VOLTAGE =e 
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quency is received, the voltages across the load resistors are 
equal and opposite, and the sum voltage is zero. As the r-f — 


signal varies from the mid-frequency, however, these individual 


voltages become unequal, and a voltage having the polarity 
of the larger voltage and equal to the difference between the | 
two voltages appears across the series resistors, and is applied 
to the audio amplifier. The relationship between frequency 
and discriminator output voltage is shown in Figure 19. The 
separation of the discriminator peaks and the linearity of the 
output voltage vs. frequency curve depend upon the discrimina- 
tor frequency, the Q of the tuned circuits, and the value of 
the diode load resistors. As the intermediate (and discrimina- 
tor) frequency is increased, the peaks must be separated fur- 
ther to secure good linearity and output. Within limits, as the 
diode load resistors or the Q are reduced, the linearity im- 
proves, and the separation between the peaks must be greater. 


Foster-Seeley 
Discriminator 


The most widely used form of discriminator 
is that shown in Figure 20. This type of dis- 
ctiminator yields an output-voltage-versus- 
frequency characteristic similar to that shown in Figure 19. 
Here, again, the output voltage is equal to the algebraic sum 
of the voltages developed across the load resistors of the two 
diodes, the resistors being connected in series to ground. How- 
ever, this Foster-Seeley discriminator requires only two tuned 
circuits instead of the three used in the previous discriminator. 
The operation of the circuit results from the phase relation- 
ships existing in a transformer having a tuned secondary. In 
effect, as a close examination of the circuit will reveal, the 
primary circuit is in series, for r.f., with each half of the sec- 
ondary to ground. When the received signal is at the resonant 
frequency of the secondary, the r-f voltage across the secondary 
is 90 degrees out of phase with that across the primary. Since 
each diode is connected across one half of the secondary wind- 
ing and the primary winding in series, the resultant r-f voltages 
applied to each are equal, and the voltages developed across 
each diode load resistor are equal and of opposite polarity. 
Hence, the net voltage between the top of the load resistors 
and ground is zero. This is shown vectorially in Figure 21A 
where the resultant voltages R and R’ which are applied to the 
two diodes are shown to be equal when the phase angle be- 
tween primary and secondary voltages is 90 degrees. If, how- 
ever, the signal varies from the resonant frequency, the 90- 
degree phase relationship no longer exists between primary 
and secondary. The result of this effect is shown in Figure 21B, 
where the secondary r-f voltage is no longer 90 degrees out of 
phase with respect to the primary voltage. The resultant volt- 
ages applied to the two diodes are now no longer equal, and a 
d-c voltage proportional to the difference between the r-f volt- 
ages applied to the two diodes will exist across the series load 
resistors. As the signal frequency varies back and forth across 
the resonant frequency of the discriminator, an a-c voltage of 
the same frequency as the original modulation, and propor- 
tional to the deviation, is developed and passed on to the audio 
amplifier. 


Figure 20, 


FOSTER-SEELEY DISCRIMINATOR. 


This discriminator depends on the phase relationships between 
a primary and a tuned secondary for its operation. 


Ratio 
Detector cuits, called the “ratio detector’ is diagrammed 


in Figure 22. The input transformer ts essentially 


the same as the discriminator transformer employed tn the ' 


Foster-Seeley type discriminator. The r-f choke used must have 
high impedance at the intermediate frequency used in the 
receiver. The circuit of the ratio detector appears very similar 
to that of the more conventional discriminator arrangement. 
However, it will be noted that the two diodes in the ratio de- 
tector are poled so that their d-c output voltages add, as con- 
trasted to the Foster-Seeley circuit wherein the diodes are poled 
so that the d-c output voltages buck each other. At the center 
frequency to which the discriminator transformer is tuned the 
voltage appearing at the top of the 1-megohm potentiometer 
wiil be one-half the d-c voltage appearing at the “‘a-v-c output” 
terminal—since the contribution of each diode will be the 
same. However, as the input frequency varies to one side or 
the other of the tuned value (while remaining within the pass 
band of the i-f amplifier feeding the detector) the relative 
contributions of the two diodes will be different. The voltage 
appearing at the top of the 1-megohm volume control will 
increase for frequency deviations in one direction and will 
decrease for frequency deviations in the other direction from 
the mean or tuned value of the transformer. The audio output 
voltage is equal to the ratio of the relative contributions of the 
two diodes, hence the name “ratio detector’. 

The ratio detector offers several advantages over the simple 
discriminator circuit. The circuit does not require the use of a 
limiter preceding the detector since the circuit is inherently 
insensitive to amplitude modulation on an incoming signal. 
This factor alone means that the r-f and i-f gain ahead of the 
detector can be much less than with the conventional discrimi- 
nator for the same overall sensitivity and insensitivity to noise. 
Further, the circuit provides a-v-c voltage for controlling the 
gain of the preceding r-f and 1-f stages. The ratio detector is, 
however, susceptible to variations in the amplitude of the in- 
coming signal, as is any other detector circuit except the dis- 


~ criminator with a limiter preceding it, so that a-v-c should be 


used on the stages preceding the detector. 


The limiter in an FM receiver using a conventional 
discriminator serves to remove amplitude modula- 
tion and pass on to the discriminator a frequency modulated 
signal of constant amplitude; a typical circuit is shown in 
Figure 23. The limiter tube is operated as an i-f stage with 
very low plate voltage and with grid leak bias, so that it over- 
loads quite easily. Up to a certain point the output of the 
limiter will increase with an increase in signal. Above this 
point, however, the limiter becomes overloaded, and further 
large increases in signal will not give any increase in output. To 
operate successfully, the limiter must be supplied with a large 
amount of signal, so that the amplitude of its output will not 
change for rather wide variations in amplitude of the signal. 
Noise, which causes little frequency modulation but much 


Limiters 


amplitude modulation of the received signal is virtually pened 


out in the limiter. 


One of the more recent types of FM detector cir-_ 


_ amplitude of the received signal, and for this reason, conven- 


/ SECONDARY VOLTAGE 
A 


Piaure 21. 
DISCRIMINATOR VECTOR | DIAGRAM. 


_A signal at the resonant frequency of the secondary will cause — 
the secondary voltage to be 90 degrees out of phase with the 
primary yoltage, as shown at A, and the resultant voltages R 
and R’ are equal, If the signal frequency changes, the phase 
relationship also changes, and the resultant voltages are no 
fonger equai, as shown at B. A differential rectifier is used 
to give an output voltage proportional to the difference be- 
tween R and R’. 


The voltage across the grid resistor, R., varies with the : 
tional amplitude modulated signals may be received on the 
FM receiver by connecting the input of the audio amplifier to 
the top of this resistor, rather than to the discriminator output. — 
When properly filtered by a simple R-C circuit, the voltage x 
across R; may also be used as a-v-c voltage for the receiver. em 
When the limiter is operating properly, a.v.c. is neither 1 neces- 
sary nor desirable, however. ; 


Receiver Design 
Considerations 


Gne of the most important factors in the 
design of an FM receiver is the frequency we 
swing which it is intended to handle. It 
wil be apparent from Figure 19 that if the straight portion of — 
the discriminator circuit covers a wider range of frequencies 
than those generated by the transmitter, the audio output will 
be reduced from the maximum value of which the receiver is 
capable. 
In this respect, the term “modulation percentage” is more fe 
applicable to the FM receiver than it is to the transmitter, since 
the “modulation capability” of the communication system is 
limited by the receiver bandwidth and the discriminator char-— 
acteristic; full utilization of the linear portion of the charac- 
teristic amounts, in effect, to “100 per cent”’ modulation. This _ 
means that some sort of standard must be agreed upon, for ~ 
any particular type of communication, to make it unnecessary 
to vary the transmitter swing to accommodate different fey 
ceivers. % 
Two considerations influence the receiver bandwith neces- 
sary for any particular type of communication. These are the — 
maximum audio frequency which the system will handle, and — 
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. Figure 22. 2 ee 
RATIO DETECTOR CIRCUIT. Se aes 

The transformer used to feed the diodes in a ratio detector is 
similar to the cone used with a Foster-Seeley discriminator. 
Note that one of the diodes is reversed and that the output ci 
cuit is completely different from that in the discriminator. T 
ratio detector does not have to be preceded by a limiter as does 
the discriminator, but the adjustment of the ratio detector i 
serene more cee, to Becompllsl: Properly ete. 


TO OISCRI- 
MINATOR 


AMPLITUDE MODULATED AUDIO 


Figure 23. 
ee . _ LIMITER CIRCUIT. 
The limiter stage overloads easily, and when Sresiooded will not 
reproduce amplitude. variations. R: may have a value of from 
bias. 7B _ 250,000 ‘ohms to 1 megohm. Capacitor Ci should be rather 
small, about .0001 fd. Resistors R: and Rs should be pro- 


E portioned so that the plate and screen voltage is from 10 to 


ee oa 30 volts. 


_ the deviation ratio which will be employed. For voice com- 
munication, the maximum audio frequency is more or less 
fixed at 3000 to 4000 cycles. In the matter of deviation ratio, 
_ however, the amount of noise suppression which the FM sys- 
tem will Provide is influenced by the ratio chosen, since the 
- improvement in signal-to-noise ratio which the FM system 
pale ‘over amplitude modulation is equivalent to a constant 
_ multiplied by the deviation ratio. This assumes that the signal 
_ is somewhat stronger than the noise at the receiver, however, 
__as the advantages of wide-band FM in regard to noise suppres- 
sion disappear when the signal-to-noise ratio approaches unity. 
~ One the other hand, a low deviation ratio is more satisfac- 
iol. for strictly communication work, where readability at low 
signal-to-noise ratios is more important than additional noise 
_ suppression when the signal is already appreciably stronger 
than the noise. 
As mentioned previously, broadcast FM practice is to use 
a deviation ratio of 5. When this ratio is applied to a voice- 
communication system, the total “swing’’ becomes 30 to 40 kc. 
_ With lower deviation ratios, such as are most frequently used 
_ for voice work, the swing becomes proportionately less, until 
at a deviation ratio of 1 the swing is equal to twice the highest 
_ audio frequency. Actually, however, the receiver bandwith 
ee cusk be slightly greater than the expected transmitter swing, 
_ since for distortionless reception the receiver must pass the 
complete band of energy generated by the transmitter, and this 
band will always cover a range somewhat wider than the 
_ transmitter swing. 
__ Regardless of the deviation ratio of the transmitter it should 
‘be remembered that the recetver must have a bandwidth sufh- 
ciently wide to pass all of the side frequencies of appreciable 
‘strength produced by the transmitter. At the same time, the 
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Figure 24. 
LOW-PASS FILTER. 


A low-pass filter is necessary in the FM receiver to remove 
high frequency noise components. 


selectivity of the i-f channel should be such that the pass band 
is no wider than is absolutely necessary, since the additional 
bandwidth in the receiver only serves to decrease the signal-to- 
noise ratio. 


Audio Bandwidth To realize the full noise reducing capa- 
bilittes of FM, it is essential that the pass 
band of the audio section of the receiver be limited to that 
necessary for communication. The noise output of the discrim- 
inator is proportional to the audio frequency of the noise, and 
the improvement in signal-to-noise ratio depends almost en- 
tirely on receiver deviation ratio, or the ratio between one-half 
the r-f bandwidth and the audio bandwidth. 

A suitable filter for removing frequencies higher than those 
necessary for communication is shown in Figure 24. The 100,- 
000-ohm resistor and the .0005-ufd. capacitor attenuate the 
higher audio frequencies before they reach the audio amplifier. 
“Sub-Carrier” FM = Instead of frequency modulating a car- 
rier directly as is done in a conventional 
FM system, it is possible to make use of a sub carrier. Thus, if 
a 1000-Mc. cartier is amplitude modulated at 100 kc. to pro- 
vide a “sub cartier’ and the latter is frequency modulated, an 
indirect method of frequency modulation results. 

Instead of a sine-wave sub carrier as a vehicle for the FM 
intelligence, square wave modulation may be substituted with 
but little difference in results except for increased band width. 


FM Pulse 
Modulation 


Certain u-h-f and microwave tubes such as the 
magnetron are not easily frequency modulated 
directly, and amplitude modulation of such 
tubes is limited to a very low percentage if distortion and fre- 
quency stability is to be held within tolerable limits. However, 
such tubes can be amplitude modulated fully with square 
waves, as such operation is essentially the same as “on-off” 
keying and linearity is not a consideration. Frequency modulat- 


__ ing the comparatively low-frequency square-wave generator is 


accomplished easily, and a simple, stable system capable of 
low distortion is the result. The system exhibits the same 
advantages as regards noise reduction as does conventional FM. 


Chapter Nine 


Transmitter Design 
and Control Principles 


COMMUNICATIONS receivers are usually designed as an 
_integral unit, but there is an almost unlimited number of com- 
binations of tubes, exciter circuits, amplifier circuits, power 
supply arrangements, and control provisions which: one may 
incorporate in a “250-watt” transmitter. For this reason the 
bulk of the transmitter section of this book has been devoted 
to units and more or less minor assemblies. However, Chapter 
26 has been devoted almost entirely to illustrating the manner 
in which the various units which make up a transmitter may 
be grouped together into a major aecebh 3 complete trans- 
mitter. 
__If a tube requires 25 watts r-f driving power for a certain 
application, it is obvious that it makes little difference just 
what exciter circuit is used so long as it puts out 25 watts on 
the desired bands. Because of its characteristics one exciter 
may be preferred by one amateur, another exciter by another 
amateur. 
It is fortunate that there is this flexibility with regard to 


transmitter design, because it makes it easy for an amateur to _ 


Start out with a low-power transmitter and then add to it from 
time to time, perhaps later going on phone. It also permits one 
a certain degree of “custom tailoring’’ of his transmitter to suit 
his particular requirements. 

The nine chapters in Part II of this book describe a large 
number of versatile and efficient exciters, power amplifiers, 
speech amplifiers, modulators, and power supplies. It is. the 
purpose of this chapter to give the reader sufficient general 
design information to be able to work out various combinations 
of these independent yet complementary units, and to evolve 
an assembly which is well suited to his particular needs and 
pocketbook. However, before proceeding further, one should 
be thoroughly familiar with the chapter on fundamental trans- 
mitter theory, Chapter 6. 


9-1 Exciters and Amplifiers - 


A 5-watt crystal oscillator may be accurately referred to as 


: - 150 


_ teader is permitted to use his own ingenuity in working out the 


unit may have slightly more output than is required to drive 


a transmitter when it is used to feed an antenna. On the other — 
hand a multi-tube r-f unit winding up in a 150-watt power 
amplifier may be properly termed an exciter when it is used to 
drive a higher power amplifier. Thus we see that any r-f unit, 
even a simple oscillator, may be either an exciter or a a transmit-— es 
ter depending upon how it is used. Z e 
The requirements for a low-power (15 to 75 Wate trans. 
mitter are practically the same as for an exciter of the same 
output: the overall efficiency should be good, the unit. should — 
cover all the desired bands with a minimum of coil changing — 
and retuning, and both initial cost and upkeep should be ae 
in proportion to the power output. : 
Virtually all medium- and high- power amplifiers (@dosogs 
watts output) are very much the same except for the particular 2 
make and power rating of components used. Perhaps half the 
amateurs making use of high power use cross-neutralized ieee 
pull final amplifiers which differ only in the method of obtain- 
ing bias and method of antenna coupling. eg 
For this reason, several low power r-f units and several 
medium- and high-power amplifiers are described, and the 


combination which appears to fit his requirements. If one is 
designing a complete transmitter, to which no additions are 
to be made, it is probably best to decide first upon the final 
amplifier and then work backwards from there, the driving 
requirements of the particular tubes used determining the 
exciter. On the other hand, many amateurs do not have the 
wherewithal to start right off with high power, and are there- 
fore very likely to decide upon the highest powered r-f unit 
they can afford and let it go at that. In the latter event, the 


an amplifier whose addition is contemplated at a later date. 
However, a reserve of excitation power is not a liability and 
does not represent poor economy unless carried to extremes 
Hence, one who cannot afford to start off with high power ca 
pick out the highest powered exciter he can afford and use 
as a transmitter, without worrying too much about its adapt 
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particular power Eaanplier ieter's on. A_ 
_-75-watt r-f unit is slightly larger than necessary for driving a 
- pair of 35T’s, HK54's, 808’s, T40’s, HY5514’s, etc., but there 
is no reason why one should not use such a combination. Not 
_ enough excitation is a much more serious condition than an 


overabundance of excitation capability, there being no objec- _ 


tion to the datter except from an economic pha 


_ Choosing Tubes ae -power exciters favassebly use receiv- 
ing tubes or “modified” receiving tubes for 
the sake of economy. Large scale production brings the cost of 
42 S$, 6L6’s, etc., down to a price that would be impossible 
_ were they designed for and purchased only by amateurs. Some 
~ tubes, like the T21 and 807, resemble standard receiving tubes 
_ in one or more respects, and while costing 1 more than a stand- 
ard receiving tube equivalent (6L6G in this case), ate still 
obtainable at a price below that which would be necessary 
were they not outgrowths of receiving tubes. 
_ The tubes in the high-power amplifier and in the Class B 
modulator (if used) should be chosen with care. While in 
_ general there is little to choose between tubes by reliable man- 
_ ufacturers, some are better adapted than others for certain 
applications. Also, the more recently released tubes of a par- 
ticular manufacturer are usually better and less expensive 
than older tubes of the same general type. 
Beam-tetrode tubes such as the 807, 814, 813, 4-125A and 
_4-250A have much to commend them both for r-f amplifier use 
_ and for use as modulators. Tubes of this type require far less 
_ excitation both for r-f and audio use than triodes of equivalent 
plate dissipation and purchase price. However, it must always 
_ be kept in mind, when planning a transmitter, that much more 
attention must be- given to shielding and elimination of para- 
- Sitic circuits when using beam tetrodes than when using triodes. 
This condition is a natural consequence of the much greater 
_ power sensitivity of the beam-tetrode type tube. 
_ Tubes for modulator service should have good emission and 
adequate plate dissipation. Interelectrode capacitances are rela- 
_ tively unimportant. For triode Class B modulator service the 
usual practice is to use high-» (“zero bias”) tubes so that 
_ little or no bias will be required. In the interest of economy it 
os ‘often wise to work out a tube combination such that the 
~ modulator may be operated from the same plate supply as the 
_ final amplifier. It is much less expensive to increase the power 
_ capability of one power supply by 50 to 75 per cent than to 
2 build a separate power supply for the Class B modulator. Also, 
there is nothing whatever objectionable about running both 
‘the modulator and modulated amplifier from the same power 
‘supply provided that the supply has been designed to have 
adequate current capability for both stages with reasonably 
good regulation. 
» For service as frequency multipliers, beam tetrodes and 
‘pentodes will give the best service. These types of tubes will 
operate at higher plate-circuit efficiency with less excitation 
nd bias than will a triode of equivalent plate dissipation. 
_ For triode Class C or Class B r-f amplifier service, the ampli- 
fication factor is not too important, though tubes with a 
_ medium-high u (20 to 40) are most popular. 
In Class A or Class AB audio/driver service, triodes with 
low amplification factor are to be preferred, though pentodes 
or beam tetrodes may be used provided they are included with- 
| an inverse-feedback loop. Shunt feedback from the plate of 
se beam tube to the pei of the preceding audio stage is quite 


' io ng Power te is aes lee to have a: slight re- 


- the safe side. Tere, the 7 are output of an exciter on 


serve of driving power in order to be on 


the band upon which its output is least (usually the highest 


_ frequency band) should be slightly greater than the excitation 


requitements of the following stage as determined from the 


-manufacturer’s tube data. 


Plate modulated Class C amplifiers require the most excita- 
tion, the tube requiring full maximum rated grid current, and 
at least 24% times cutoff bias if full plate input is run. 

C-w and buffer amplifiers should preferably be run at full 
rated grid current (though they may run with as much as 50 
per cent less) and at 144 times cutoff or greater bias. Thus an 
unmodulated final amplifier or buffer can be used with con- 
siderably less excitation than a plate- -modulated Sane of the 
same power. 

Cathode-modulated - amplifiers require about the same 
amount of excitation power as c-w amplifiers, the bias being 
greater but the grid current much less. Cathode-modulated 
stages are commonly run at from 244 to 4 times cutoff bias at 
approximately an eighth the grid current recommended for 
plate modulation. 

High-efficiency grid modulation requires still less excitation. 
The bias is from 2 to 4 times cutoff but the grid current is very 
low, seldom greater than a few ma. even for high power stages. 
The power dissipated in the grid swamping resistor, a neces- 
sary adjunct to a correctly operated grid-modulated stage, 
keeps the excitation requirements from being even less than 
they are. 

The excitation required for a typical 200-watt- aoe triode 
amplifier will run about as follows: plate modulated, 35 watts; 
c.w. or buffer, 20 watts; cathode modulated, 15 watts; grid 
modulated, 8 watts. The whole problem of excitation require- 
ments depends so much upon operating conditions that one 
had best refer to the manufacturer's data sheets or to Chapter 
17 of this Handbook. 

The question of calculating excitation requirements for a 
doubler stage was not covered in the foregoing discussion, 
because the excitation power required depends to such a great 
degree upon the doubler efficiency desired. For high-efficiency 
doublers, the bias should be at least 5 times cutoff and the grid 
current about half the maximum rated value for the tube. 
Thus it is seen that for good doubler efficiency a tube requires 
as much excitation power as does a plate- modulated stage of 
the same power output rating. 

Also to be taken into consideration, when tentatively plan- 
ning a transmitter, are such things as the limiting factor in 
tube design. For instance, in a grid-modulated transmitter, the 
output is always limited by the plate dissipation, while for 
plate-modulated phone work either the plate voltage or plate 
current rating is exceeded first. Thus we see that for grid modu- 
lation, a tube with high plate dissipation is of prime impor- 
tance, while for plate-modulated operation the matter of fila- 
ment emission and insulation are of greatest importance. 

Another thing to be taken into consideration, especially when 
designing a phone transmitter, is the item of filament voltage. 
Obviously a saving can be effected if both r-f amplifier tubes 
and modulator tubes can be run from the same filament wind- 
ing. 

Care should be taken to make sure that the tubes chosen are 
capable of efficient and safe operation on the highest fre- 
quency used. 


9-20 Design Considerations 


At the higher frequencies, solid enamelled cop- 
per wire is most efficient for r-f leads. Tinned 
or stranded wire will show greater losses at 
these frequencies. Tank coil and tank capacitor leads should 
be of heavier wire than other r-f leads, though there is little 
point in using wire heavier than is used for the tank coil itself. 

All grounds and by-passes in an r-f stage should be made to 


Transmitter 
Wiring 


152 is 


Te enorer Design 


a common port, and the grounding poreior ee stages 
bonded together with heavy wire. 

The best type of flexible lead from the envelope of a tube 
to a terminal is thin copper strip, cut from thin sheet copper. 
Heavy, rigid leads to these terminals may crack the envelope 
glass when a tube heats or cools. 

Wires carrying only a.f. or d.c. should be chosen with the 
voltage and current in mind. Some of the low-filament-voltage 
transmitting tubes draw heavy current, and heavy wire must 
be used to avoid voltage drop. The voltage is low, and, hence, 
not much insulation is required. Filament and-heater leads are 
usually twisted together. An initial check should be made~on 
the filament voltage of -all tubes of 25 watts or more plate 
dissipation rating. This voltage should be measured right at 

the tube sockets. If it is low, the filament transformer voltage 

should be raised. If this is impossible, heavier or paralleled 
wires should be used for filament leads, cutting down their 
length if possible. 

Spark-plug-type high-tension ignition cable makes the best 
wire for high-voltage leads. This cable will safely withstand 
the highest voltages encountered in an amateur transmitter. 
If this cable is used, the high-voltage leads may be cabled right 
in with filament and other low-voltage leads. For high-voltage 
leads in low-power exciters, where the plate voltage is not 
over 450 volts, ordinary radio hookup wire of good quality 
will serve the purpose. Twisted lamp cord, in good condition 
with insulation intact, can be used for power-supply leads 
between low-power exciter units and power supplies where the 
voltage does not exceed 400 volts. 

No r-f leads should be cabled; in fact it is better to use 
enamelled or bare copper wire for r-f leads and rely upon 
spacing for insulation. All r-f joints should be soldered, and 
the joint should be a good mechanical junction before solder 
is applied. Soldering technique is covered in Chapter 13. 


Coil Placement While metal shield baffles are effective in 

suppressing stray capacitive coupling be- 
tween circuits, they are not always effective in suppressing 
inductive coupling. To eliminate all inductive coupling between 
two coils in inductive relation to each other, each coil should 
be completely enclosed in an individual shield can, or one coil 
can be placed above the chassis and the other below. This is 
not always convenient; so more often the inductive coupling 
is minimized by orienting the coils for maximum suppression 


of coupling, and shield baffles are -used only to prevent stray 


capacitive coupling between stages. 

For best Q a coil should be in the form of a solenoid approxi- 
mately as long as its diameter. For minimum _ interstage 
coupling, coils should be made as small physically as is prac- 
ticable. The coils should then be placed so that adjoining coils 
are oriented for minimum mutual coupling. To determine if 


this condition exists, apply the following test: the axis of one — 
’. ‘of the two coils must lie in the plane formed by the center turn 


of the other coil. If this condition is not met, there is bound to 
be appreciable coupling unless the unshielded coils are very 


small in diameter or are spaced a considerable distance from 
each other. 


Variable 
Capacitors 


The question of optimum C/L ratio and capaci- 
tor plate spacing is covered in Chapter 6. For 
all-band operation of a high-power stage, it is 
recommended that a capacitor just large enough for 40-meter 
c-w operation be chosen. (This will have sufficient capacitance 
for ‘phone operation on all higher frequency bands.) Then use 


fixed padding capacitors for operation on 80 meters. Such 


padding capacitors are available in air, gas- “filled, and vacuum 
types. : 


Specially designed variable capacitors are recommended for 


* Insulation 


u-h-f work; ordinary Gre often have: ‘loops” in the metal 


frame which may resonate near the ppeasting ee pace 


On en above 7 Mc., 
styrene, or Mycalex insulation is to be recom- 
mended, though hard rubber will do almost as well. Cold 


flow must be considered when using polystyrene (Victron, - 
- Amphenol 912, etc.) or hard rubber. Bakelite has low losses 


on the lower frequencies but should never be used-in the field _ 
of high-frequency tank circuits. 


Lucite (or Plexiglas), which is available in rods, sheets; or 
tubing, is excellent for use at all radio frequencies where the 


r-f voltages are not especially high. It is very easy to work with — 


ordinary tools and is not expensive. The loss factor depends to 


a considerable extent upon the amount and kind of plasticizer 
used. 


tion is that the best insulation is none at all. If it is mecessary 


_ to reinforce air-wound coils to keep turns from vibrating or 


touching, use strips of Lucite or polystyrene cemented in place 
with Amphenol 912 coil dope. This will result in lower losses” 
than the commonly used celluloid ribs and Duco cement. 


Metering The ideal transmitter would have an individual 


‘ceramic, oie e 


The most important thing to keep i in mind regarding insula- 


meter in every circuit requiring measurement. How- ~ 


ever, for the sake of economy, many of us are forced to meas- — 
ure filament and plate voltages by means of a test set or unt- _ 
versal meter during the initial tryout of the transmitter, and — 


then assume that these voltages will be maintained. Further 
economies can be effected by doubling up on meters when 
measuring current in various circuits in which the current is. 
variable, and as an index of transmitter tuning. 

By a system of plugs and jacks, or a selector switch, one-or 
two milliammeters can be used to make all the measurements 
MECESSALY. to tune up a transmitter properly. However, it often — 
is of considerable advantage to be able to observe the current — 


of several circuits or stages simultaneously. Thus the problem — 


boils down to: buy as many meters as you can afford, or as. 


many as the total transmitter investment justifies, purchasing — 


the most necessary meters first. Obviously one would not be ~ 
justified in buying $100 worth of meters for a transmitter con-~_ 
taining other parts totaling $75. On the other hand, the pur- _ 


chase of .a filament voltmeter to keep careful tab on the fila- 
ment voltage of a pair of 250-watt tubes is a good investment. 

Probably the most popular arrangement calls for meter 
switching or meter jacks in the low power stages and individuals 


meters in the last stage. Ordinarily, r-f meters are not used — 


except in certain antenna coupling circuits. Where line voltae ts 


does not fluctuate appreciably, one can get by very nicely with — 


just d-c milliammeters, plate-current meters in the low power _ 
stages, and a grid and a plate meter in the final stage. 

Where it is impossible to keep meter or meter leads well 
away from high r-f voltage or heavy r-f current, d-c meters 
should be bypassed with small .004 or larger capacitors Ae 
at the meter terminals. The capacitor is placed across the 
terminals, not from one terminal to ground. Such capacitors are 
a wise precaution in all cases, because even though meter and — 
meter leads are kept away from r-f components, the meter may . 
be subjected to considerable r-f because of an r-f choke not 
doing an adequate job of blocking r-f from the meter: 

Most meters now come with bakelite cases. If the * ‘Zeto 
adjuster” screw is well insulated, such meters can be placed in 
positive high voltage leads where the voltage does not exceed — 
1000 volts. When the voltage is higher than 1000 volts, the — 
meter should preferably be placed behind a protective glass. 


The meter should not be mounted directly ona andes oe 
panel when the plate voltage exceeds 2000 volts, as the metal” : 


porn of the meter he. are through the bakelite case to 


= 2 unded metal panel, particularly when plate modulation is 


ig : ‘ Meter Jacks 


cused. | 


One highly recommended method of arranging meters in a 


high-powered rack and panel transmitter is to group all meters 


_ on a bakelite meter panel with a glass front at the top of the 


rack, near eye level of the operator and not close to any of the 
tuning dials. With the bakelite meter panel, there is no danger 
of meters arcing to ground, and because of the protection 
afforded by the glass there is little likelihood of an operator 
accidentally coming in contact with the meters. 

' An,alternate system is to place all meters in low-voltage 
circuits directly on the metal panels (assuming meters are of 


the bakelite case type) and to place the plate milliammeters in ~ 


all stages having a plate voltage of more than 1000 behind 
the panel, where they are observed through small windows. 
Meter Switching This method can be used to advantage 
= where the voltages on the leads which 
carry the current to be measured are not greater than about 
500 volts to ground. Fifty-ohm resistors are inserted in the 
leads, and because the resistance of the meter is so low com- 
pared to the 50-ohm resistors, the meter can be considered as 
being inserted in series with the circuit when it is tapped across 
the resistor. Thus, with a double-pole selector switch having 
sufficient positions, one can use a single meter to measure the 
current in several circuits. ; 

~ The resistor should be made 25 ohms where the current to 
be measured runs over 200 ma., and the resistor increased to 


- 200 ohms when the current to be measured is less than 15 ma. 


It is necessary to minimize the resistance where heavy current 
is present, in order to avoid excessive voltage drop when the 
meter is not shunting the resistor. It is necessary to increase the 


= Faq on * a n 
value of resistance when the current is so low that a low-range 


meter must be used to measure the current. Low range milliam- 


‘meters begin to show appreciable resistance themselves, and_ 


their calibration will be thrown off when shunted by too low 


- a value of resistor. 


Meter switching is not practicable in high voltage circuits 
(over 1200 volts). For measuring plate current in high power 
_ stages, the resistor should be placed either in the B minus lead 
or in the filament return (center tap). Placing the meter re- 
sistor in the B minus is not practical except when a power 
supply is used to feed but a single stage, or when heater-type 
tubes or separate filament transformers are used, as othetwise 
_the meter would indicate total current to all the stages. 
Placing the meter in the filament return gives a reading of 
the total space current, which includes both grid current and 
plate current (and in the case of tetrodes and pentodes, screen 
current). This point is covered later under Meter Jacks. 
It is possible, by means of various systems of shunts, to use 
_a single low-range meter for measuring widely different values 
of current in different circuits, much in the manner of the 
single-meter test set so popular with servicemen. For instance, 
a 0-25 ma. meter could be used for measuring grid current in 
several stages, and then used as a 0-250 ma. instrument when 
_ switched into the plate circuit of the final stage by the incor- 
poration of a shunt in the latter circuit to-extend the range to 
250 ma. Ordinarily, however, a meter is used as a single-scale 
instrument with this type of switching, a 0-25 ma. meter being 


t 


used only to read current in circuits carrying up to 25 ma. 


A popular method of using one meter to meas- 
. ure the current in several circuits is to incor- 
porate jacks in the various circuits to be measured. Instead of 
using low values of resistors across the packs to provide a cur- 
rent path when the meter is not plugged in a circuit, shorting 
type jacks are used so that when a meter is removed from a 
jack the circuit is automatically closed. 
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Figure 1. 


UTILITY TYPE OPERATING TABLE. 


Any amateur handy with a hammer and saw can construct a 
table of this type with little difficulty and-at small cost. If a 
power supply is placed under the table as shown, it should be 
housed on the front and top in order to protect the operator 
from accidental contact with any of the components with his 
foot. If the equipment supported by the table is especially 
heavy, the two back legs of the table should be cross braced. 


As with meter switching, meter shunts may be placed across 
certain of the jacks to extend the range of a milliammeter; 
however, it is more common practice to have a low range 
meter and a high range meter, and plug the appropriate meter 
in each circuit. 

Meter jacks should not be used except where one side of 
the circuit can be grounded. This permits one to measure grid 
current, and, indirectly, plate current. The plate current is 
ascertained by measuring the current flowing in the filament 
return and subtracting the grid current (including screen cur- 
rent if the tube has a screen). 

A piece of heavily-insulated rubber covered 2-wire cable 
can be used to connect the meter to the meter plug. If the 
meter is permanently mounted on the panel, the meter cord 
should be long enough to reach all meter jacks into which it is 
to be plugged. To protect low range meters, cathode current 
jacks in stages drawing heavy current are usually placed in 
such a position that it is impossible to reach the jack with the 
cord attached to the low-range meter. 

Meier jacks should never be placed in high-voltage leads, 
and it is inadvisable to use them in any circuit where one side 
of the jack is not at ground potential. When used for meas- 
uring cathode current, the frame of the jack should always be 
grounded, as a defective contact in the jack or a blown meter 
might otherwise endanger the operator by putting high poten- 
ual on the meter cord and plug. . 

A 50-ohm carbon resistor across the terminals of all cathode 
current meter jacks will not affect the calibration of the meter, 
yet will protect the operator from possible shock in the event 
that the meter should blow or the cord open up or come loose 


-on the ground side. In this case, the resistor is more of a pro- 


tective device than a substitute path for the current when the 
meter is being used in some other circuit, and little current will 
flow through the resistor unless the jack, cord, or meter be- 
comes defective. 4 
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Mains Supply 


with alternating current power from the sup- 
ply mains and turning the transmitter on and off, and “stand- 
by” while listening, i is a problem that can be attacked in many 
ways, the “best” method being a matter of individual prefer- 
ence. Various suggested methods for transmitter control are 
described in Section 9-3 of this chapter. 

To make sure that an outlet will stand the full load of the 
entire transmitter, plug in an electric heater rated at about 50 
per cent greater wattage than the power you expect to draw 
from the line. If the line voltage does not drop more than 5 
volts (assuming a 117-volt line) under load and the wiring 
does not overheat, the wiring is adequate to supply the trans- 
mitter. About 750 watts total drain is the maximum that 
should be drawn from a 117-volt “lighting” outlet or circuit. 
For greater power, a separate pair of heavy conductors should 
be run right from the meter box. For a 1-kw. phone transmitter 
the total drain is so great that a 230-volt ‘‘split’’ system ordi- 
narily will be required. Most of the newer homes are wired 
with this system, as are homes utilizing electricity for cooking 
and heating. 

With a 3-wire system, be sure there is no fuse in the neutral 
wire at the fuse box. A neutral fuse is not required if both 
“hot” legs are fused, and, should a neutral fuse blow, there is 
a chance that damage to the radio transmitter will result. 

If you have a high power transmitter and do a lot of oper- 
ating, it is a good idea to check on your local power rates if 
you are on a straight “lighting” rate. In some cities a lower 
rate can be obtained (but with a higher “minimum”’) if elec- 
trical equipment such as an electric heater drawing a specified 
amount of current is permanently wired in. It is not required 
that you use this equipment, and many an amateur who runs 
his kilowatt phone rig far into the night has made a worth- 
while saving on his electric bill by scaring up an old 3-kw. 
air heater at the secondhand store and permanently installing 
it in the operating room. Naturally, however, there would be 
no saving unless you expect to occupy the same dwelling for 
a considerable length of time. 


9-3 Transmitter Control Methods 

Almost everyone, when first getting a new transmitter on 
the air, has had the experience of having to throw several 
switches and pull or insert a few plugs when changing from 
receive to transmit. This is one extreme in the direction of how 


not to control a transmitter. At the other extreme we find sys- . 


tems where it is only necessary to speak into the microphone 
or touch the key to change both transmitter and receive over 
to the transmit condition. Most amateur stations are inter- 
mediate between the two extremes in the control provisions 
and use some relatively simple system for transmitter control 
such as is shown in Figure 2. 

In this system all transmitter tube filaments and possibly 
the speech-amplifier plate voltage are turned on by means of 
one primary switch. With this switch on, the transmitter is in 
“standby” position (as soon as any mercury-vapor rectifiers 
have once reached operating temperature). . 

Another switch, the “send-receive’’ switch S., is connected 
so as to control all plate transformers except possibly that 
used for the speech amplifier (which usually is a combined 
plate-filament transformer). This is perhaps the simplest 
method, but requires that the modulator and all r-f tubes be 
supplied from filament windings that are not combined with 
plate windings on the same core. As this is common trans- 


former practice anyway, except for low-voltage supplies, no 


special requirements need be considered when purchasing 
transformers. 
The send-receive switch in this system should be capable of 


handling the required power with considerable to spare, be- 


The problem of supplying the transmitter 


almost’ sedge They « recente: an ae House lighting — 


for that matter) simply by opening and — ee cathode — 


toggle switch in appearance. The latter, costing less than the 
mercury type, will be oie satisfactory i in low- “powered. trans-— 
mitters. 5 

Another popular arrangement is to use fixed ‘safety bias 
on the entire transmitter, so that the excitation may be removed 
at the “front end” of the transmitter without any of the suce i 
ceeding tubes becoming overheated or going into parasitic 
oscillation. The transmitter then is turned on and off (or keyed, — 


or screen of the oscillator. 
To minimize the external wiring, the most common practice oF | 
is to turn the filaments on right at the transmitter, only: the 
send-receive switch being placed on the operating desk, as in 
Figure 2. When the transmitter is small and is placed right on = : 
or beside the operating desk, both filament and send- “receive. a 
switches may be placed on the transmitter. ow ee 
In Figure 4 is shown an arrangement which ‘prone 
mercury-vapor rectifiers against premature application of plate — 
voltage without resorting to a time-delay relay. No ‘matter. = : 
which switch is thrown first, the filaments will be turned on 
first and off last. However, double-pole switches are required — 
in place of the usual single-pole switches. This circuit may be — 
combined with that of Figure 2 simply by taking the primary — 
voltage for all filament transformers from the primary of the — 
rectifier filament transformer shown, and by taking the voltage — 
for the primary of all plate transformers from the gee of aie 
the plate transformer as shown in the diagram. eh 
When assured time delay of the proper interval and greater 
operating convenience are desired, a group of inexpensive ae 8 
relays may be incorporated into the circuit to give a control . 
circuit such as is shown in Figure 5. This arrangement uses a 
115-volt thermal (or motor-operated) time-delay relay and a 
d-p-d-t 115-volt control relay. Note that the protective inter- 
locks are connected in series with the coil of the relay which — 
applies high voltage to the transmitter. A tune-up switch has 
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Figure 3. 
COMBINED MAIN SWITCH-AND SAFETY SIGNAL. 


. After shutting down the transmitter for the day, throw the main 
switch to neutral. If you are going to work on the transmitter, 
throw. the switch all the way to “pilot,” thus turning on the 
green pilot lights and making it impossible for primary voltage 
to be on any transformer in the transmitter even by virtue of a 
short or accidental ground. To live to a ripe old age, simply obey 
the rule of “‘never work on the transmitter unless green lights 

are on.” 


Figure 4.. 
FOOLPROOF RECTIFIER PROTECTION. 
No matter which switch is thrown first, the filaments always 
will be turned on first and off last. The primaries of other — 
filament transformers are connected in parallel with the primary 
of the rectifier filament transformer. 


been included so that the transmitter may be tuned up as far 
_as the grid circuit of the final stage is concerned before appli- 
cation of high voltage to the final amplifier. Provisions for 
operating an antenna-changeover relay and for cutting the 
plate voltage to the receiver when the transmitter is operating 
have been included. 

A circuit similar to that of Figure 5 but incorporating push- 
button control of the transmitter is shown in Figure 6. The 
circuit features a set of START-STOP and FRANSMIT- 

_ RECEIVE buttons at the transmitter and a separate set at the 
operating position. The control push buttons operate independ- 
- ently so that either set may be used to control the transmitter. 
It is only necessary to push the START button momentarily 
to light the transmitter filaments and start the time-delay relay 
in its cycle. When the standby light comes on it is only neces- 
sary to touch the TRANSMIT button to put the transmitter 
on the air and disable the receiver. Touching the RECEIVE 
button will turn off the transmitter and restore the receiver. 
After a period of operation it is only necessary to touch the 
STOP button at either the transmitter or the operating position 
to shut down the transmitter. This type of control arrangement 
is called an electrically-locking push-to-control system. Such 
systems are frequently used in industrial electronic control. 

Several additional types of transmitter control circuits are 
shown in Chapters 25 and 26, Power Supplies and Transmitter 
Construction. In addition, a transmitter control circuit of con- 

_ siderable versatility is included in the “AN/ART-13 Recon- 
version” described in Chapter 32. The c-w operation control 
circuit shown is of particular interest and operates in the fol- 
lowing manner: 


1. The transmitter is turned on and warmed up. 


2. When it is desired to transmit it is necessary only to 
start keying. The first instant the key closes all the power 
supplies are turned on, the receiver antenna is discon- 
nected, and if desired the receiver plate supply may be 

_ turned off. 


3. In a predetermined interval after the last character has 
been transmitted (adjustable from 0.1 second to 15 sec- 
onds) the plate supplies are turned off and the operation 

- of the receiver is restored. 


The particular transmitter control feature just described 
“may of course be used with any type of transmitter. The 
essential parts of the circuit are the small receiver power trans- 
former, a 6X5 and a 6CS5 tube, a sensitive relay and a keying 
relay, and a few capacitors and resistors. A small choke is also 
; used epee click filter. : 


9-4 Safety Precautions 


The best way for an operator to avoid serious accidents 
from the high voltage supplies of a transmitter is for him to 
use his head, act only with deliberation, and not take unneces- 
sary chances. However, no one is infallible, and chances of an 
accident are greatly lessened if certain factors are taken into 
consideration in the design of a transmitter, in order to protect 
the operator im the event of a lapse of caution. If there are too 
many things one must “watch out for” or keep in mind there is 
a good chance that sooner or later there will be a mishap; and 
it only takes one. When designing or constructing a transmitter, 
the following safety considerations should be given attention. 


Grounds _For the utmost in protection, everything of metal 
on the front panel of a transmitter capable of being 
touched by the operator should be at ground potential. This 
includes dial set screws, meter ‘zero adjuster’ screws, meter 
cases if of metal, meter jacks, everything of metal protruding 
through the front panel or capable of being touched or nearly 
touched by the operator. This applies whether or not the panel 
itself is of metal. Do not rely upon the insulation of meter 
cases or tuning knobs for protection. 

The B negative or chassis of all plate power supplies should 
be connected together, and to an external ground such as a 
waterpipe. In the case of a bias supply, the B positive should 
be connected to the common ground. 


Exposed Wires 
and Components 


It is not necessary to resort to rack and 
panel construction in order to provide 
complete enclosure of all components and 
wiring of the transmitter. Even with breadboard construction 
it is possible to arrange things so as to incorporate a protective 
housing which will not interfere with ventilation yet will pre- 
vent contact with all wires and components carrying high 
voltage d.c. or a.c. 

_If everything on the front panel is at ground potential (with 
respect to external ground) and all units are effectively housed 
with protective covers, then there is no danger except when 
the operator must reach into the interior part of the transmit- 
ter, as when changing coils, neutralizing, adjusting coupling, 
or shooting trouble. The latter procedure can be made safe by 
making it possible for the operator to be absolutely certain that 
all voltages have been turned off and that they cannot be 
turned on either by short circuit or accident. This can be done 
by incorporation of the following system of main primary 
switch and safety signal light. 
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Figure 5. 
TRANSMITTER CONTROL CIRCUIT. 


Closing $: fights all filaments in the transmitter and starts the time-delay relay in its cycle. When the time-delay relay has oper- 
ated closing the transmit-receive switch at the operating position will apply plate power to the transmitter and disable the receiver. — 
A tune-up switch has been provided so that the exciter stages may be tuned without plate voltage on the final cmpticr: The © 

safety circuit of Figure 3 has been incorporated. Soper 
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Combined Safety The common method of using red pilot 
Signal and Switch lights to show when a circuit is “on” is 

useless except from an ornamental stand- 
point. When the red pilot is not lit it #svzally means that the 
circuit is turned off, but it cam mean that the circuit is on but 
the lamp is burned out or not making contact. 

To enable you to grab the tank coils in your transmitter 
with absolute assurance that it is impossible for you to obtain 
a shock except from possible undischarged filter condensers 
(see following topic for elimination of this hazard), it is only 
mecessary to incorporate a device similar to that of Figure 3. 
It is placed near the point where the main 110-volt leads enter 
the room (preferably near the door) and in such a position as 
to be inaccessible to small children. Notice that this switch 
breaks both leads; switches that open just one lead do not 
afford complete protection, as it is sometimes possible to com- 
plete a primary circuit through a short or accidental ground. 
Breaking just one side of the line may be all right for turning 
the transmitter on and off, but when you are going to stick an 
arm inside the transmitter, both 110-volt leads should be 
broken. 

When you are all through working your transmitter for the 
time being, simply throw the main switch to neutral. Then you 
can leave the transmitter and even go on a vacation with abso- 
lute peace of mind. 

When you find it necessary to work on the transmitter or 
change coils, throw the switch so that the green pilots light up. 
These can be ordinary 15-watt green bulbs. One should be 
placed on the front panel of the transmitter; others should be 
placed so as to be easily visible when changing coils or making 


adjustments requiring the operator to reach inside the trans- 


mitter. These lamps are inexpensive, and as several will draw 


less than 100 watts from the line, a half dozen may be s ‘scat 


cover except when the green pilots are glowing. To avoid con 


_ times awkward and always i convenient. 


tered around the transmitter. ee 
For 100 per cent protection, just obey the following: tes 
never work on the transmitter or reach inside any protective 


fusion, no other green pilots should be used on the transmitter, — 
if you want an indicator jewel to show when the filaments. are 
lit, use amber instead of green. * 

If the main switch is out of reach of small children, a con-— 
spicuous sign, such as “DO NOT TOUCH UNDER ANY 
CIRCUMSTANCES,” placed on the switch cover will guard 
against the off chance that someone else would throw ‘the — 
switch unexpectedly. An alternative is to place the switc on 


Safety Bleeders  High-capacity filter capacitors of good qi 
. ity hold their charge for some tim 
when the voltage is more than 1000 volts it is just ab 
dangerous to get across an undischarged 4-yfd. filter cz 
as it is to get across a high-voltage oe faats is tu 


tion, but as these are ¢ generally wire- wound resistors, 2 
wite-wound resistors occasionally open up without 
cause, it is desirable to oe an ence safety 


To make sure that all eapacitnrs’ are sed 5 
each one with an insulated screwdri 
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Figure 6. 
PUSH-BUTTON TRANSMITTER-CONTROL CIRCUIT. 


Pushing the START button either at the transmitter or at the operating position. will iight all filaments and start the time- 

delay relay in its cycle. When the cycle has been completed, a touch of the TRANSMIT button will put the transmitter on 

the air and disabie the receiver. Pushing the RECEIVE button will disable the transmitter and restore the receiver. Pushing the 

_ STOP button will instantly drop the entire transmitter from the a-c line. If desired, a switch may be placed in series with the 

lead from the RECEIVE button fo the protective interlocks; opening this switch will make it impossible for any person acciden- 

tally to put the transmitter on the air. Various other safety provisions, such as the protective-interlock arrangement described 
in the text and the circuit of Figure 3 have been incorporated. 


With the circuit arrangement shown for the overload-relay contacts, it is only necessary to use a simple normally-closed 
d-c relay with a variable shunt across the coil of the relay. When the current through the coil becomes great enough to open 
the normally-closed contacts the hold-circuit on the plate-voltage relay will be broken and the plate voltage will be removed. 
if the overload is only momentary, such as a modulation peak or a tank flashover, merely pushing the TRANSMIT button will 
_agGin put the transmitter on the air. This simple circuit provision eliminates the requirement for expensive overload relays of 


the mechanically-latching type, but still gives excellent overload protection, 


sure by connecting auxiliary carbon bleeders across all wire- 
wound bleeders used on supplies of 1000 volts or more. For 
every 500 volts, connect in series a 500,000-ohm 1-watt carbon 
resistor. The drain will be negligible (1 ma.) and each resistor 
will have to dissipate only 0.5 watt. Under these conditions the 

__ resistors will last indefinitely with little chance of opening up. 

For a 1500-volt supply, connect three 500,000-ohm resistors in 

series. If the voltage exceeds an integral number of 500 volt 

= ‘divisions, assume it is the next higher integral value; for 

_ instance, assume 1800 volts as 2000 volts and use four resistors. 

Do not attempt to use fewer resistors by using a higher 
value for the resistors; not over 500 volts should appear across 
any single 1-watt resistor. 

_ In the event that the regular bleeder opens up, it will take 
several seconds for the auxiliary bleeder to drain the capacitors 
down to a safe voltage, because of the very high resistance. 
Hence, it is best to allow 10 or 15 seconds after turning off the 
plate supply before attempting to work on the transmitter. 


“Hot” Adjustments Some amateurs contend that it is al- 
zi most impossible to make certain adjust- 
ments, such as coupling and neutralizing, unless the transmitter 
is running. The best thing to do is to make all neutralizing and 
- coupling devices adjustable from the front panel by means of 
_ flexible control shafts which are broken with insulated cou- 
__ plings to permit grounding of the panel bearing. 
If your particular transmitter layout is such that this is im- 
acticable and you refuse to throw the main switch to make 
Mok eS eee ieee : bye 


an adjustment—throw the main switch—take a reading— 
throw the main switch—make an adjustment—and so on, 
then protect yourself by making use of long adjusting rods 
made from ¥-inch dowel sticks which have been wiped with 
oil when perfectly free from moisture. 

If you are addicted to the use of pickup loop and flashlight. 
bulb as a resonance and neutralizing indicator, then fasten it 
to the end of a long dowel stick and use it in that manner. 


Protective Interlocks With the increasing tendency toward 
construction of transmitters in enclosed 
steel cabinets a transmitter becomes a particularly lethal 
device unless adequate safety provisions have been incor- 
porated. Even with a combined safety signal and switch as 
shown in Figure 3 it is still conceivable that some person un- 
familiar with the transmitter could come in contact with high 
voltage. It is therefore ‘recommended that the transmitter, 
wherever possible, be built into a complete metal housing or 
cabinet and that a// doors or access covers be provided with 
protective interlocks (all interlocks must be connected in 
series) to remove the high voltage whenever these doors or — 
covers are opened. The term “high voltage’”’ should mean any 
voltage above approximately 150 volts, although it is still pos- 
sible to- obtain a serious burn from a 150-volt circuit under 
certain citcumstances. The 150-volt limit usually will mean 
that grid-bias packs as well as high-voltage packs should have 


_their primary circuits opened when any interlock is opened. 


OA i. 
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Chapter Ten 


e 


WHILE there are as many different tuning procedures as 
there are types of transmitters, there are certain general rules 
which should be followed regardless of the type of transmitter. 
Also, there are certain initial checks that should be made on 
the transmitter when it is first “fired up,” regardless of the 
type. A sequence of ten such checks is given in the following 
section. 


Initial Transmitter Tune-Up 


In making the initial adjustments upon a new transmitter 
it is recommended that an orderly procedure be followed in 
checking out first the simpler circuits and then proceeding to 
the more complex stages so that it will be known, as soon as 
difficulties are encountered, that all the simpler circuits are 
operating properly. It is suggested that the following steps be 
followed, wherein they apply, in checking a transmitter for 
proper operation the first time it is tuned up, or for that matter, 
the first time it is operated after a long period of inactivity. 


1. Check Filament and 
Heater Voltages 


Apply line voltage to the transmit- 
ter and make sure that all the plate 

supplies and bias power supplies 
are completely disconnected from the line. Check the filament 
or heater voltage of each tube in the transmitter with a volt- 
meter whose accuracy has been checked. When checking a-c 
voltages it is best to use an instrument of the iron-vane type 
since rectifier-type instruments often are far out of calibration 
on the low-voltage ranges when they have not been checked 
for a long period of time. All filament and heater voltages 


_ should be checked directly at the socket terminals. 


It is best to adjust filament-transformer primary taps and 
drop resistors (if used) so that the filament voltage actually 
at the socket is about 5 per cent above the rated value. This 
procedure is recommended since the line voltage to a transmit- 


ter will usually drop from 3 to 8 per cent when plate power | 


is applied—unless, of course, a special low-drop line has been 
run in to operate the transmitter. 


Heater-cathode tubes such as the 6L6, 807, 2E26 and similar. 
‘types can be operated over a plus or minus 10 per cent range — 


in heater voltage above and below the rated value. However, 
it is best to epersie tubes of this type at-least within 5 per 


Plate and Bias Supplies 


2. Check Control Circuits, 


with the control provisions that have been made. 

No-load voltages of the various plate and bias : 
should be checked with a high-resistance voltmeter t 
sure that these voltages are within the expected range. 
voltages on plate supplies having a eres en fi 


operating value. If the voltage output of a choke-inpu 
supply does soar, it means that the maximum induct 


output of a choke-input supply is excessive with no loac 
input inductance must be increased to the critical v. 


the core. This subject is covered in Chapter 25, Power ; 

Satisfactory operation of the bleeder resistors on each of the 
power supplies may be checked by shorting 5c 
across one of the filter capacitors of the power supply 
the power transformer has been ott off ae ie 


resistor across ee power supply is not operating properly. 
i< Another method of checking bleeder operation is to connect 
a high-resistance voltmeter to the supply, apply plate voltage 
_ for a moment, and then note the rate at which the voltage 
decreases to zero. If the voltage falls very gradually after the 
‘plate transformer has been removed from the line, beware, 
and wait for all the charge to drain from the capacitors as 
indicated by the voltmeter indication dropping to zero before 
working on the supply. Then short the filter capacitors with a 
screwdriver, and apply a clip lead across one of the filter 
capacitors before working on the rewiring. Do mot attempt to 
drain the charge on the filter capacitors of a high-voltage 
supply with a defective bleeder with a screwdriver—the result- 
ing outrush of current will certainly damage the screwdriver, 
the procedure is very dangerous, and the filter capacitors may 
be damaged. | : 

The easiest way to make a first check on the presence of a 
_ bleeder of correct value on a power supply is to remove com- 
pletely the power plug going to the supply, short one of the 
filter capacitors with an insulated screwdriver, remove all out- 
put leads from the power supply, remove the screwdriver, and 
- check for resistance with an ohmmeter across one of the filter 
capacitors. The resistance value noted should be the value of 

_ the bleeder resistor across the power supply. 


The first r-f stage in a transmitter 
will normally be either a crystal 
oscillator stage or the first tuned 
stage following the v-f-o. The operation of a crystal oscillator 
depends to a great extent upon the activity of the crystal, and 
_ the activity varies widely with different crystals. The oscillator 
should be tuned for the greatest output or lowest plate eurrent 
~ which will provide strong, stable oscillations: An attempt to 
adjust the oscillator for every last milliwatt of output will 
result in the crystal’s not starting “cleanly” each time the plate 
voltage is applied or the key is pressed. A receiver or monitor 
will be required for this check, during which a check also 

_ should be made on the frequency. 

_ The first time the crystal oscillator is operated a check also 
should be made upon the r-f crystal current (unless the oscil- 
lator is run at very low screen and plate voltages) to make 

— sure that it is not excessive at any setting of the plate tuning 
capacitor. - 

If the first r-f stage in the transmitter is fed from a v.f.o. 
the stage should be excited from the v.f.o. and the plate tank 
tuned to resonance with the aid of a dial lamp and a loop of 

— _wire or the grid current on the next stage. A wavemeter 
. Should be used to make sure that the stage is being tuned to 
_ the correct frequency. The plate tank of the stage should then 
be tuned through its full range while listening on a receiver 
_ to make sure that the stage does not self-oscillate at any tank 
Wee capacitor setting. : 


| 3. Check First R-F Stage 
in Transmitter 


ae Tune Successive Stages 
to Finat-Amplifier Grid 


Each stage following the crystal 
oscillator or v-f-o 


nance with the aid of a wavemeter and the grid and plate 
milliammeters on the stages. If there are any neutralized stages 
in the chain these should be neutralized in accordance with 
the procedure given in Chapter 6, Generation of R-F Energy. 
Make sure that adequate grid current is obtainable on the final 
amplifier stage on each of the bands on which the exciter has 


_ been designed to operate. The operating currents and voltages — 


-on grids, plates, and screens of each of the exciter stages 
should be measured to make sure that they are within the 
rated values for the tube types concerned. If they are not, 
alter the resistor values in the various feed circuits until 


ee gare and ee ae ka 


5. Neutralize Final 


amplifier © 
; should then be tuned to reso-_ 


The recommended procedure for am- 
plifier neutralization has been covered 
in Chapter 6. Triode amplifier stages 
will always require neutralization unless the grounded-grid or 
cathode-follower circuit has been used. Even then the stage 


Amplifier 


_ may require neutralization. Beam-tetrode and pentode stages 


will frequently require neutralization, although neutralization 
is less frequently required with pentodes than with tetrodes. A 


very small value of neutralizing capacitance will be required 


when neutralizing tetrodes or pentodes. 


6. Operate Final Amplifier 
into Dummy Load 


Apply reduced plate voltage to 
the final amplifier and couple the 
stage to a dummy load. Reduced 
plate voltage may be obtained from the final plate supply by 
connecting the primary of the transformer for half voltage if 
the taps are available, it may be obtained by running the final 
stage from one of the buffer plate supplies, or reduced voltage 
may be obtained by connecting a lamp or screw-base heater 
element in series with the primary of the plate transformer. 

The dummy load may consist of Ohmite Dummy Antenna 
Resistors, Sprague non-inductive resistors of appropriate re- 
sistance and wattage, or it may consist simply of a number of 
ordinary 115-volt lamps. 

When using ordinary 115-volt lamps it has been found 
wise to use somewhat more lamp wattage than the expected 
output of the transmitter. If this is not done, difficulty may be 
encountered in the case of high-power transmitters with dielec- 
tric breakdown in the base or the stem of the lamp. Nine 200- 
watt lamps connected three in series and three groups in paral- - 
lel has been found to operate satisfactorily on a 1-kilowatt 
transmitter. But a single 1000-watt lamp will break down in 
the base after a short pe of operation at amateur fre- 
quencies. 

The coupling to the dummy load should be adjusted so that 
the plate current to the stage bears the same ratio to the 
desired plate current as does the test plate voltage to the plate 
voltage at which the stage is to be operated. When this adjust- 
ment has been made, full plate voltage may be applied, care- 
fully, to the final amplifier stage. When all stages seem to be. 
operating correctly, the transmitter may be checked for para- 
sitic oscillations. Of course, it is quite possible that stable. 
operation has not been obtained up to this stage in the tune-up 
procedure, so that parasitic oscillations must have been elimi-- 
nated before the final amplifier stage has been reached. 


7. Checking for Parasitic It is an unusual transmitter 
Oscillations which harbors no parasitic oscil- 
lations when first constructed 
and tested. Hence it is always wise to follow a definite pro- 
cedure in checking a new transmitter for parasitic oscillations. 
Parasitic oscillations (as distinguished from self-oscillation on 
the tuned frequency of the amplifier) ordinarily occur in two 
types: low-frequency parasitics from 20 to 200 or 300 kc., and 
high-frequency parasitics from 40 to 200 Mc. Low-frequency 
parasitics can easily be detected by the fact that they will 
modulate the carrier frequency of the transmitter producing 
strong sidebands, usually of rough tone, on either side of the 
carrier frequency and spaced from it and from each other by 
the parasitic oscillation frequency. Thus if the transmitter 
carrier is on 14.1 Mc. and the parasitic oscillation frequency is 
100 kc. the spurious sidebands will be heard at 13.9, 14.0, 14.2, 
14,3, 14.4 Mc. and so on on either side of the carrier. 
High-frequency or v-h-f parasitics on the other hand usually 
cause a roughening of the carrier signal of the transmitter but 
must be tuned in on a v-h-f receiver to be heard. A systematic 
procedure for determining the presence or absence of parasitic 
oscillations. is giver in the following paragraphs. 


x 


10. Making a Heat Run 


160. 


Transmitter Adjust 


a. Tune a communications receiver about 20 kc. or 30 kc. 
to one side or the other of the carrier frequency of the trans- 
mitter. 

b. Apply plate voltage to the stage being checked and de- 
tune first the plate tank and then the grid tank as far either 
side of resonance as can be done without exceeding the plate 
dissipation rating of the tube or tubes in the stage. It is wise 
to have a resistor in series with the primary ofthe plate trans- 
former of a high-power amplifier stage so that the plate volt- 
age will drop when the plate current increases. 

c. If there are no sudden jumps in either the grid current 
or the plate current of the stage, and if no spurious signals 
can be heard with any tuning adjustment of the stage on the 
receiver when tuned from the carrier to several hundred kilo- 
cycles either side, it can be assumed that there are no low- 
frequency parasitics present. Also, if the plate and grid currents 
behave in an orderly manner it is probable that v-h-f para- 
sitics are not present. However, it is still wise to listen on a 
v-h-f receiver covering the range from 28 to perhaps 150 Mc. 
(if such a receiver is available) to make sure that parasitics 
in this frequency range are not present. Parasitic oscillations 
can almost always be detected on a v-h-f receiver by the fact 
that their tone will be rough and unstable as compared to the 
clean and stable tone that normal harmonics of the carrier 
frequency will have. 

If parasitic oscillations are found they should be eliminated 
by the procedure discussed in Section 10-3 of this chapter. If 
parasitic oscillations are not found, or after they have been 
eliminated, it is then possible to apply full power to the trans- 
mitter and check its modulation or keying while operating into 
the dummy load. 


8. Check Medulation 
or Keying 


The transmitter should now be oper- 
ated at full power and modulated or 
keyed in the manner normally to be 
employed. Again it is convenient to check for key clicks or 
spurious sidebands under modulation by means of a commu- 
nications receiver tuned either to one side or the other of the 
carrier frequency of the transmitter. Further check for parasitic 
oscillations under modulation or keying should be made. A 
discussion of the treatment of key clicks and spurious side- 
bands due to modulation has been given in Chapter 7, Am pii- 
tude Modulation and Keying. 


After the transmitter has been checked out 
completely with the energy fed into a 
dummy antenna on one band, the dial set- 


9. Checking on 
Other Bands 


tings for all the tuning controls should be noted and the 


transmitter shifted to another frequency in another amateur 
band on which it is desired to operate. The procedure given 
before should be followed and when satisfactory operation 


has been obtained on that band the dial settings should again — 


be noted and operation shifted to another band. After it has 
been determined that satisfactory operation can be obtained on 
all the bands in which it is desired to operate the transmitter 
it is well to give the equipment a heat run of moderate dura- 
tion. 


on the Equipment life test or heat run on a new 
transmitter to make sure that the 
operating conditions of the transmitter will remain stable over 
a period of time and to determine whether or not any com- 
ponents are experiencing excessive heating as a result of their 


normal operation. For the first test the transmitter should be 


tun for perhaps 10 minutes into a dummy load—with key 
down if the rig is a c-w transmitter and with about 60 per 
cent sine-wave modulation if the transmitter is to be used 


_insofar as heating is concerned if they are a little too hot to 


normal value, because the plate current will rise to excessive 


15 per cent of normal value. If the plate circuit losses are 


It is always wise to make a short | 


capacitors. leat Sie 74 


line Saas severed, the filter epiaoe: Ree t 
screwdriver, and the various. aire cons felt cautiou ae 


hot to touch. ss 
If the equipment passes the 10-minute run | withou 


left on for about 1 hous Many components tegen ama 
teur transmitters (particularly inexpensive plate transforme 
and chokes) are designed for not more than about 1 hour 
continuous duty. This design limitation is usually satisfactory : 
for amateur operation since an amateur transmitter is almost — 
invariably standing by a somewhat greater percentage of the | 
time than it is transmitting. Most components of the size usu- 
ally employed in amateur transmitters will reach their ultimate ee 
temperature after a continuous run of approximately one hour. 
However, if any components show signs of dangerous heating - 
(but not actually excessive) it is probably best to operate the — 
transmitter again for an additional half-hour period to deter-— 23 
mine whether the component will remain in operation. It is 
better to find that a component is inadequate while testing a 
transmitter than to have it break down while the dope 
is being used in a contest. 

Transformers and chokes are usually operating satisfactorily 


hold the hand in contact with after such a period of operation. 
Filter capacitors should remain as cool as the ambient tem- 
perature of the air within the transmitter enclosure. ‘Mic: 
capacitors may run warm but certainly not far above body 
temperature. anes 


Amplifier Adjustment gat = 


10-2 f ee 
Plate Circuit After an amplifier is completely iditeayeee a 
Tuning reduced plate voltage should be applied before 


any load is coupled to the amplifier. This re-_ 
duction in plate voltage should be at least 50 per cent of 


values when the plate tuning capacitor is not adjusted to the 
point of resonance as indicated by the greatest dip in reading 
of the d-c plate current milliammeter. The r-f — across 
the plate circuit is greatest at this point. : 

With no load, the r-f voltage may be several times as high 
as when operating under conditions of full load; this may 
result in capacitor flashover if normal d-c voltage is applied. 
The no-load plate current at resonance should dip to roughly — 


excessive, or if parasitic oscillations are taking place, the 
load plate current will be higher. 


The load (antenna or suteoedide t-f ce 
can be coupled to the ampere under ce e 


Loading 


(greatest dip in plate current meter reading) approacl 
normal values for which the tube i is rated. The value at 


applied. Full plate voltage shania not be a to ai 
fier unless the r-f load also is connected; otherwise the t 
Sagan ee arc or flash’ ovet, sere Rone ing an ; 


ig tating 


: Tuning Under 
- Load 
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Elimination of Parasitics 


161 


Excitation a Eseessive mad excitation is just as injurious 
to a vacuum tube as abnormal plate current 


4 or ibe filament voltage. Too much grid driving power will 
_ overheat the grid wires in the tube, and will cause a release of 


gas in certain types of tubes. An excess of grid drive will not 
appreciably increase the power output and can increase the 
efficiency only slightly. The grid current in the tube should not 
exceed the values listed in the Tube Tables, and care also 
should be exercised to have the bias voltage low enough to 
prevent flashover in the stem of the vacuum tube. 


Grid excitation usually refers to the actual r-f power input 


to the grid circuit of the vacuum tube, part of which is used 
to drive the tube, and part of which is lost in the C-bias sup- 
ply. There is no way to avoid wasting a portion of the exci- 
tation power in the bias supply. The loss is the same with bat- 


_ tery bias as with grid-leak bias. 


It™is natural that the grid current to an amplifier stage 
should fall off considerably with application of plate voltage, 
the drop in grid current becoming greater as the loading and 


plate current on the stage are increased. If the excitation is 


adjusted for maximum permissible grid current with the tubes 
loaded, this value will be exceeded when the plate voltage or 
load is removed, particularly when no grid-leak’ bias is em- 
ployed. However, under these conditions, the grid impedance 
drops to such a low value that the high value of grid current 
represents but little increase in power, and there is little like- 
lihood that the tube will be damaged unless the grid current 
increases to more than twice its rated maximum. 


Amplifier stages always should be tuned for 
maximum output. This does not mean that 
the coupling must be adjusted until the stage 


will deliver the maximum power of which it is capable, but | 


that the tank tuning capacitor always should be adjusted to 
the setting which permits maximum output. If the stage is not 
heavily loaded, this will correspond closely to minimum plate 
current. However, if the two do not correspond exactly, the 
stage should be tuned for maximum output rather than mini- 


_ mum plate current. If the difference is appreciable, especially 


in that amplifier which feeds the antenna, the amplifier should 
be redesigned to utilize a higher value of tank capacitance. 
Screen-grid tubes never should be operated with full screen 
voltage when the plate voltage is removed, as the screen dissi- 
pation will become excessive and the tube may be permanently 


_ damaged. Neither should screen-grid and beam-tetrode ampli- 


fier stages be operated with plate voltage applied and without 
load since the screen current may also become very high under 
such conditions unless some provision has been made, such as a 


resistor in the screen series circuit, to limit the screen current. 
_ When all stages are operating properly, the filament voltage 


on all tubes should be checked to make sure that it is neither 
excessive nor deficient, one being about as bad as the other. 
Unless the line voltage varies at least several volts throughout 
the day, filament meters are not required on all stages of a 


multi-stage transmitter. An initial check when the transmitter 


is put into operation for the first time is sufficient; after that 


a single filament meter permanently wired across the filament 


or filaments of the final amplifier stage will be sufficient. If 
the filament voltage reads high on that stage, it can be assumed 
to be high on all stages if the filament voltages were adjusted 


correctly in the first place. Filament voltage always should be 
’ measured right at the tube socket. 


al 


Elimination of Parasitic Oscillations 


_ Parasitic oscillations in transmitter stages are of such vary- 
ing types, frequencies, and amplitudes that it is very difficult 


__to set forth a definite procedure to be followed in attempting 


to eliminate them. However, a number of general suggestions 


will be made, and the applicability to the particular case at 
hand will have to be determined by the person who has tackled 
the task of parasitic elimination. 

It may be said in general that low-frequency parasitics must 
include somewhere in the oscillating circuit an impedance 
which is high at a frequency that is high in the upper audio or 
low r-f range. This impedance may include one or more r-f 
chokes of the conventional variety, power supply chokes, 
modulation components, or the high impedance may be pre- 
sented simply by an RC circuit such as might be found in the 
screen-feed circuit of a beam-tetrode amplifier stage. The 
presence of low-frequency parasitics is easily determined by 
the method discussed in paragraph 7 of Section 10-1 earlier 
in this chapter. 

The most usual source of low-frequency parasitics is the 
presence of an r-f choke in both the grid circuit and plate 
circuit of an amplifier. Hence, if such parasitics are encoun- 
tered it is best to replace first the plate r-f choke by a resistor 
(or by a tuned circuit if the stage is shunt fed) and then the 
grid r-f choke by a resistor, checking in each case on both sides 
of the carrier for some distance to determine whether or not 
the parasitic has been eliminated. If this expedient does not 
eliminate the condition, and the stage under investigation uses 
a beam-tetrode tube, negative resistance can exist in the screen 
circuit of such tubes. Try larger and smaller screen by-pass 
capacitors to determine whether or not they have any effect. 
If the condition is coming from the screen circuit an audio 
choke with a resistor across it in series with the screen feed 
lead will often eliminate the trouble. 

Low-frequency parasitic oscillations can often take place in 
the audio system of an AM transmitter, and their presence will 
not be known until the transmitter is checked on a receiver. 
It is easy to determine whether or not the oscillations are com- 
ing from the modulator simply by switching off the modulator 


FREQUENCIES WHOSE HARMONICS FALL IN THE 
H-F AND V-H-F BANDS 
ELEVEN-METER BAND SIX-METER BAND 
3.395 x 8 = 27.160 3.125 x 16 = 50.0 
3.400 x 8 — 27.200 3.15625 x 16 = 50.5 
3.4125 < 8 = 27.300 sag eae er tha Gee niger 

3.21875 x 16 = 51.5 
3.425 x 8 = 27.400 oe 6 sae 
3.435 x 8 = AT. 480 3.28125 x 16 = 52.5 
eS Stes SS NOY = SR 
TEN-METER BAND 3.34375 x 16 = 53.5 
3.500 “~ 8 = 28.0 3.375 x 14 = 54.0 
3.53125 « 8 = 28.25 6.250 - « 8 = 50.0 
3.5625 xX 8 = 285 6.3125 x 8 = 505 
3.59395 x 8 = 28.75 age ee Lie Ac 
ie een 6.4375 x 8 = 515 
x a % : 6.50 x 8 = 52.0 
3.65625 x 8 = 29.25 6.5625 v4 8 = 52.5 
3.6875 x< 8 = 29:5 6.625 x 8 = 53.0 
3.7125 xX. 8 = 29.7 6.6875 x 8 = 53.5 
: 6.750 x 8 = 540 
7.0 4 = 28.0 
* 8.33333 x 6 = 50.0 
7.0625 xX 4 aB35 8.41666 x 6 = 50.5 
7.125 x 4 = 28.5 8.5¢ x 6 = Sto 
7.1879 < 4 = 28.75 8.58333 <x 6 = 51.5 
725 Xo § = “29.0 8.70 x. 6 = 52.0 
a Gee gos 8.75 xX 6. = 52.5 
ERNE 9: 17% oe ect 88333 x 6 = 530 
7.375 Aen, Mine) 1c + 0-1 8.9166 ~*~ 6 = 53.5 
7.425 a Cate ly 1 Ase 9.0 ~ 6 = 54.0 


tubes. If the oscillations are coming from the modulator, the | 


stage in which they are being generated can be determined by 
removing tubes successively, starting with the first speech 


amplification stage, until the oscillation stops. When the stage 


has been found, remedial steps can be taken on that stage. 

If the stage causing the oscillation is a low-level speech 
stage it is possible that the trouble is coming from power- 
supply feedback, or it may be coming about as a result of 
inductive coupling between two transformers. If the oscilla- 
tion is taking place in a high-level audio stage, it is possible 
that inductive or capacitive coupling is taking place back to one 
of the low-level speech stages. It is also possible, in certain 


cases that parasitic push-pull oscillation can take place in a- 


Class B or Class AB modulator as a result of the grid-to-plate 
capacitance within the tubes and in the stage wiring. This 
condition is more likely to occur if capacitors have been placed 
across the secondary of the driver transformer and across the 
primary of the modulation transformer to act in the reduction 
of the amplitude of the higher audio frequencies. Relocation 
of wiring or actual neutralization of the audio stage in the 
manner used for r-f stages may be required. 

In general, however, low-frequency parasitics are compara- 
tively easy to find and easy to eliminate since their frequency 
is most frequently far removed from the carrier frequency of 
the transmitter and from any frequency it is desired to trans- 
mit. 

V-h-f parasitics, on the other hand, are often difficult to 
locate and quite difficult to eliminate since their frequency is 
often only moderately above the upper frequency it is desired 
to transmit. Beam-tetrode stages, particularly those using 807 
tubes, will almost invariably have one or more v-h-f parasitics 
unless adequate precautions have been taken in advance. Many 
of the units described in Part I, Construction of Radio Equip- 
ment, of this book had parasitic oscillations when first con- 
structed. But these oscillations were eliminated in each case 
and the expedients used in these equipments should be studied. 

It is most desirable to be able to determine the frequency of 

a parasitic oscillation in the v-h-f range. This is often difficult, 
however, unless a receiver covering the range up to 300 Mc. 
or so is available. For most purposes, however, a receiver 
such as the National 1-10A or the Hallicrafters SX-42, S-36, 
or AN/ARR-5 which go at least to 110 Mc. will be of great 
assistance. However, if such a receiver is not available it will 
be necessary to attack the oscillation somewhat blindly. 
, In the case of triodes, v-h-f parasitic oscillations usually 
come about as a result of inductance in the neutralizing leads. 
This is particularly true in the case of push-pull amplifiers. 
The cure for this effect will usually be found in reducing the 
length of the neutralizing leads and increasing their diameter. 
Both the reduction in length and increase in diameter will 
reduce the inductance of the leads and tend to raise the para- 
sitic oscillation frequency until it is out of the range at which 
the tubes will oscillate. The use of straightforward circuit 
design with short leads will assist in forestalling this trouble 
at the outset. Butterfly-type tank capacitors with the neutral- 
izing capacitors built.into the unit (such as the B&W type) 
are effective in this regard. 

V-h-f parasitic oscillations may take place as a result of 
inadequate by-passing or long by-pass leads in the filament, 
grid-return and plate-return circuits. Such oscillations also can 
take place when long leads exist between the grids and the grid 
tuning capacitor or between the plates and the plate tuning 


capacitor. The grid and plate leads should be kept short, but’ 


the leads from the tuning capacitors to the tank coils can be 


of any reasonable length insofar as parasitic oscillations are 


concerned. In an amplifier where oscillations have been traced 
_to the grid or plate leads, their elimination can often be effected 
_by making the grid leads much longer than the plate leads or 


vice versa. ‘Sometinses: parasit - 


by using iron or nichrome wire for the | % 
for the neutralizing leads. But in any event i it 
found best to make the neutralizing leads as sho 
heavy conductor as is practicable. Sometimes it w 
assistance to make the grid leads to the tubes of ren 
lengths. This also is sometimes true of the plate leads. 
Small v-h-f tank circuits, consisting of a few turns of heavy 
wire tuned by an APC capacitor, connected in series with the — 
gtid leads of an amplifier sometimes will effect a cure when | 
all other means have failed. This expedient is somewhat of a _ 
last resort, however, since such circuits may do an adequate — 
job when the amplifier is operated oy over a Bas iin © 
narrow frequency range. Z 
In cases where it has been found that jacthaced length in 
the grid leads or the plate leads for an amplifier is required, 
this increased length can often be wound into the form of a 
small coil and still obtain the desired effect. Winding these 
small coils of iron or nichtome wite may sometimes = of 
assistance. 
Where beam-tetrode tubes are used in the stage whee ha 
been found to be generating the parasitic oscillation, all the 
foregoing suggestions (except those- specifically related to. 
neutralizing-lead inductance) apply in general. However, ‘there 
are certain additional considerations involved in elimination. of 
parasitics from beam-tetrode amplifier stages. These consider- 
ations involve the facts that a beam-tetrode amplifier stage has 
greater power sensitivity than an equivalent triode amplifier, 
such a stage has a certain amount of screen-lead inductance 
which may give rise to trouble, and such stages have a ss 
amount of feedback capacitance. . 
All these factors contribute to a tendency toward parasitic 
oscillations in such stages. 
The matters of neutralization of beam-tetrode r-f amplifiers, 
and of reducing the effects of screen-lead inductance have ae 
discussed in Chapter 6, Generation of R-F Energy. — 
When beam-tetrode tubes such as the 807 and 813. give 
trouble due to Parasitics, the inclusion of a 47-ohm_ 2-watt 
carbon resistor in series with the lead between the screen by 
pass capacitor and the screen terminal of the tube often wi 
give improved operation. It is often helpful also to use a very 
small value of coupling capacitance between the grid of. the 
beam tube and the tank circuit which feed excitation to it. 
Values of capacitance from 5 to 20 pufd. have been used in 
this position in certain cases. In a particularly difficult cas 
of parasitic oscillation it is usually helpful to connect a carbon — 
resistor of 22 ohms or 47 ohms in series with the control-grid — 
lead of the tube. The inclusion of this resistor will make 


parasitic aseillation by effectively reducing the owen “sens 
a py of the tube at these high freducncs toa yee: low valu: 


nea stage to generate parasitic oscillations. fe 
excitation with normal screen voltage can also lead to 
same result since the screen current will rise to_ 
values when normal screen voltage is applied and 
excitation is being fed to the grid of the tube. Rae 


1g Coupling. to the , Antenna os 


ote Se eae <a 


a he is 


WS: ( + means should be provided for varying the load 


on ee (2) the two tubes in a push-pull amplifier 


should be equally loaded; (3) the load presented to the final 
amplifier should be resistive (non-reactive) in character; and 
(4) means should be provided to reduce harmonic coupling 
between the final amplifier plate tank circuit and the antenna 


or antenna transmission -line._ 


The first item is a matter of loading, rather than a matter of 
matching. The coupling between the antenna circuit and the 
final amplifier circuit is simply increased until the final ampli- 


fier draws the desired amount of plate current. Actually, all 


the matching and mismatching one need worry about pertains 
to the junction of the feeders and the antenna, although the 
antenna changeover relay sometimes will introduce standing 
waves: 

The matter of equal load on push-pull tubes can be taken 
care of by simply making sure that the coupling system ts 
symmetrical, both physically and electrically. For instance, it 


is not the best practice to connect a single-wire feeder directly 


to the tank coil of a push-pull amplifier. 
The third consideration, that of obtaining a nonreactive 


load, is important from the standpoint of efficiency, radiated 


harmonics (discussed in detail in Section 10-5), and voice 
quality in the case of a phone transmitter. If the feeders are 


clipped directly on the amplifier plate tank coil, either the 


surge impedance of the’ feeders must match the antenna im- 
pedance perfectly (thus avoiding standing waves) or else the 
feeders must be cut to exact resonance. 

If an inductively-coupled auxiliary tank is used as an an- 
tenna tuner for the purpose of adjusting load and tuning out 
any reactance, one need not worry about feeder length or com- 


plete absence of standing waves. 


e* 
, 


- Coupling 


For this reason, it is always the safest procedure to use’ 


such an antenna coupler rather than connect directly to the 


plate tank coil. 


Function of on. 
Antenna Coupler 


The function of an output coupler is to 
transform the impedance of the feed line, 
or the antenna, into that value of plate 


“load impedance which will allow the final amplifier to operate 


most effectively. The antenna coupler is, therefore, primarily 
an impedance transformer. It may serve a secondary purpose 
in filtering out harmonics of the carrier frequency. It may also 
tune the antenna system. " 

_ Practically every known antenna coupler can be made to 


_ give good results when properly adjusted. Certain types are 


more convenient to. use than others, and the only general rule 
to followin the choice of an antenna coupler-is to use the sim- 
plest one that will serve your particular problem. 

_ There is practically nothing that an operator can do at the 
station end of a transmission line that will either increase or 
decrease the standing waves on the line, as that is entirely a 
matter of the coupling between the line and the antenna itscte 
However, the coupling at the station end of the transmission 
line has a very marked effect on the efficiency and the power 
output of the final amplifier in the transmitter. Whenever we 
adjust antenna coupling and thus: vary the d-c plate current 
on the final amplifier, all we do is vary the ratio of impedance 
transformation between the feed line and the tube plate (or 
plates). 


Figure 1 shows several of the most common meth- 
ods of coupling between final amplifier and feed 
line. 


Methods 


_ The fixed capacitor Cx is a large capacitance mica capacitor. 


im every case. It has no effect upon tuning or operation; it is 
merely a blocking capacitor keeping high- Se d.c. off the 
transmission line. 


Anon ‘Coupling | 


Figure 1A shows a simple method of 
coupling a single-wire non-resonant 


feeder to the plate tank circuit of a single-ended amplifier 
stage. The coupling is increased by moving the tap away from 


Capacitive Coupling 


the voltage node and toward the “hot” end of the tank coil. 


Either the center or the bottom end of the coil may be at r-f 
ground potential. 

The system shown in Figure 1B illustrates a means of 
coupling an untuned 2-wire line to a split plate tank circuit 
such as might be used either on a push-pull or single-ended r-f 
amplifier stage. If it is desired to couple a 2-wire untuned line 
to an unsplit plate tank, it will be necessary to use some form 
of inductive coupling such as is illustrated in Figure 1G. 

7 -Section Coupling The circuit of Figure 1C shows a 7-sec- 
tion filter coupling an unsplit tank to 


_ any end-fed antenna or single-wire line, Figure 1D shows the 


2-wire version of the -section coupler, sometimes called the 
Collins coupler. Figure 1E shows an arrangement whereby a 
single-ended amplifier stage may be directly coupled to a 
single-wire feeder or antenna through the use of a 7-section 
coupler without the use of an additional plate tank circuit on 
the amplifier stage. This system is not as good from the stand- 
point of harmonic reduction as the one illustrated in Figure 
1C, but it will be found to be adequate for all normal purposes 
when large values of shunt capacitance are used in the filter 
section. The series inductance section should: be as large as can 
be used and still reach resonance with a large value of capaci- 
tance across the output of the 7 section. The circuit of Figure 
1F illustrates a method whereby a transmitter with an L- 
section output circuit may be used to feed a balanced tuned or 
untuned transmission line. The split-stator tuning capacitor 
and the tank coil to which the feeders are connected should 
tune to the operating frequency of the transmitter. 


Tuning 
a-Section Coupler 


To obtain satisfactory results from the 
q-section coupler, certain precautions 
must be taken in the tuning process. The 
ratio of impedance transformation in 7 networks depends upon 
the ratio of the capacitances C; and C, on the input and output 
of the network. Also, in each case the value of the inductance 
L in the network must be such that it will resonate with C, and 
C. in series. The procedure for tuning networks of the type 
shown in Figures 1C and 1D is somewhat different from the 
tuning of networks as shown in Figures 1E and 1F. 

The first step in tuning a network as shown in Figures 1C 
and 1D is to disconnect the z-section coupler from the plate 
tank entirely. Then apply low plate voltage and tune the plate 
tank capacitor to resonance. Remove the plate voltage and tap 
the a-section connection or connections approximately half- 
way between the cold point on the coil and the plate or plates. 
Adjust C. to approximately half maximum capacitance and 
apply plate voltage. Quickly adjust C, to the point where the 
d.c. plate current dips, indicating resonance. 

At the minimum point in this plate current dip, the plate 
current will either be higher or lower than normal for the final 
amplifier. If it is lower, it indicates that the coupling is too 
loose; in other words, there is too high a ratio of impedance | 
transformation. The plate current can be increased by reducing 
the capacitance of C, and then restoring resonance with capaci- 
tor C,, At no time after the z-section coupler is attached to 
the plate tank should the plate tuning capacitor be touched. If 
the d-c plate current with C, tuned to resonance is too high, it 
may be reduced by increasing the capacitance of C: in small 
steps, each time restoring resonance with capacitor G.. 

Should the plate current persist in being too high even with 
C, at maximum capacitance, it indicates either that C. has too 
low maximum capacitance, or that the z-section filter input is 


tapped too close to the plate of the final amplifier. If the plate 
- current cannot be made to go high enough even with capacitor 
C: at minimum capacitance, it indicates that the input of the 
a section is not tapped close enough to the plate end of the 
plate tank coil. 

Tuning of networks of the type shown in Figures 1E and 1F 
is accomplished in the following manner: First remove the 
antenna ot line connection from the output of the network. 
Then tune C; to a value about 34 of maximum capacitance, 
apply reduced plate voltage to the amplifier stage, and dip to 
resonance with C,. If resonance cannot be reached, change the 
value of inductance in L by moving the tap and again try to 
reach resonance with C,. When a value of L has been found 
which will allow resonance with C, near maximum capacitance 
and C, approximately one-third meshed, connect the feeder or 
feeders to the network. Apply plate voltage and dip with C.. 
If the dip is too high or if the setting of C; is much different 
from the previous setting, increase the capacitance of C. and 
again tune C, for resonance with plate voltage applied. If the 
plate current dip is too low, reduce the capacitance of C, and 
again dip with C,. When the proper setting of a network of 
this type has been obtained it will be possible to remove the 
line or antenna connections from the network, and then reach 
resonance with only a small readjustment of G.. 

In any 7 network the harmonic attenuation of the section 
will be greatest when a sharp dip at resonance is obtained by 
adjustment of C,. This is another way of stating that harmonic 
attenuation will be greatest when C, has as large a value as can 
be used, and where L has as high an inductance value as can 
be employed while still reaching resonance and giving the 
proper impedance ratio. Under conditions where a sharp reso- 
nance dip cannot be reached with variation in the setting of G, 
it is likely that the harmonic attenuation of the -section 
coupler will be poor and spurious radiations may result. 


Inductive coupling methods may be clas- 
sified into two general types: direct in- 
ductive coupling and link coupling. Direct inductive coupling 
is the most generally used system, but link coupling offers 
definite advantages for certain types of applications. Figure 1G 
shows a direct inductive coupling system to an untuned 2-wire 
transmission line. This is probably the most frequently used 


inductive Coupling 


system wherein the coupling loop is the so-called “variable 


link” provided at the center of most types of manufactured 
plug-in tank coils. Where only a fixed coupling coil is provided 
at the center of the tank coil, or where greater variation in 
coupling is desired in the case of a “variable link’’ coil, the 
afrangement shown in Figure 1H is recommended. In this sys- 
tem C;, acts merely to tune out the series inductive reactance 
of the coupling loop at the center of the coil. By proper adjust- 
ment of the series capacitor C1, considerably greater coupling 
to the antenna or load circuit can be obtained with manufac- 
tured “variable link’’ coils than can be obtained without the 


capacitor in the circuit. This makes the circuit arrangement of | 


Figure 1H effective in coupling into a 300-ohm or 600-ohm 
line with a “variable link”’ designed for coupling into a 75- 
ohm line. Many manufactured tank coils fall into this category, 
particularly on the 3.5-Mc. and 7-Mc. band coils. 

The circuit shown in Figure 1] is the conventional method of 
coupling a zepp or tuned feed line to a plate tank circuit, but 
the arrangement shown in Figure 1M is easier to adjust. Cir- 
cuit shown in Figure 1L is for coupling either a single or 2-wire 
untuned feeder to either a split or unsplit plate tank circuit. 
The arrangement shown in Figure 1N is easier to adjust. All 
coupling links anywhere in a transmitter should be coupled at 
a point of low r-f potential to avoid undesired capacitive 
coupling. 

Untuned low-impedance lines of the twisted pair, 75-ohm 


Considerations 


_ing off on the coupling coil until the desired coupling is 


- cult to construct a swinging-link assembly having a 


oil at the toe nade 
Mechanical If inductive coupling to the final amplifier is” = 
contemplated, attention must be given to the 
mechanical or physical considerations. Vari-_ 
able coupling is a desirable feature which facilitates correct 
loading of the amplifier. It is more easily incorporated if bu 
few turns are involved. This explains the popularity of ink 
coupling methods (such as Figure iN) over directly coupled — 
systems of the type illustrated in Figure 11. Untuned lines of 
600 ohms or less, when operating correctly, seldom require © 
more than a half dozen turns in the coupling link to’ provide 
sufficient coupling, especially on the higher frequency bands. — 
Twisted-pair lines or coaxial cable may require only 1 or 2 sis 
turns. Marconi antennas (no feed line) may require anywhere _ 
from 1 to 10 turns, depending upon the frequency and fadia- 
tion resistance. 

Because sometimes the next integral turn provides too much 
coupling while without it there is insufficient coupling, it is nec- s 
essary to provide means for obtaining coupling intermediate 
between that provided by integral turns. This can be done by 
adding the next integral turn and then either pulling the cou- 
pling coil away from the tank coil a little, or enlarging the — 
turns so that the coupling coil does not fit snugly over oe tank — = 
coil. 2 = 

One very satisfactory method of providing contiauenelge: : 
variable coupling calls for a set of split tank coils, with 1- or 
144-inch spacing between the two halves of the coils (depend- _ 
ing upon diameter of the coils). A swinging coupling link, with 
sufficient tension or friction on the hinge to maintain the link 
in position after it has been adjusted, can be inserted between 
the two halves of the tank coil to give any degree of coupling 
desired. Manufactured coils can be obtained with this system __ 
of adjustable coupling. Another type manufactured coil is 
wound on a ceramic coil form with an individual link turning _ 
inside the form on a shaft supported on bearings inserted ia the — 
form. The latter Pe requires two extra contacts on the coil | ; 
jack bar. | = 

If one uses the simpler method of pushing coupling t turns ae 
down between the turns of the tank coil until sufficient cou- 
pling is obtained, high tension ignition cable is recommended ae 
if the plate voltage of more than 500 volts appears on the plate 
tank coil. Hookup wire or house wire is satisfactory for ele 
voltages. 

The coupling link should never be placed at a point ef high ee 
voltage on the tank coil. This means that the coupling link» 
should be placed around the center of a Split plate tank or near 
the “cold” end of an uns plit tank coil. 

For a given number of turns in the coupling link, gee 
coupling will occur when the link is placed around the center 
of the coil, regardless of the location of the node on the coil. 
For this reason, it is sometimes difficult to get a ier 
pling with an unsplit tank, as the link must be placed at the — 
cold end of the coil in such a system to prevent detuning of the 
tank circuit, possible arcing between tank coil and link, and 
capacitive coupling of harmonics. er 

On the higher frequencies, it is important that sopeaiuans 
reactance is not coupled into the line by a pick-up link having 
an excessive number of turns. This means that instead of 
a 10-turn link on 28 Mc. to couple to a 72-ohm line and 


tained, the number of turns should be reduced and the P 
coil coupled tighter to the tank coil. For this reason, it i: 


multi- ‘turn soeeae ¢ coil for Score 0 on all bands. Witt 
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; Figure 1. 
: ‘COMMON | METHODS OF COUPLING TRANSMISSION LINES TO THE OUTPUT TANK CIRCUIT- OF THE TRANSMITTER 


es Balanced two-wire lines are assumed where shown, whether the lines are of the resonant (tuned) type or “‘flat’ (untuned) type. Coupling 


_ turns should always be placed around the “cold” portion of the coil. When a coil has one end grounded to r.f. the cold portion wili be 
near the ground end; when the center of the coil is by-passed to ground or is at ground potential the coupling turns should be placed 
around the center of the coil. Tuning capacitors for the tank circuit of the r-f amplifier may be split-stator (although single capa- 
_ titors have been shown in ail the circuits) where the center of the tank circuit is at r-f ground potential. Cz on the various drawings 
_ indicates a mica blocking capacitor to keep d.c. isolated from the feeder or transmission line; these capacitors should have a working 
voltage in excess of the peak plate voltage to be expected on the final amplifier stage and should be at least 0.001 fd. in capaci- 


ar 9 A * 


tance. In regions where appreciable static voltages may be built up on the antenna or the antenna transmission line it will be wise 
_ to run an rf choke to ground from each of the feeder legs. The various circuits and the functions of Ci, C2 and Cy, are described in 
: detail in the text. 


has sufficient turns to permit optimum coupling on 3.5 Mc., 
the coil will be so large that it will couple in an objectionable 
amount of reactance at 28 Mc. This assumes that the trans- 
_ mitter works into a line of the same surge impedance on all 


— bands. ; t 
10 0-5 _ Suppression of Harmonic Radiation 


Ss output or carrier frequency are present in the final amplifier 
citcuit of all t transmitters, However, some transmitters and 
‘ ; of transmitters are worse in this respect 
It i ae as HECESSATI.. that some peateion 


? Harmonics of the oscillator frequency and harmonics of the — 


for the reduction of harmonic radiation be incorporated into 
the output or antenna coupling circuit of all transmitters. In 
simple cases this may mean only the use of a high-Q plate 
tank circuit and an antenna (with one side of the transmission 
line or the center of the coupling link grounded) which dis- 
criminates against harmonic radiation. But in the case of a 
high-power transmitter with a heavily-excited final amplifier 
it may be necessary to take especial precautions in order to 
effect a satisfactory reduction in harmonic radiation. The fre- 
quencies which are most likely to cause trouble in the output 
of a transmitter are the second and the third harmonics of the 
carrier frequency, although it is possible for objectionable 
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Figure 2. 


SIMPLE METHODS OF HARMONIC SUPPRESSION 
WITH AN AUXILIARY TANK CIRCUIT. 


RF. AMPLIFIER 


radiation to occur on the v-h-f bands on frequencies which are 
equal to the carrier frequency plus and minus the crystal 
oscillator or v-f-o fundamental frequency. 

Antennas such as the doublet fed with twisted pair, 75-ohm 
twinlead, or a quarter-wave transformer (such as the Johnson 
Q), and antennas such as the folded doublet discriminate 
against radiation of even harmonics. This factor is what keeps 
these types of antennas from being usable as all-band antennas. 
However, these types are responsive to odd harmonics (third 
and fifth principally) and operate about as well on the third 
as on the fundamental. For this reason any third harmonic 
energy present in the output of the transmitter will be radiated 
unless a harmonic trap or other means is used to prerent such 
radiation. 

Most all-band antennas are responsive to both ae and even 
harmonics, and therefore are still worse as regards the possi- 
bility of harmonic radiation. 

The delta-matched antenna, and radiators fed by means of a 
shorted stub and untuned line, provide about the best discrim- 
ination against harmonics, but even these will radiate some 
third and other odd harmonic energy. 

Best practice indicates the reduction of the amount of har- 
monic component in the transmitter output to as low a value 
as possible, then further attenuation between the transmitter 
and antenna regardless of what antenna and feed system 1s 
used. 

Three definite conditions must exist in the transmitter before 
harmonic radiation can take place. First, the final amplifier 
must either be generating or amplifying the undesired har- 
monics; second, the coupling system between the amplifier 
and the feeders or antenna system must be capable of either 
radiating them or transmitting them to the antenna, and third, 
the antenna system (or its feeders) must be capable of radi- 
ating this harmonic energy. 

One effective method of reducing capacitive coupling is 
through the use of a Faraday shield. The Faraday shield, how- 
ever, offers no attenuation to anything but capacitive coupling 
of the undesired energy. Since a great deal of the harmonic 
energy (the third and other odd harmonics) ts ndactrvely 
coupled to the antenna system, an arrangement which will 
attenuate both capacitively and inductively coupled harmonics 
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Figure 3. 
CIRCUIT DIAGRAM OF THE UNIVERSAL COUPLER. 


The dots indicate heavy Fahnestock clips. For coil and capacitor 
constants, see text. 
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(both odd and even) mioeid be esa 
not a cure-all. However, its performance is effective 
warrant inclusion as standard equipment. oN 

A simple and very effective method of harmenic suppression Wes 


is shown in Figure 2. The link from the final-amplifier tank to 

the antenna tank should consist of a ‘length of low- -impedance_ a 

cable such as 75-ohm or 300-ohm twinlead. This link should 
-be loosely coupled by means of a single turn on 10° and 20° 


meters and two turns on 40 and 80 meters. ‘This number of 


link turns should be used at either end to couple to both tank rae 


circuits. One side of the link should be effectively groupes 
near the final-amplifier tank. 
The antenna tank itself should be of medium C (Q as abont: 


10 or 12) at the operating frequency. In the system shown at 


Figure 2C the two links, the one to the final and the one to the 
antenna, should be spaced about 2 inches apart and at the 
same distance either side of the center of the antenna tank 
coil. The other circuits shown in Figure 2 should be self- 
explanatory. 

This coupling system operates by virtue of the ae that 
capacitive coupling between the final tank and the antenna is 
eliminated by the grounded link and the grounded center tap 
of the antenna tank; also, due to the selectivity of the antenna 
tank against the harmonic frequencies, inductive coupling of 
them into the antenna system will also be attenuated. 3 

Run a test with some local station close enough to give you 
an accurate check, and see if your harmonics are objectionable. 


A split-stator capacitor of 200 upfd. or “3 
more per section can be mounted on a 
small board along with a large and a small 


A Simple 
Universal Coupler 


multitapped coil to make a very useful and versatile antenna _ 


coupler and harmonic suppressor. With this unit it is possible 
to resonate and load almost any conceivable form of radiator 
and tuned feed system, and to adjust the loading and provide 
harmonic suppression with almost any untuned transmission 
line. The circuit is shown in Figure 3. hry 
Because under certain conditions and in certain uses ‘both 2 
rotor and stator will be hot with r-f voltage, an insulated ex- _ 
tension is provided for the capacitor shaft in order to remove — 
the dial from the capacitor by a few inches. This effectively 
reduces body capacitance. It also precludes the Posi aot ee 
being burned by the dial set-screw. wees 
The large coil consists of 30 turns of no. 12. wire, 4 aes = 
in diameter and spaced to occupy 534 inches of winding space. - 
The small coil consists of 14 turns, 2 inches in diameter, 
spaced to occupy 34% inches of winding space. Heavy duty 80- — 


and 20-meter coils of commercial manufacture will: serve 


nicely. 


® 


es 


Figure 4. 


RADIO waves are electromagnetic waves similar in nature 
but much lower in frequency than light waves or heat waves. 

_ Such waves represent electric energy traveling through space. 
Radio waves travel in free space with the velocity of light and 
can be reflected and refracted much the same as light waves. 


U- 1 Radiation from an Antenna 


: - alternating electromagnetic field around that conductor. Energy 
is alternately stored in the field, and then returned to the con- 
_ ductor. As the frequency is raised, more and more of the 
‘energy does not return to the conductor, but instead is radiated 
off into space in the form of electromagnetic waves, called 
tadio waves. Radiation from a wire, or wires, is materially 
increased whenever there is a sudden change in the electrical 
constants of the line. These sudden changes produce reflection, 
_ which places standing waves on the line. 

_ When a wire in space is fed radio frequency energy having 
e a wavelength of approximately 2.08 times the length of the 
: wire in meters, the wire resonates as a dipole or half-wave 
antenna at that wavelength or frequency. The greatest possible 
change in the electrical constants of a line is that which occurs 
_ at the open end of a wire. Therefore, a dipole has a great mis- 
riick at each end, producing a high degree of reflection. We 
_ Say that the dipole is terminated in an infinite impedance (open 
circuit). An incident radio frequency wave traveling to one 
end of the dipole is reflected right back towards the center of 
the dipole after reaching the end, as there is no place else for 
it to go. 

___ A returning wave which has been reflected meets the next 
“incident wave, and the voltage and current at any point along 
=the antenna are the algebraic sum of the two waves. At the 
ends of the dipole, the voltages add up, while the currents of 
the two waves cancel, thus producing high voltage and low 


eee 


current at the ends of the dipole or half-wave section of wire. 
_ In the same manner, it is found that the currents add up while 
the voltages cancel at the center of the dipole. Thus, at the 
center there is high current but low voltage. . 
x eaten of eRe 1 will show ne the current in a dipole 


_ Alternating current passing through a conductor creates an | 


tenna are 180° out of phase, which means that the polarities 
are opposite, one being plus while the other is minus at any 
instant. A curve representing either the voltage or current on 
a dipole represents a standing wave on the wire. 


Radiation from Sources 
ether than Antennas 


Radiation can and does take place 
from sources other than antennas. 
Undesired radiation can take place 
from open-wire transmission lines, both from single- wire lines 
and from lines comprised of more than one wige. In addition, 
radiation can be made to take place in a very efficient manner 
from electromagnetic horns, from plastic lenses or from elec- 
tromagnetic lenses made up of spaced conducting planes, from 
slots cut in a piece of metal, from dielectric wires, or from the 
open end of a wave guide. But for the most part the radiating 
systems used by amateurs are made up of wires or metallic 
rods operated by themselves or in conjunction with non- 
resonant reflecting surfaces. The construction of antennas for 
operation on amateur frequencies is discussed in detail in 
Part III of this Handbook, Chapters 27, 28, 29, and 30. 


The radiation from any physically practicable 
tadiating system is directive to a certain de- 
gree. The degree of directivity can be en- 
hanced or altered when desirable through the combination of 
radiating elements in a prescribed manner, through the use of 
reflecting planes or curved surfaces, or through thé use of such 
systems as mentioned in the preceding paragraph. The con- 
struction of directive antenna arrays is covered in detail in 
Chapters 28, 29, and 30. 


Directivity of 
Radiation 


Polarization Like light waves, radio waves can have a deti- 
nite polarization. In fact, while light waves 
ordinarily have to be reflected or passed through a polarizing 
medium before they have a definite polarization, a radio wave 
leaving a simple radiator will have a definite polarization, the 
polarization being indicated by the orientation of the electro- 
static component of the wave. This, in turn, is determined by 
the orientation of the radiator itself, as the electromagnetic 
component is always at right angles to a linear radiator, and 
the electrostatic component is always in the same plane as the 
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Figure 1. 
STANDING WAVES ON AN ANTENNA. 


radiator. Thus we see that an antenna that is vertical with 
respect to the earth will transmit a ve_ucally polarized wave, 
as the electrostatic lines of force will be vertical. Likewise, a 
simple horizontal antenna will radiate horizontally polarized 
waves. 

‘Because the orientation of a simple linear radiator is the 
same as the polarization of the waves emitted by it, the radi- 
ator itself is referred to as being either vertically or horizon- 
tally polarized. Thus, we say that a horizontal antenna is 
horizontally polarized. 

Figure 2A illustrates the fact that the polarization of the 
electric field of the radiation from a vertical dipole is vertical. 
Figure 2B, on the other hand, shows that the polarization of 
electric-field radiation from a vertical slot radiator is hori- 
zontal. This fact has been utilized in certain commercial FM 
antennas where it is desired to have horizontally polarized 
radiation but where it is more convenient to use an array of 
vertically stacked slot arrays. Hf the metallic sheet is bent into 
a cylinder with the slot on one side, substantially omnidirec- 
tional horizontal coverage is obtained with horizontally- 
polarized radiation when the cylinder with the slot in one 
side is oriented vertically. An arrangement of this type is shown 
in Figure 2C. Several such cylinders may be stacked vertically 
to reduce high-angle radiation and to concentrate the radiated 
energy at the useful low radiation angles. 

In any event the polarization of radiation from a radiating 
system is parallel to the electric field as it is set up inside or 
in the vicinity of the radiating system. 


11-2 


The preceding section has discussed briefly the manner 
in which an electromagnetic-wave or radio-wave field may be 
set up by a radiating system. However, for this field to be 
useful for communication or for measurement, the field must 
be propagated to some distant point where the signal may be 
received, or where the wave may be reflected again to be 

received at another point. 

Propagation of a radio wave between two points may take 
place in a number of different ways. In fact there are five 
different general modes known at this time in which waves 
of different frequency may be propagated. These five modes 
of propagation are: (1) Direct Communication, (2) Ground- 
Wave Communication, (3) Atmospheric Bending, (4) Stratos- 

 pheric Reflection, and (5) Ionospheric Propagation. Each of 
these modes of propagation and several of the subdivisions of 


certain of the modes will be discussed in turn. 
A 


Horizon, local, or direct point-to- 
point propagation all refer to com- 
munication between two points lying in a path where there 
is no obstruction to the waves. The distance involved might 
be one mile or two-hundred miles, depending upon the eleva- 


Propagation of Radio Waves 
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The radiated field from a dipole such as is shown in (A) above — 
is parallel to the extent of the radiator. In the case of a res- 
onant slot cut in a sheet of metal and used as a radiator the es 
polarization (of the electric field) is perpendicular to the extent 
of the slot. In both cases, however, the polarization of radia-— 
tion is pareilel to the potential gradient on the radiator; in the — 
case of the dipole the gradient is from end-to-end and in the 
case of the slot the field is across the sides of the slot, The 
metallic sheet containing the slot radiator may be bent into a 
cylinder to make up the radiator shown in (C). With this radi- 
ator mounted vertically, its polarization of radiation is horizontal, — 


tion of the antennas and the character of the intervening 4 
terrain. : 3 

The distance from an elevated point to the horizon is given 4 
by the approximate equation: d = 1.22 VH where the distance 
d is in miles and the antenna height H is in feet. This equation a 
must be applied separately to the transmitting and receiving 
antennas and the results added. However, refraction and — 
diffraction of the signal around the spherical earth cause a “3 
smaller reduction in field strength than would occur in the ~ 
absence of such bending, so that the average radio horizon iS-= 
somewhat beyond the optical horizon. % 

There is, however, no sharp discontinuity of the signal at 
the horizon; that is, an airplane taking off beyond and below 
the horizon will begin to encounter some signal before pe + 
an altitude from which the transmitting antenna is actually 
in sight. 


Ground-Wave 
Communication 


Ground-wave communication (as contrasted 
to sarface-wave propagation which is pri- 
marily of importance in the broadcast band 
and on frequencies below 500 kc.) is primarily of importance _ 
in the propagation of frequencies above perhaps 40 Mc. This — : 
term is most commonly applied to communication on the 50- 
Mc. band and higher for communication out to 30 or 40 miles: 
and at much greater distances when the antennas are consider- — 
ably elevated. The waves are propagated, “presumably, | pee 
diffraction or dispersion around the curve in the earth’s surface — 
in the same way as light is diffracted around a sharp corner. 
When using this type of propagation the transmitting ee 
receiving antennas give best results when both are either hots - 
zontally or vertically polarized. 

Pre-skip, extended ground wave, and Pe ne 
propagation mean essentially the same thing. All refer to. dis- 
tances out to perhaps 200 or 300 miles, in the absence o 
unusual aurora or magnetic Ree Beams are pei Ms 


MF Ae er 


as a. result of more Bones better antennas, of more ‘ser 
receivers. = 


Ceres eee 0) ow-atmosphere. bending, refer to 
s ss propagation over a considerable dis- 
“tance with the aid of a temperature discontinuity or inversion 
in the lower atmosphere that bends the waves slightly down- 
ward, thus extending the range of communication. Propaga- 
_ tion conditions of this type have been known to give ranges of 
greater ‘than 1500 miles on frequencies in the vicinity of 175 
Mc. ‘When bending conditions are particularly favorable they 


. may give rise to the formation of a duct which can propagate - 


waves with very little attenuation over great distances in a 
_ manner similar to the propagation of waves through a wave 
—— 2 
_ Guided propagation through a duct in the atmosphere can 
gifs ‘quite remarkable transmission conditions, but little is 
~ generally known about this type of propagation other than the 
_ fact that a duct when formed in this manner lies very close 
to the surface of the ocean (usually below 40 feet) and that 
such a duct exhibits a low-frequency cut-off characteristic 
similar to a wave guide. The Jowest frequency that can be 
propagated by such a duct usually lies above 50 Mc. 


"Conditions Coding. to 


; When the temperature, pressure, or 
é: aoe Inversions 


water-vapor content of the atmos- 
; phere does not change smoothly 
a with ‘rising altitude, the discontinuity causes a slight bend in 
; the waves and thus, if the bend is downward, extends the 
: range. Ordinarily this condition is more prevalent at night and 
in the summer. In certain areas, such as along the west coast 
of North America, it is believed to be frequent enough to be 
considered normal. Signal strength decreases with distance 
and, if the favorable condition in the lower atmosphere covers 
' sufficient area, the range is limited only by the transmitter 
‘power, antenna gain, receiver sensitivity, and signal-to-noise 
_ fatio. There is no skip distance. Usually, transmission due to 
_ this condition is accompanied by slow fading, although fading 
can be violent at a point where direct waves of about the same 
- Strength are also received. 
Bending in the troposphere, which refers to the region from 
_ the earth’s surface up to about.10 kilometers, is more likely 
_ to occur on days when there are stratus clouds than on clear, 
_ cool days with a deep blue sky. The temperature or humidity 
ee nines may be broken up by vertical convection cur- 
rents over land in the daytime but are more likely to continue 
_ during the day over water. This condition is in some degree 
__ predictable from weather information several days in advance. 
~ It does not depend on the sunspot cycle. Like direct communi- 
cation, best results require similar antenna polarization or 
- orientation at both the transmitting and receiving ends, where- 
as in transmission via a reflection in the ionosphere (that part 
~ of the atmosphere between about 50 and 500 kilometers high) 
it makes little difference whether antennas are similarly ori- 
s _ sated. 

Figure 3 Hivairates an air mass boundary at 3.4 kilometers, 
cates from United States Weather Bureau free air data in the 
vicinity of New York City, at a time when the same height 
_ was indicated by ultra-high frequency measurements being 
~ made by Bell Laboratories. The arrow points to the inversion 
e or discontinuity in temperature and vapor pressure, and the 
resulting change in the dielectric constant of the air. 

Figure 4 shows typical v-h-f propagation characteristics for 
sane ‘sea-water path in the vicinity of New York City, calculated 
. f AGE.- an air mass boundary at 1500 meters (curve A) and for 
the earth refracted-diffracted tadiation component for ground 


= “ Atmospheric-bending propagation, or 


Aa 52%: fe ELM. U., and eee constant 80 for 


ALTITUDE Km 


i) 
=10 +) 10 20 soo 600 7Oo 


TEMPERATURE °C DIELECTRIC CONSTANT 


Figure 3. 
ILLUSTRATING TYPICAL TEMPERATURE INVERSION 
AT 3.4 KM. 


Air mass boundary heights shown by U.S. Weather Bureau free 
air data, compared to measured heights from frequency sweep 
patterns on ultra high frequencies. 


countered at such a distance that curves A and B cross, with 
slow fading at greater distances. 


Communication by virtue of stratospheric re- 
flection can be brought about during magnetic 
storms, aurora borealis displays, and during 
meteor showers. Dx communication during extensive meteor 
showers is characterized by frequent bursts of great signal 
strength followed by a rapid decline in strength of the receiver 
signal. The motion of the meteor forms an ionized trail of 
considerable extent which can bring about effective reflection 
of signals. However, the ionized region persists only for a 
matter of seconds so that a shower of meteors is necessary 
before communication becomes possible. 

The type of communication which is possible during visible 
displays of the aurora borealis and during magnetic storms 
has been called auvrora-type dx. These conditions reach a maxi- 
mum somewhat after the sunspot cycle peak, possibly because 
the spots on the sun are nearer to its equator (and more di- 
rectly in line with the earth) in the latter part of the cycle. 
Ionospheric storms generally accompany magnetic storms. The 
normal layers of the ionosphere may be churned or broken up, 
making radio transmission over long distances difficult or im- 
possible on high frequencies. Unusual conditions in the iono- 
sphere sometimes modulate v-h-f waves so that a definite tone 
Of noise modulation is noticed even on transmitters located 
only a few miles away. 

Information is not available as to how high a frequency will 
be returned by the ionized stratosphere under these conditions, 
but it is known that frequencies from 25 to 60 Mc. are affected. 
A peculiarity of this type of propagation of v-h-f signals in 
the northern hemisphere is that directional antennas usually 
must be pointed in a northerly direction for best results for 
transmission or reception, regardless of the direction of the 
other station being contacted. Distances out to 700 or 800 
miles have been covered during magnetic storms, using 30 
and 60 Mc. transmitters, with little evidence of any silent zone 
between the stations communicating with each other. Gener- 
ally, voice-modulated transmissions are difficult or impossible 
due to the tone or noise modulation on the signal. Most of the 
communication of this type has taken place by c.w. or by tone 


Stratospheric 
Reflection 


- modulated waves with a keyed carrier, and using receivers 


having an i.f. selectivity comparable to that of ordinary com- 
mercial high frequency receivers. Because of the association 
of this type of transmission with magnetic storms, it is assumed 
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Figure 4. 
TYPICAL U.H.F. PROPAGATION CHARACTERISTICS. 


Calculated curves for air boundary reflected and earth refracted- 
diffracted radiation components, in both vertical and horizontal 
polarization. Short doublet antennas, i kw. power radiated, 
wavelength 4.7 meters, ground conductivity 5 x 10—" E.M.U., and 
dielectric constant 80 for sea water. Height of transmitting 
antenna 42 meters, of receiving antenna 5 meters, air boundary 
height 1500 meters, effective radius of earth 8500 kilometers. 
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that the necessary condition is more likely to occur during or 
following the sunspot cycle peak. 


11-3 lonospheric Propagation 


Propagation of radio waves for communication on fre- 
quencies between perhaps 3 and 30 Mc. is normally carried out 
by virtue of sonospheric reflection or refraction. Under condi- 
tions of abnormally high ionization in the ionosphere, com- 
munication has been known to have taken place by ionospheric 
reflection on frequencies as high as 50 Mc. 

The ionosphere consists of layers of ionized particles of gas 
located above the stratosphere, and extending up to possibly 
300 miles above the earth. Thus we see that high-frequency 
radio waves may travel over short distances in a direct line 
from the transmitter to the receiver, or they can be radiated 
upward into the ionosphere to be bent downward in an indirect 
fay, returning to earth at considerable distance from the trans- 
mitter. The wave reaching a receiver via the ionosphere route 
is termed a sky wave. The wave reaching a receiver by travel- 
ing in a direct line from the transmitting antenna to the receiv- 
ing antenna is commonly called a ground wave and has been 
discussed in Section 11-2. 

The amount of bending which the sky wave undergoes de- 
pends upon its frequency, and the amount of onization in the 
ionosphere, which is in turn dependent upon radiation from 
the sun. The sun increases the density of the ionosphere layers, 
and lowers their effective height. For this reason, radio waves 
act very differently at different times of day, and at different 
times of the year. 

The higher the frequency of a radio wave, the farther it 
penetrates the tonosphere, and the less it tends to be bent back 
toward the earth. The lower the frequency, the more easily the 
waves are bent, and the less they penetrate the ionosphere. 
160-meter and 80-meter signals will usually be bent back to 
earth even when sent almost straight up, and may be consid- 
ered as being reflected rather than refracted. As the frequency 
is raised beyond about 5,000 kc. (dependent upon the critical 
frequency of the ionosphere at the moment), it is found that 


waves transmitted at angles higher than a certain critical angle 


never return to earth. Thus, on the higher frequencies, it is 


_ amateur work, and the m.u.f..can be calculated with the aid 


right on going and never return. 


The higher of the two major reflecting. regions ; 
of the ionosphere is called the F layer. This’ 
layer has a virtual height of approximately 200 miles at night, 
and in the daytime it splits up into two layers, the upper one — 
being called the F, layer and the lower being called the F 
layer. The height of the F. layer is normally about 275 miles” 
on the average and the F; layer often has a height of as xe as” 


The F Liner 


teur dx communication and nearly all daytime dx propagation, 


The critical frequency of an jonosphene 
layer is the highest frequency which will 
be reflected when the wave strikes the layer at vertical inci- 
dence. The critical frequency of the most highly ionized layer 
of the ionosphere may be as low as 2 Mc. at night and as high — 
as 8 of 10 Mc. in the middle of the day. The critical frequency 
is directly of interest to amateurs in that a “skip-distance” 
zone will exist on all frequencies greater than the highest criti- 
cal frequency at that time. The critical frequency is a measure 
of the density of ionization of the reflecting layers. The higher 
the critical frequency the greater the density of ionization. 


Critical Frequency 


Maximum Usable 
Frequency 


The maximum usable frequency Of m.t. f. 
is of considerably greater interest to ama- 
teur operators since this frequency i is the 
highest that can be used for communication between any two. 
specified areas. The m.u.f. is the highest frequency at which a 
wave projected into space in a certain. direction will be re- 
turned to earth in a specified region by ionospheric reflection. 
The m.u.f. is highest at noon or in the early afternoon and is = 
highest in periods of greatest sunspot activity. The m.u.f. has 
been known to be as high as 50 Mc. between certain regions 
in the U.S. and Europe in the Winter of 1946, and is reported _ 
to have reached even higher frequencies in the Central Pacific 
Area. The m.u.f. often drops to frequencies below 10 Mc, in 
the early morning hours. The high m.u.f. in the middle of the _ 
day is brought about by reflection. from the F, layer. M.u.f. 
data is published periodically in the magazines devoted to 


of Basic Radio Propagation Predictions, CRPL-D, published 
monthly by the Government Printing Office, Washington, D.C. 
Single copies of this publication are 15 cents, the subscription 
price is $1.50 per year. 


Absorption and Optimum. 


The optimum working frequency. 
Working Frequency 


for any particular direction and — 
distance is always just slightly. less. 

than the m.u.f. for contact with that particular location. The 
absorption by the ionosphere becomes greater and greater as 
the operating frequency is progressively lowered below the 
m.u.f. It is this condition which causes signals to increase tre- 
mendously in strength on the 14-Mc. and 28-Mc. bands just 
before the signals drop completely out. At the time when the 
signals are greatest in amplitude the operating frequency i 
equal to the m.u.f. Then as the signals drop out the mut 
has become lower than the operating freqecney.« 
Skip Distence The shortest distance from a transn 
ionosphere can be Fehuried t to the earth is called hess 
tance. As was mentioned above under Critical aso = 


of she most highly ionized infer fe the cache at 
of transmission. However, the skip. distance is alw. ys 


d is Imost always present on the 3, 5 -Mc. 
ni; The actual measure of the skip 
-e between the point where the ground 


‘The E player 
Sean Eeeeesetion : 


"The lower of the two important 


4s this layer which accounted/ for 

de on the old 160-meter band and which does account for dx 
on the broadcast band at night. The E layer itself is not of 
| particular interest to amateur communication, but often a 

_ Sporadic condition exists in this layer, the height of which is 

usually about 110 kilometers (68 miles) above sea level, which 

will reflect the highest frequency waves that return to the 
earth. A single hop can be as long as 1,200 miles, or moderately 
enect at favorable locations or with antennas producing 
: _ effective low angle radiation (below 3°). Occasionally 1,300 
_ of 1,400 miles can be covered in a single hop, possibly with the 
~ help of low. atmosphere bending at each end. Sporadic-E layer 
reception may occur at any time, but is much more prevalent 
_ from late April to early September in the northern temperate 
_ zone, and slightly more likely to occur in‘the late morning and 
early evening. The sporadic -E layer is spotty, accounting for 
_ feception in definite areas completely surrounded by a silent 
zone, and permitting only a few days of double hop reception 

__ during a period of several years, Sporadic-E reflections support 
_ communication at frequencies up to at least 60 Mc., reception 
at as short | a distance as 310 statute miles on 56. Mc., in one 
instance, indicates that the ionization was sufficiently intense 

so that, theoretically, frequencies as high as 24% meters (112 
_ Mc.) might have been received erratically at 1,200 miles on 

that day. At increasing frequencies the silent zone is larger and 
_ the reception zone smaller, indicating that the practical limit 

_ of sporadic reflections by this layer may be in the vicinity of 
~ 80 to 100 Mc. 

_ It is this sporadic-E condition which provides “short-skip” 
_ contacts from 400 to perhaps 1200 miles on the 28-Mc. band 
in the evening. It is also the sporadic- E condition which pro- 
; vides: the more common type of “band opening” experienced 
on the 50-Mc. band when very loud signals are received from 

Soke approximately 1200 miles distant. 


; - Cycles in 
_ lonosphere Activity 


The ionization defisity of the ionosphere 
is determined by the amount of radia- 
as tion (probably ultra violet) which is 

- being received from the sun. Consequently, ionosphere activity 
is a function of the amount of radiation of the proper charac- 
ter t being emitted by the sun and is also a function of the rela- 
= tive aspect of the regions in the vicinity of the location under 
_ discussion to the sun. There are four main cycles in ionosphere 
activity. These cycles are: the daily cycle which is brought 
_ about by the rotation of the earth, the 27-day cycle which is 
caused by the rotation of the sun, the seasonal cycle which is 
caused by the movement of the earth in its orbit, and the 11- 
__ year cycle which is a cycle in sunspot activity. The effects of 
these cycles are superimposed insofar as ionosphere activity 
is concerned. Also, the cycles are subject to short term varia- 
tions as a result of magnetic storms and similar terrestrial 
disturbances. 
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For a certain fiessency: ionosphere height, and 
os transmitting distance there is an optimum angle 
with respect to the horizon at which the signal 


be san tg des ie esas 1088 distance transmis- 


ionosphere layers is the E layer. It 
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IN [ONIZATION DENSITY 


Figure 5. 


filustrating how the ionized atmosphere or ionosphere layer can 
bend radio waves back to earth, and some of the many possible — 
paths of a high-frequency sky wave signal. 


reflections. For normal communication in the manner in which 


the bands are most commonly used the following angles of 
radiation are recommended: 
3.5-Mc. Band—Very high angle radiation is best for local 
net operating and traffic handling where consistency is 
important. 
7.0-Mc. Band—Angles from 25° 
being best for dx. 
14-Mc. Band—Angles from 10° to 25°, depending upon 
distance. 
. 28-Mc. Band—Angle below 10° for:both dx and local work. 
50-Mc. Band and Higher Frequencies—Lowest possible 
angle of radiation. 


to 40°, the lower angles 


- The lower the angle of radiation of the wave, with 

respect to the horizon, the fatther away will the 
wave return to earth, and the greater the skip distance. The 
wave can be reflected back up into the ionosphere by the earth, 
and then be reflected back down again, causing a second skip 
distance area. The drawing of Figure 5 shows the multiple 
reflections possible. When the receiver receives signals which 


Fading 


- have traveled over more than one path between transmitter and 


receiver, the signal impulses will not all arrive at the same 
instant, as they do not all travel the same distance. When two 


“or more signals arrive in the same phase at the receiving an- 


tenna, the resulting signal in the receiver will be quite loud. 
On the other hand, if the signals arrive 180° out of phase, so 
they tend to neutralize each other, the received signal will drop, 
—perhaps to zero, if perfect neutralization occurs. This ex- 
plains why high-frequency signals fade in and out. 

Fading can be greatly reduced on the high frequencies by 
using a transmitting antenna with sharp vertical directivity, 
thus cutting down the number of multiple paths of signal 
arrival. A receiving antenna with similar characteristics (sharp 
vertical directivity) will further reduce fading. It is desirable, 
when using antennas with sharp vertical directivity, to use the 
lowest vertical angle consistent with good signal strength for 
the frequency used. 
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Chapter Twelve 


IN CHAPTER 11 there was given a brief introduction into the 
method by which radiation takes place. Amateur practice as 
of this date has involved almost exclusively the use of radiating 
systems composed of elements made up of wire or relatively 
short pieces of metallic tubing. Transmission lines are almost 
exclusively of the parallel-wire or coaxial-conductor type. 
Therefore this chapter will be devoted to the general principles 
underlying the operation of such systems. 


12-1 


All antennas have certain general characteristics to be 
enumerated. It is the result of differences in these general 
characteristics which makes one type of antenna system most 
suitable for one type of application and another type best for 
a different application. Six of the more important characteris- 
tics are: (1) polarization, (2) radiation resistance, (3) hori- 
zontal directivity, (4) vertical directivity, (5) bandwidth, and 
(6) effective power gain. 

The polarization of an antenna or radiating system is the 
direction of the electric field vector and has been defined in 
Section 11-1. 

The radiation resistance of an antenna system is normally 
referred to the feed point in an antenna fed at a current loop, 
or it is referred to a current loop in an antenna system fed at 
another point. The radiation resistance is that value of resist- 
ance which, if inserted in series with the antenna at a current 
loop would dissipate the same energy as is actually radiated 
by the antenna if the antenna current at the feed point were 
to remain the same. 

. The horizontal and vertical directivity can best be expressed 
as a directive ‘pattern which is a graph showing the relative 
radiated field intensity against azimuth angle for horizontal 


General Characteristics of Antennas 


directivity and field intensity against elevation angle for verti- ' 


cal directivity. 
The bandwidth of an antenna is a measure of its ability to 
operate within specified limits over a range of frequencies. 
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Bandwidth can be expressed either “operating frequency plus- 
or-minus a specified per cent of operating frequency” or “oper- 
ating frequency plus-or-minus a specified number of mega- 
cycles” for a certain standing-wave-ratio limit on the trausmnis: 
sion line feeding the antenna system. . 

The effective power gain or directive gain of an antenna is. ss 
the ratio between the power required in the specified antenna 
and the power required in a reference antenna (usually a 
half-wave dipole) to attain the same field strength in the — 
favored direction of the antenna under measurement. Directive 
gain may be expressed either as an actual power ratio, of as is 
more common, the power ratio may be expressed in decibels. 


12-2 


All antennas commonly used by amateurs, excepting the 
terminated rhombic, are based on the fundamental Hertz type, 
which is a wire in space a half wavelength long electrically. 
A linear, resonant dipole, which is a half wavelength long _ 
electrically, is actually slightly less than a half wave long 
physically, due to the capacitance to ground, “end effects,” and aa 
the fact that the velocity of a high-frequency radio wave 
traveling along the conductor is not quite as ee as it is in : 
free space. 


Frequency and Antenna Length 


If the cross section of the conductor 
which makes up the antenna is kept 
very small with respect to the antenna 

length, the effects mentioned in the previous paragraph are 

relatively constant so that an electrical half wave is a fixed 3 

percentage shorter than a physical half-wavelength. T his ‘per- 

centage is approximately 5 per cent. Therefore, most linea: 
half-wave antennas are close to 95 per cent of a half wave 
long physically. Thus, a half-wave antenna resonant at exactly 

80 meters would be one-half of 0.95 times 80 meters in length. 

Another way of saying the same thing i is that a wire resonates 

at a wavelength of about 2.1 times its length i in meters. If 


Physical Length of a 
Half-Wave Antenna 


oS 


Bs soe: from sie alg : acd with no bends. 
Simple conversion into feet can be obtained: by using the 
~ factor 1.56. To find the physical length of a half-wave 80- 
_ meter antenna, we multiply 80 times 1.56, and get 124.8 feet 
a for the length of the radiator. 
It is more common to use frequency than wavelength when 
indicating a specific spot in the radio spectrum. For this reason, 
~~ the relationship between wavelength and frequency must be 
kept i in mind. As the velocity of radio waves through space is 
' constant at the speed of light, it will seen that the more waves 
that pass a point per second (higher frequency), the closer 
together the peaks of those waves must be (shorter wave- 
 dength). Therefore, the higher the frequency the lower the 
wavelength. 
_ A radio wave in space can be compared to a wave in water. 
The wave, in either case, has peaks and troughs. One peak and 
one trough constitute a full wave, or one wavelength. 
__ Frequency describes the number of wave cycles or peaks 
_ passing a point per second. Wavelength describes the distance 
_the wave travels through space during one cycle or oscillation 
of the antenna current; it is the distance in meters between 
adjacent peaks or adjacent troughs of a wave train. 
As a radio wave travels 300,000,000 meters a second (speed 
of light), a frequency of 1 cycle per second corresponds to a 
_ wavelength of 300,000,000 meters. So, if the frequency is 
multiplied by a million, the wavelength must be divided by a 
See in order to maintain their correct_ratio. 


re es a wavelength of 300 meters. Multiplying frequency by 
10 and dividing wavelength by 10, we find: a frequency of 
~ 10,000 kc. equals a wavelength of 30 meters. Multiplying and 
ee by 10 again, we get: a frequency of 100,000 kc. equals 
_ 3 meters wavelength. Therefore, to change wavelength to fre- 
quency (in kilocycles), simply divide 300,000 by the wave- 
 teogs in meters (\). 


300,000 
PN 
300,000 


souls : Fxe 

_ Now that we have a simple conversion formula for con- 
_verting wavelength to frequency and vice versa, we can com- 
bine it with our wavelength versus antenna length formula, 
and we have the following: 


Length of a half-wave padiator made from wire (no. 14 to 
no. AO 


te : j | Beate 


3.5-Mc. to 30-Mc. bands 


$ “Length in fet Fey in Me 
: 50-Mc. band 
Length in feet = ie aC 
Length in inches = a 
144. Mc. band 
5500 


tees in inches = Freq. i SMe. 
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PER CENT SHORTENING 
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Figure 1. 


CHART SHOWING SHORTENING OF A RESONANT 
ELEMENT IN| TERMS OF RATIO OF LENGTH TO 
DIAMETER. 


The use of this chart is based on the basic formula where radi- 
ator length in feet is equal to 468/frequency in Mc. This for- 
mula applies on frequencies below perhaps 30 Mc. when the radi- 
ator is made from wire. On higher frequencies, or on 14 and 28 
Mc. when the radiator is made of large-diameter tubing, the 
radiator is shortened from the value obtained with the above 
formula by an amount determined by the ratio of length to 
diameter of the radiator, The amount of this shortening is 
obtainable from the chart shown above. 


will be shortened. The amount of shortening can be deter- 
mined with the aid of the chart of Figure 1. In this chart the 
amount of additional shortening over the values given in the 
previous paragraph is plotted against the ratio of the length 
to the diameter of the half-wave radiator. 

The length of a wave in free space is somewhat longer than 
the length of an antenna for the same frequency. The actual 


‘free-space wavelength is given by the following expressions: 


=e 492 : 
Wavelength =a Freq. in Mc. in feet 
= 5905 Sue 
Wavelength = Fen Me in inches 
Harmonic A wife in space resonates at more than one fre- 


Resonance quency. The /owest frequency at which it reso- 
nates is called its fundamental frequency, and 
at that frequency it is approximately a half wavelength long. 
A wire can have two, three, four, five, or more standing waves 
on it, and thus it resonates at approximately the integral 
harmonics of its fundamental frequency. However, the higher 
harmonics are not exactly integral multiples of the lowest 
resonant frequency. 

A harmonic operated antenna is somewhat longer than the 
corresponding integral number of dipoles, and for this reason, 
the dipole length formula cannot be used simply by multiply- 
ing by the corresponding harmonic. The intermediate half 
wave sections do not have “end effects.’’ Also, the current dis- 
tribution is disturbed by the fact that power can reach some 
of the half wave sections only by flowing through other sec- 
tions, the latter then acting not only as radiators, but also as 
transmission lines. For the latter reason, the resonant length 
will be dependent to an extent upon the method of feed, as 
there will be less attenuation of the current along the antenna 


if it is fed at or near the center than if fed towards or at one . 


end. Thus, the antenna would have to be somewhat longer if 
fed near one end than if fed near the center. The difference 
would be small, however, unless the antenna were at least 4 
wavelengths long. 

Under conditions of severe current attenuation, it is possible 
for some of the nodes, or loops, actually to be slightly greater 


than a physical half wavelength apart. It is obvious that with 


ms pp 
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Figure 2. 


EFFECT OF SERIES INDUCTANCE AND CAPACITANCE 
ON THE LENGTH OF A HALF-WAVE RADIATOR. 


The top antenna has been electrically lengthened by placing a 
coil in series with the center. In other words, an antenna with 
a lumped inductdnce in its center can be made shorter for @ 
given frequency than a plain wire radiator. The bottom antenna 
has been capacitively shortened electrically. In other words, an 
antenna with a capacitor in series with it must be made longer 
for a given frequency since its effective electrical length as 
compared to plain wire is shorter. 


so many things affecting the length, the only method of res-- 


onating a harmonically operated antenna accurately is by cut 
and try, or by using a feed system in which both feed line and 
antenna are resonatéd at the station end as an integral unit. 

A dipole or half-wave antenna -is) said to operate on its 
fundamental or first harmonic. A full wave antenna, 1 wave- 
length long, operates on its second harmonic. An antenna with 
five half-wavelengths on itt would be operating on its fifth 
harmonic. Observe that the fifth harmonic antenna is 24% 
wavelengths long, not 5 wavelengths. 

The actual physical lengths of harmonically-operated long- 
wire antennas for the various amateur bands are given in 
chart form in Section 27-1 of Chapter 27. 


Most antennas operate most efficiently when 
tuned or resonated to the frequency of opera- 
tion. This consideration of course does not apply 
to the rhombic antenna and to the parasitic elements of arrays 
employing parasitically excited elements. However, in practi- 
cally every other case it will be found that increased efficiency 
results when the entire antenna system is resonant, whether 
it be a simple dipole or an elaborate array. The radiation effi- 
ciency of a resonant wire is many times that of a wire which 
is not resonant. 

If an antenna is slightly too long, it can be resonated by 
series insertion of a variable capacitor at a high current point. 
If it is slightly too short, it can be resonated by means of a 
variable inductance. These two methods, illustrated schemati- 
cally in Figure 2, are generally employed when part of the 
antenna is brought into the operating room. 

With an antenna array, or an antenna fed by means of a 
transmission line, it is more common to cut the elements to 
exact resonant length by “cut and try’ procedure. Exact an- 
tenna resonance is more important when the antenna system 
has low radiation ‘resistance; an antenna with low radiation 
resistance has higher Q (tunes sharper) than an antenna with 
high radiation resistance. The higher Q does not indicate 
greater efficiency; it simply indicates a sharper resonance curve. 


Antenna 
Resonance 


12-3 Radiation Resistance and Feed- Point 
impedance. 


In many ways, a half-wave antenna is like a tuned tank 
circuit. The main difference lies in the fact that the elements 
of inductance, capacitance, and resistance are Jumped in the 


tank circuit, and are distributed throughout the length of/ an 


‘reason, the radiation resistance is roughly half of 73 ohms. 


antenna. The center of a half-wave fadiator is 
ground potential as far as r-f voltage is concerned, a 
the current is highest at that point. ae 
When the antenna is resonant, and it always should be for 
best results, the impedance at the center is a pure resistance, — 
and is termed the radiation resistance. Radiation resistance is — 
a fictitious term; it is that value of resistance (referred to the = 
current loop) which would dissipate the same. amount of Rs 
power that is being radiated by the antenna. ar 
The radiation resistance depends on the antenna icant and ee 
its proximity to nearby objects which either absorb or re-radiate a 
power, such as the ground, other wires, etc. 
Before going too oe with the ‘discastioe of ; 
radiation resistance, an explanation of the 3 
Marconi (grounded quarter wave) antenna is 
in order. The Marconi antenna is a special type of Hertz an- 
tenna in which the earth acts as the “other half” of the dipole. 
In other words, the current flows into the earth instead of into 
a similar quarter-wave section. Thus, the current loop of a — 
Marconi antenna is at the base rather than im the center. ia” 
either case, it is a quarter wavelength from the end (or endsys 
A half-wave dipole far from ground and other vole 
objects has a radiation resistance at the center of about 73 _ 
ohms. Radiation resistance usually is referred to a current 
loop. Otherwise, it has no particular significance, because it — 
could be almost any value if the point on the antenna were not 
given. 
A Marconi antenna is simply one-half of a dipole. For ines 


The Marconi 
Antenna 


Because the power throughout the. antenna” is 4 
the same, the impedance of the antenna at any 
point along its length merely expresses the ratio — 
between voltage and current at that point. Thus, the lowest — 
impedance occurs where the current is highest, namely, at thet == 
center of a dipole, or a quarter wave from the end of a Mar- 
coni. The impedance rises uniformly toward each end, where — 
it is about 2400 ohms for a dipole remote from ground, and 
about twice as high for a vertical Marconi. z : 

If a vertical half-wave antenna is set up so that its lowes 
end is at the ground level, the effect of the ground reflection 
is to increase the radiation resistance to approximately 100 


Antenna 


Impedance 


ohms. When a horizontal half-wave antenna is used, the — 


radiation resistance (and, of course, the amount of energy — 
radiated for a given antenna current) depends on the height ‘= 
of the antenna above ground, since the height determines the 
phase angle between the wave radiated directly in any direction — 
and the wave which combines with it after reflection from 
the ground. a ee 

Along a half-wave antenna, the impedance vaties figae a 
minimum at the center to a maximum at the ends. The im- 
pedance is that property which determines the antenna current 
at any point along the wire for the value of r-f voltage at that 
point, assuming a given antenna power. . 

The curves of Figure 3 indicate the theoretical center-point 
radiation resistance of a half-wave antenna for various heights 
above perfect ground. These values are of importance in 
matching untuned radio-frequency feeders to the antenna, in 
order to obtain a good impedance match and an absence of 
standing waves on the feeders. : : 

Above average ground, the actual radiation resistance of 
dipole will vary from the exact value of Figure 3, sin 
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_ RADIATION RESISTA 
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. HEIGHT IN WAVELENGTHS OF HORIZONTAL HALF- 
: poneve ANTENNA ABOVE PERFECT GROUND 
Figure 3. 


: EFFECT OF HEIGHT ON THE RADIATION RESISTANCE 
_ OF A DIPOLE SUSPENDED ABOVE PERFECT GROUND. 


is indicated for heights below an eighth wavelength. However, 
with the antenna so close to the ground and the soil in a strong 
- field, much of the radiation resistance is actually represented 

by ground loss; this means that a good portion of the antenna 

_ power is being dissipated in the earth, which, unlike the hypo- 

_ thetical perfect ground, has resistance. In this case, an appre- 
oe portion of the “radiation resistance’ actually is loss re- 
_ sistance. The type of soil also has an effect upon the radiation 
pattern, especially in the vertical plane, as will be seen later. 
_ The radiation resistance of an antenna generally increases 
with length, although this increase varies up and down about 
a constantly increasing average. The peaks and dips are caused 
_ by the reactance of the antenna, when its length does not allow 
_ it to resonate at the operating frequency. 


Antennas have a certain loss resistance as well 
as a fadiation resistance. The loss resistance de- 
fines the power lost in the antenna due to» ohmic 


ntenna 
Efficiency 


Marconi), corona discharge, and insulator losses. 

= The approximate effective radiation efficiency (expressed as 
a decimal) is equal to: Ny = R,/ (Ra + Ru) where R, is equal 
_ to the radiation resistance and Rz, is equal to the effective loss 
resistance of the antenna. The loss resistance will be of the 
order of 0.25 ohm for large- diameter tubing conductors such as 
are most commonly used in multi-element parasitic arrays, and 
ill be of the order of 0.5 to 2.0 ohms for arrays of normal 
construction using copper wire. 

_ When the radiation resistance of an antenna or array is very 
low, the current at a voltage node will be qnite high for a 
given power. Likewise, the voltage at a current node will be 
_very high. Even with a heavy conductor and excellent insula- 
tion, the losses due to the high voltage and current will be 
appreciable if the radiation resistance is sufficiently low. 

_ Usually, it is not considered desirable to use an antenna or 
atray with a radiation resistance of less than approximately 
0 ohms unless there is sufficient directivity, compactness, or 
other advantage to offset the losses resulting pom the low 
tadiation resistance, ce 


ie should be kept as tisk as ale 
educe the antenna current for a given 
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Figure 4. 


VERTICAL-PLANE DIRECTIONAL CHARACTERISTICS 
OF HORIZONTAL AND VERTICAL DOUBLETS ELE- 
VATED 0.6 WAVELENGTH AND ABOVE TWO TYPES 
OF GROUND. 
Hi represents a horizontal doublet over typical farmland. Hz 
over salt water. V: is a vertical pattern of radiation from a 
vertical doublet over typical farmland, V2 over salt water. A 
salt water ground is the closest approach to an extensive ideally 
perfect ground that will be met in actual practice. 


offered by the earth connection. The radiation resistance can be 
kept high by making the Marconi radiator somewhat longer 
than a quarter wave, and shortening it by series capacitance to 
an electrical quarter wave. This reduces the current flowing in 
the earth connection. It also should be removed from ground as 
much as possible (vertical being ideal). Methods of minimiz- 
ing the resistance of the earth connection will be found in the 
discussion of the Marconi antenna. 


12-4 


When choosing and orienting an antenna system, the radia- 
tion patterns of the various common types of antennas should 
be given careful consideration. The directional characteristics 
are of still greater importance when a directive antenna array 
is used. 

There are two kinds of antenna directivity: horizontal and 
vertical. Both types of directivity are desirable for amateur 
work. But vertical directivity is almost a necessity for work 
on frequencies above about 14 Mc. so this subject will be 
treated separately in Section 12-5 to follow. 

Horizontal directivity is always desirable on any frequency 
for point-to-point work. However, it is not always attainable 
with reasonable antenna dimensions on the lower frequencies. 
Further, when it is attainable, as on the frequencies above 14 
Mc., with reasonable antenna dimensions, operating conven- 
ience is greatly furthered if the maximum lobe of the horizon- 
tal directivity is controllable. It is for this reason that rotatable 
antenna arrays, as described in detail in Chapter 30, have come 


Horizontal Directivity 


- into such common usage. 


Considerable horizontal directivity can be used to advantage 
when: (1) only point-to-point work is necessary, (2) several 
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Figure 5. 
EFFECT OF HEIGHT UPON ANTENNA GAIN. 


Showing the effect of height above ground upon the gain of a 
horizontal single-section flat-top beam with one-eighth wave 
spacing (solid curves) and on the gain of a horizontal half-wave 
dipole antenna (dashed curves) at vertical angles of 5°, 15° and 
30°. The gain is referred to a half wave antenna in free space. 
Perfectly conducting ground is assumed. The short dotted curves 
show the effect of 0.5-ohm ioss resistance on the effective gain 
of the dipole and the flat-top beam. 


arrays ate available so that directivity may be changed by 
selecting or reversing antennas, (3) a single rotatable array 
is in use. Signals follow the great-circle path, or within 2 or 3 
degrees of that path under all normal propagation conditions. 
However, under turbulent ionosphere conditions, or when un- 
usual propagation conditions exist, the deviation from the 
great-circle path for greatest signal intensity may be as great 
as 90°. Making the array rotatable overcomes these difficulties, 
but arrays having extremely high horizontal directivity be- 
come too cumbersome to be rotated, except perhaps when 
designed for operation on frequencies above 50 Mc. 

Both fixed and rotatable directive arrays for amateur work 
are described in detail in Chapters 28, 29, and 30. 


12-5 Vertical Directivity 


As mentioned in Section 12-4, vertical diréctivity is of the 
greatest importance in obtaining satisfactory communication 
on the amateur bands above 14 Mc. whether or not horizontal 
directivity is used. This is true simply because only the energy 
radiated between certain definite elevation angles is useful for 
communication. Energy radiated at other elevation angles is 
completely lost and performs no useful function. 


Optimum Angle The optimum angle of radiation for propa- 
of Radiation gation of signals between two points is de- 
pendent upon a number of variables. 
Among these significant variables are: (1) height of the iono- 
sphere layer which is providing the reflection, (2) distance 
between the two stations, (3) number of hops for propagation 
between the two stations. For communication on the 14-Mc. 
band it is often possible for different modes of propagation to 
provide signals between two points. This means, of course, 
that more than one angle of radiation can be used. If no ele- 
vation directivity is being used under this condition of propa- 
gation, selective fading will take place because of interference 
between the waves arriving over the different paths. 
On the 28-Mc. band it is by far the most common condition 


that only one mode of propagation will be possible between — 
two points at any one time. This explains, of course, the rea- — 
som why rapid fading im general and selective fading im par- 
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Figure 6. Beno: 
VERTICAL RADIATION PATTERNS. | Rae eee 
Showing the vertical radiation patterns for half-wave antennas 
(or colinear half-wave or extended half-wave antennas) at dif- 
ferent heights above average ground and perfect ground. Note 
that such antennas one-quarter wave above ground concentrate 
most radiation at the very high angles which are useful for 
communication only on the lower frequency bands. Antennas 
one-half wave above ground are not shown, but the elevation 
pattern shows one lobe on each side at an angle of 30° above 
horizontal. 


ticular are almost absent from signals heard on the 28-Mc. 
band (except for fading caused by local effeets). Ges 
Measurements have shown that the angles useful for com- 
munication on the 14-Mc. band are from 3° to about 30°— 
angles above about 15° being useful only for local work. On 
the 28-Mc. band measurements have shown that the useful 
angles range from about 3° to 18°—angles above about 12° 
being useful only for local (less than 3000 miles) work. These 
figures assume normal propagation by virtue of the F, layer. _ 


It now becomes of interest to determine 
the amount of radiation available at 
these useful lower angles of radiation 
from antennas and antenna afrays — 
commonly used by amateur stations. Figure 4 shows relative 
output voltage plotted against elevation angle (wave angle) in 
degrees above the horizontal, for horizontal and vertical — 
doublets elevated 0.6 wavelength above two types of ground. — 
It is obvious by inspection of the curves that a horizontal — 
dipole mounted at this height above ground (20 feet on the 
28-Mc. band) is radiating only a small amount of energy at 
angles useful for communication on the 28-Mc. band. Most of — 
the energy is being radiated uselessly upward. The vertical 
antenna above a good reflecting surface appears much better — 
in this respect—and this fact has been proven many times by _ 
actual installations. A vertical antenna with its bottom end e 
only about 0.1 wave above a good reflecting surface is an — 
excellent dx antenna. This is true only when a good reflecting 
surface such as salt marsh, a body of water, or an actual set — 
of copper radials several wavelengths long is available. 
It might immediately be thought that the amount of radia- 
tion from a horizontal or vertical dipole could be increased by _ 
raising the antenna higher above the ground. This is true to 
an extent in the case of the horizontal dipole; the low-angle — 
radiation does increase slowly after a height of 0.6 wavelength — 
is reached but at the expense of greatly increased high-angle — 
radiation and the formation of a number of nulls in the eleva- 
tion pattern. No signal can be transmitted or received at the 
elevation angles where these nulls have been formed. Tests 
have shown that a center height of 0.6 'wavelength for a verti- 
cal dipole (0.35 wavelength to the bottom end) is about opti- 
mum for this type of array. Sag ee 
Figure 5 shows the relative gain in field strength for differ- 
ent elevation angles of radiation for a horizontal dipole 
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HEIGHT AGAINST GAIN FOR A FLAT-TOP BEAM. 
Showing the effect of height above ground on the gain of a 
_ single-section flat-top beam with one-eighth wave spacing over 
a horizontal half-wave antenna at the same height above 
ground for vertical angles of 15° and 30°. Multi-section flat 
top beams will show approximately the same gain over a 
- colinear half-wave antenna of the same overall length for the 
same height above ground. The effect of 0.5-ohm loss resist- 
ance in the flat-top beam is shown by the dashed curve. 


different heights above ground. The effect of placing a hori- 
zontal dipole still higher above ground is illustrated by Figure 
6 showing the vertical radiation pattern of a dipole elevated 
one wavelength above ground. It is easily seen by reference 
to Figure 6 (and Figure 8 which shows the radiation from a 
dipole at 34 wave height) that a large percentage of the total 
-fadiation from the dipole is being radiated at relatively high 
angles which are useless for communication on the 14-Mc. and 


-28-Mc. bands, Thus we see that in order to obtain a worth- . 


while increase in the ratio of low-angle radiation to high- 
angle radiation it is necessary to place the antenna high above 
ground, and in addition it is necessary to use additional means 
for suppressing high-angle radiation. 
_ High-angle radiation can be suppressed, and this radiation 
can be added to that going out at low angles, only through 
the use of some sort of directive antenna system. There are 
three general types of antenna arrays composed of dipole ele- 
_ ments commonly used which concentrate radiation at the lower 
more effective angles for high-frequency communication. 
These types are: (1) the close-spaced out-of-phase system as 
exemplified by the “flat-top beam’ or W8JK array, (2) the 
_wide-spaced in-phase system as exemplified by the “lazy-H” 
and similar arrays, and (3) the close-spaced parasitic system 
as exemplified by the “three-element rotary’ and similar ar- 
_ fays using varying numbers of elements and different spacings. 
pene oA comparison between the radiation from a dipole, a “‘flat- 
_ top beam” and a pair of dipoles stacked one above the other 
(half of a “lazy H”), in each case with the top of the antenna 
at a height of 34 wavelength is shown in Figure 9. The im- 
provement in the amplitude of low-angle radiation at the ex- 
pense of the useless high-angle radiation with these simple 
_afrays as contrasted to the dipole is quite marked. The im- 
_ provement in low-angle radiation with increasing height in the 
_ case of an array of the three- or four-element parasitic type is 
even more marked than in the case of the other two types of 
antenna configurations. However, actual curves showing angle 
_ of elevation against height for these latter types of arrays are 
t available at this time. i 


Articles appearing in journals discussing 


ct of Average 
d on antenna radiation often are based upon 


GAIN IN FIELD STRENGTH 
Figure 8. 

VERTICAL RADIATION PATTERNS. 
Showing vertical-plane radiation patterns of a horizontal single- 
section flat-top beam with one-eighth wave spacing (solid 
curves) and a horizontal half-wave antenna (dashed curves) 


when both are 0.5 wavelength (A) and 0.75 wavelength (B) 
above ground. 


ductor. Consideration of the effect of a ground that is not 
perfect explains many things. . 
When the earth is less than a perfect conductor, it becomes 
a dielectric or, perhaps in an extreme case, a “leaky insulator.” 
The resulting change in the vertical pattern of a horizontal 
antenna is shown in Figure 4. The ground constants, in this 


case, are for flat farmland, which probably is similar to mid- _ 
‘western farmland. The ocean is the closest practical approach 


to a theoretically perfect ground. It will be noted that there is 
only a slight loss in power due to the imperfect ground as 
compared to the ocean horizontal. Fs 

The effect of the earth on the radiation pattern of a vertical 
dipole is much greater. Radiation from a_half-wavelength 
vertical wire is severely reduced by.def.ciencies of the ground. 

A very important factor in the advantages of horizontal or 


vertical dipoles, therefore, appears to be the condition of the 
ground. 


12-6 Bandwidth 


The bandwidth of an antenna or an antenna array is a 
function primarily of the radiation resistance and of the shape 


of the conductors which make up the antenna system. For 


arrays of essentially similar construction the bandwidth (or 
the deviation in frequency which the system can handle with- 
out mismatch) is increased with increasing radiation resistance, 
and the bandwidth is increased with the use of conductors of 
larger diameter (smaller ratio of length to diameter). This is 


COMPARATIVE VERTICAL RADIATION PATTERNS. 
Showing the vertical radiation patterns of a horizontal single- 
section flat-top beam (A), an array of two stacked horizontal 
in-phase half-wave elements—half of a “Lazy H’—(B), and a 
horizontal dipole (C). In each case the top of the antenna 


; _ system is 0.75 wavelength above ground, as shown to the left 


of the curves. 
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_ Figure 10. 
DIRECTLY-FED ANTENNA SYSTEM. 


Showing the “quarter up, quarter out’’ antenna system in (A), 
and the “quarter-wave against counterpoise’’ antenna system at 
(B). These systems are described in the accompanying text. 


to say that if an array of any type is constructed of large 
diameter tubing or spaced wires, its bandwidth will be greater 
than that of a similar array constructed of single wires. 

This effect is brought out in the case of ‘“‘close-spaced para- 
sitic beams’ or antennas of the “‘flat-top beam” type. When 
such arrays are constructed of single wires their bandwidth 
is narrow enough so that they are incapable of covering an 
entire band without serious mismatch. But if such arrays are 
constructed of large-diameter tubing (conventional construc- 
‘tion for three-element and four-element rotary types) or of 
spaced wires (‘‘twin-three flat-top beam”) the bandwidth of 
such systems is increased to the point where a band of the 
width of the 14-Mc. band may be covered without serious 
mismatch and approximately one-half of a band of a width 
such as the 28-Mc. band may be covered adequately. 

The radiation resistance of antenna arrays of the types 
mentioned in the previous paragraph may be increased through 
the use of wider spacing between elements. With increased 
radiation resistance in such arrays the “radiation efficiency” 
increases since the ohmic losses within the conductors becomes 
a smaller percentage of the radiation resistance, and the band- 
width is increased proportionately. It is for this reason that 
present design practice in the case of arrays of both the 
directly-fed and parasitic types is toward the use of spacings 
between all elements of approximately 0.2 wavelength rather 
than the spacings earlier used of 0.1 to 0.15 wavelength. 


12-7 General Types of Antennas and 


Arrays 


On the 80-meter band little choice exists insofar as the 
antenna is concerned for the majority of amateur stations. 
The dimensions required for an antenna array of any marked 
directional characteristics are so great that an array becomes 
impracticable for all but those fortunate few who have many 
acres available. Hence, the average amateur station operating 
in the 3.5-Mc. to 4.0-Mc. region usually uses some sort of 
doublet arrangement fed either by a low-impedance or a 
medium-impedance transmission line. Antennas of this type 
are discussed in detail in Chapter 27. 
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On the bands above perhaps 7.0 Mc. somewhat more latitude — 
is possible in choosing an antenna type. The W8JK or flat-top 
beam becomes practicable and has given excellent results on 
the 7-Mc. band. Colinear antennas in phase also give excellent _ 
results on 40 due primarily to the fact that extremely low angle 
radiation is not required on this band. For those having ade- 
quate space a rhombic or a group of such antennas make an 
ideal arrangement since the rhombic may be used with excellent 
results over at least a four-to-one frequency range. Thus a 


rhombic designed for the 14-Mc. band will give much satisfac- 


tion also on the 7-Mc. and 28-Mc. bands. 

On the 14-Mc. and 28-Mc. bands any of the antennas previ- 
ously mentioned can be used, but for best results an antenna 
having a predominately low angle of maximum radiation must 
be employed. The two-element, three-element, and four- 
element parasitic arrays, when installed so as to be rotatable, 
will give satisfying performance. The flat-top beam or Sterba 
curtain can also be employed but these types are most likely 
to require fixed installation and thus can give azimuth direc- 
tivity in only one, or two opposite, directions. Design data on 
all common types of high-frequency directive arrays is given 
in Chapter 28, and rotatable arrays are discussed in detail in 
Chapter 30. 

On the bands above 50 Mc. considerable choice exists in 
regard to the antenna system since even a multi-element array 
can be of quite reasonable dimensions. Arrays using many 
elements to give considerable directivity and gain can be con- 
structed small enough so as to be rotatable with a moderate 
amount of difficulty. Special arrays for the v-h-f bands are 
described in Chapter 29. 


Direct Feeding of the Antenna 


Under certain conditions, and when interference to broad- 
cast listeners is unlikely, it is practicable to feed an antenna 
directly. Under these conditions either the center or one end 
of the antenna is brought directly into the operating room and 
coupled to the transmitter. The antenna may be either voltage 
fed or current fed. Methods of voltage feeding the end of the 
antenna were discussed in Sections 10-4 and 10-5 of Chapter 
10. When an antenna is current fed at the end it is called a 
Marconi antenna. Methods of current feeding the end of a 
Marconi antenna are discussed in Chapter 27, Antennas for 
the Lower Frequencies. 

An alternative method of directly feeding an antenna is to 
utilize current feed at the center of the radiator. Methods of 
feeding an antenna in this manner are shown in Figure 10. 
Figure 10A shows an arrangement for center feeding a half- 
wave antenna which was commonly used with good results 
on the. 40-meter band about 20 years ago. It was called a 
“quarter up and quarter out’ antenna system. This arrange- 
ment, along with that of Figure 10B, which uses a counter- 
poise instead of the “quarter out,’ is quite effective for the 
amateur who operates primarily on the bands above 28 Mc., 
but who occasionally desires to operate on 80 and 40. By using 
both feeders of the v-h-f arrays in parallel as the “quarter up” 
portion of the system, a counterpoise or “quarter out’ may be 
installed and the two halves of the antenna system series tuned 
at the operating position by means of a capacitor and a coil 
inductively coupled to the plate tank circuit of the final ampli- 
fier. While these antenna systems can be effective under cer- 
tain conditions, they afford no harmonic suppression in them- 
selves so that other provisions should be made to insure that 


* harmonic radiation is held to a minimum (Section 10-5). Be 


sure and check with another amateur a few miles away for 
harmonic radiation before operating with an antenna Eke 
of the type aes in Figure 10. 
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TRANSMISSION LINES AND ANTENNA MATCHING 


For many reasons it is desirable to place an antenna or 
radiating system as high and in the clear as is physically pos- 
sible, utilizing some form of nonradiating transmission line to 
carry energy with as little loss as possible from the transmitter 
to the radiating antenna, and conversely from the antenna to 
the receiver. 

There are many different types of transmission lines and, 
generally speaking, practically any type of transmission line 
or feeder system may be used with any type of antenna. How- 
ever, mechanical or electrical considerations often make one 
type of transmission line better adapted for use to feed a par- 
ticular type of antenna than any other type. 

Transmission lines for carrying r-f energy are of two gen- 
eral types: non-resonant and resonant. A non-resonant trans- 
mission line is one on which a successful effort has been made 
to eliminate reflections from the termination (in this case the 
antenna ) and hence one on which standing waves do not exist 
or are relatively small in magnitude. A resonant line, on the 
other hand, is a transmission line on which standing waves of 
appreciable magnitude do appear, either through inability to 
match the characteristic impedance of the line to the antenna 
termination or through intenttonal design. 

The principle types of transmission line in use or available 
at this time include the open-wire line (2-wire and 4-wire 
types), 2-wire solid-dielectric line (‘“‘twinlead” and similar 
types), 2-wire polyethylene-filled shielded line, coaxial line 
of the solid-dielectric, beaded, stub-supported, and pressurized 

-and_cylindrical- ide, i 
wire feeder operated against ground. The significant charac- 
teristics of the more popular types of transmission line avail- 
able at this time are given in the accompanying chart. 

12-9 

A nonresonant or ‘untuned transmission line is a line with 
negligible standing waves. Hence, a nonresonant line is a line 
carrying t-f power only in one direction—from the source of 
energy (transmitter) to the load (antenna system). 

Physically, the line itself should be identical throughout its 
length. There will be a smooth distribution of voltage and 
current throughout its length, both tapering off very slightly 
towards the antenna end of the line as a result of line losses. 
The attenuation (loss) in certain types of untuned lines can 
be kept very low for line lengths up to several thousand feet. 
In other types, particularly where the dielectric is not air (such 
as in the twisted-pair line), the losses may become excessive 
at the higher frequencies, unless the line is relatively short. 

The termination at the antenna end is the only critical char- 
acteristic about the untuned line. It is the reflection from the 
antenna end which starts waves moving back toward the trans- 
mitter end. When waves moving in both directions along a 
conductor meet, standing waves are set up. 

All transmission lines have distributed inductance, capaci- 
tance and resistance. Neglecting the resistance, as it is of minor 
importance in short lines, it is found that the inductance and 
capacitance per unit length determine the characteristic or surge 
impedance of the line. Thus, the surge impedance depends 
upon the nature and spacing of the conductors, and the diel- 
ectric separating them. 

When any transmission line is terminated in an impedance 
equal to its surge impedance, reflection of energy does not 
occur, ame no standing waves are present. When the load 
termination is exactly the same as the line impedance, it simply 
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means that the load takes energy from the line just as fast as 
the line delivers it, no slower and no faster. 

Thus, for proper operation of an untuned line (with stand- 
ing waves eliminated), some form of impedance-matching 
arrangement must be used between the transmission line and 
the antenna, so that the radiation resistance of the antenna is 
reflected back into the line as a nonreactive impedance equal 
to the line impedance. It is important that the radiator itself be 
cut to exact resonance; otherwise, it will not present a pure 
resistive load to the nonresonant line. 

An untuned feeder system for amateur use may consist of 
a coaxial cable or one, two, four, or even more parallel wires. 
Increased constructional difficulties of the multi-wire type of 
line, where three or more parallel wires are used, and there is 
danger of appreciable feeder radiation from an improperly 
adjusted single-wire feeder, make the more familiar two-wire 
type of line, either twinlead or air spaced, the most satisfactory 
for general use. 


Semi-Resonant 
Parallel-Wire Lines 


A well-constructed open-wire line has 
acceptably low losses when its length is 
less than about two wavelengths even 
when the voltage standing-wave ratio is as high as 10 to 1. A 
transmission line constructed of twinlead, however, should 
have the standing-wave ratio kept down to not less than about 
3 to 1 not so much because of overall power loss but because 
the energy dissipation on the line will be localized, causing 


overheating of the line at the points of maximum-curreat..The———____ 


increased power loss resulting from reflections is plotted 
against voltage-standing-wave ratio in Figure 12. Of much 
greater importance is to make sure the line is balanced, which 


cal, or allowance made for the assymmetry. If the currents in 
the two feed wires are not equal in amplitude and exactly 
opposite in phase, there will be radiation from the line (or 
pickup by the line if used for receiving), regardless of the 
amplitude of standing waves. 

Because moderate standing waves can be tolerated on open- - 
wire lines without much loss, a standing wave ratio of 2/1 or 
3/1 is considered acceptable with this type of line, even when 
used in an “untuned” system. Strictly speaking, a line is un- 


VEN 
iN 
Wis = 


WV AAA 
LWA AY 


Ss 


MA VA A 


i 
WIRE OR TUBING 
SIZE INDICATED 


7 8.9 1.0 1.5 2 3 4 Si. 16 
INCHES, CENTER TO CENTER 


Figure 11. 


CHARACTERISTIC IMPEDANCE OF CONVENTIONAL 
TWO-WIRE OPEN LINES CONSTRUCTED OF WIRE 
OR OF TUBING. 
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Figure 12. 


INCREASED POWER LOSS FROM STANDING WAVES. 


Note that this chart cannot be used directly in terms of decibel 
loss in a transmission line. The decibels loss in the amount of 
transmission fine used if the fine were perfectly fiat can be 
determined for the frequency of operation and the “Transmis- 
sion-Line Characteristics” chart of Figure 12B. Then the decibels 
loss can be converted to per cent power loss with the aid of the 
accompanying chart, Figure 12A. When the per cent power 
loss for flat line has been determined, Figure 12 will give the 
number of times greater the per cent power loss will be when 
the standing-wave ratio on the line has been determined. 

As an example: A 100-fcot transmission line of 300-ohm twin- 
lead is being used on the 14-Mc. band. The loss in this line 
if it were perfectly flat would be 0.5 db. One-half db loss 
represents a power loss of 11 per cent. If the line is operating 
with a standing-wave ratio of 3:1 the power loss ratio is 1.4 so 
that the resulting power loss in the antenna transmission line 
would be 1.4 times 11 per cent or 15.4 per cent. In other words 
the transmission line is operating with an efficiency of 84.6 per 
cent, If there were no standing waves on the line the efficiency 

would be 89 per cent. = 


tuned, or nonresonant, only when it is perfectly “flat,” with a 
standing wave ratio of 1 (no standing waves). However, some 
mismatch can be tolerated with open-wire untuned lines, so 
long as the reactance is not objectionable, or is eliminated by 
cutting the line to approximately resonant length. 

Thus, we have a line that is a cross between a tuned and 
an untuned line. Most of the “untuned’’ open-wire lines used 
by amateurs fall in this class, because there is usually more or 
less of a mismatch at the line termination. Open-wire lines 
with a standing wave ratio of less than 3/1 may be classed as 
nonresonant, of untuned, lines, as standing waves will not 
seriously affect the operation of an untuned line unless greater 
than this in magnitude. 

The foregoing applies only to open-wire lines. The losses in 
other type lines, especially those having rubber dielectric, go 
up rapidly with the standing wave ratio, such lines being de- 
signed for perfectly “flat’’ operation. Also, the maximum power 
handling capability of lines is greatly reduced when standing 
waves are present, even though of only 2/1 or 3/1 magnitude. 
The power handling capability of an open line will still be 
very high, but other lines do not have such a high capability to 
begin with, and if being worked at full rated power may be 
punctured or overheated by the presence of moderate standing 
waves. From this we can see that every attempt should be 
made to eliminate all traces of standing waves on a low im- 
pedance, close-spaced line, especially when the power is high 
enough that there is danger of arc-over at voltage loops, or 
when the frequency is high enough that the losses are already 
so great that increased losses will be a serious item. 


12-10 Construction of Two-Wire Open Lines 


A two-wire transmission system is easy to construct. Its 
surge impedance can be calculated quite easily, and when 
properly adjusted and balanced to ground, undesirable feeder 
radiation is minimized; the current flow in the adjacent wires 
is in opposite directions, and the magnetic fields of the two 
wires are in opposition to each other. When a two-wire line 
is terminated with the equivalent of a pure resistance equal 
to the surge impedance of the line, the line becomes a non- 
resonant line. 

It can be shown mathematically that the true surge im- 
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pedance of any two-wire parallel line system is approximately 
equal to 


Zs = 276 loge = 


Where: 

S is the exact distance between wire centers in some con- 
venient unit of measurement, and 

d is the diameter of the wire measured in the same units as 
the wire spacing, S. 


2S ; : 
Since ep Peet ratio only, the units of measurement 


may be centimeters, millimeters, or inches. This makes no 
difference in the answer, so long as the substituted values for S 
and d are in the same units. 

The equation is accurate so long as the wire spacing is rela- 
tively large as compared to the wire diameter. 

Surge impedance values of less than 200 ohms are seldom 
used in the open-type two-wire line, and, even at this rather 
high value of Zs, the wire spacing S is uncomfortably close, 
being only 5.3 times the wire diameter d. 

Figure 11 gives in graphical form the surge impedance of 
any practicable two-wire line. The chart is self-explanatory, 
and sufficiently accurate for practical purposes. 


Four-Wire 
Open-Wire Lines 


Under certain conditions it is desirable to 
have the power-handling capacity of an 
open-wire line and yet have a lme whose 
characteristic impedance is of the order of 200 ohms rather 
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Figure 13. 
FOUR-WIRE LINE DESIGN TABLE. 


Sections of four-wire open line can be used very conveniently 
as quarter-wave matching sections as described in the text. 
Note that “COL. 5” for the impedance range “223, 224, 225 
ohms” should read 21 inches rather than 1g inches as shown. 


than being in the vicinity of 500 ohms for practicable two-wire 
lines. The four-wire open line has this lowered characteristic 
impedance and has been used in many applications as a 
quarter-wave matching transformer (Q section). Design data 
for four-wire lines is given in Figure 13. The four wires of 
such a transmission line are spaced on the corners of a square 
(or equally spaced on the circumference of a circle) and 
opposite wites are connected together at each end of the line. 
Make sure that the same wires are paralleled at each end of 
the transmission line section. 

The spacers for the line can be constructed from crossed 
strips of polystyrene cemented with polystyrene cement or of 
crossed strips of lucite cemented with chloroform. Plastic iced- 
tea coasters of suitable diameter can also be used as spacers. 
Experience has indicated that the spacers should be placed 
every 2 or 3 feet along the line and that the line should be 
operated under some tension to prevent twisting. The applica- 
tion of such low-impedance lines to the function of impedance 
matching is discussed in Section 12-12 of this chapter. 
Cooxial Line Several types of coaxial cable have come into 
wide use for feeding power to an antenna sys- 

tem. A cross-sectional end view of a coaxial cable (sometimes 
called concentric cable or line) is shown in Figure 14. _ 

As in the parallel-wire line, the power lost in a properly 
terminated coaxial line is the sum of the effective resistance 
losses along the length of the cable and the dielectric losses 
between the two conductors. In a well designed line using air 
or nitrogen as the dielectric, both are negligible, the actual 
measured loss in a good line being less than 0.5 db per 1000 

feet at 1 megacycle. 

Of the two losses, the effective resistance loss is the greater; 
simce it is largely due to the skin effect, the line loss (all other 


COAXIAL OR 
CONCENTRIC LINE 


D, = INSIDE DIAMETER OF 
OUTER CONDUCTOR 


D = OUTSIDE DIAMETER OF 
INNER CONDUCTOR 


SURGE IMPEDANCE IN OHMS 


RATIO OF 9t 


Figure 14. 


CURVE FOR DETERMINATION OF SURGE IMPEDANCE 
OF ANY COAXIAL LINE HAVING AIR DIELECTRIC. 


Presence of spacing insulators will lower the impedance some- 
what below the calculated value as derived from this chart. 


conditions the same) will increase directly as the square -root 
of the frequency. 

Figure 14 shows that, instead of having two conductors run- 
ning side by side, one of the conductors is placed inside of the 
other. Since the outside conductor completely shields the 
inner one, no radiation takes place. The conductors may both 
be tubes, one within the other; the line may consist of a solid 
wire within a tube, or it may consist of a stranded or solid 
inner conductor with the outer conductor made up of one or 
two wraps of copper shielding braid. 

In the type of cable most popular for amateur use the inner 
conductor consists of a heavy stranded.wire, the outer con- 
ductor consists of a braid of copper wire, and the inner con- 
ductor is supported within the outer by means of a semi-solid 
dielectric of exceedingly low loss characteristics called poly- 
ethylene. The Army-Navy designation on one size of this cable 
suitable for power levels up to one kilowatt at frequencies as 
high as 30 Mc. is AN/RG-8/U. The outside diameter of this 
type of cable is approximately one-half inch. The character- 
istic impedance of this cable type is 52 ohms, but other similar 
types of greater and smaller power-handling capacity are 
available in impedances of 75 and 95 ohms. 

When using coaxial cable it is necessary that precautions be 
taken to insure that moisture cannot enter the line. If the better 
grade of connectors manufactured for the line are employed 
as terminations, this condition is automatically satisfied. If 
connectors are not used, it is necessary that some type of 
moisture-proof sealing compound be applied to the end of the 
cable where it will be exposed to the weather. 

Nearby metallic objects cause no loss, and coaxial cable may 
be run up air ducts, wire conduit, or elevator shafts. Insulation 
troubles can be forgotten. The coaxial cable may be buried in 
the ground or suspended above ground. 

Coaxial cable, like twisted-pair cable, is most commonly 
used without a matching system. Cable is chosen to have a 
surge impedance that approximates the terminal radiation 
resistance of the antenna (point at which the line is con- 


_ nected). 


While coaxial cable is best suited to use with ground-plane 
vertical antennas, because the outside conductor is ordinarily 
grounded, it can be used successfully to feed a balanced dipole. 
This is permissible because the impedance is low, and there- 
fore no great unbalance results from such operation. The 
outer conductor of the coaxial cable connects to one half the 


182 


Antennas and Transmission Lines 


The Radio 


NON-RESONANT 
LINE 


Figure 15. 
THE DELTA-MATCHED ANTENNA SYSTEM. 


This system is sometimes called a “Y matched” doublet. For 
dimensions refer to formula in text. 


dipole, and the inner conductor connects to the other half. In 
this case, the outer conductor is often left ungrounded. 


12-11 Tuned or Resonant Lines 


-If a transmission line is terminated in its characteristic surge . 


impedance, there will be no reflection at the end of the line, 
and the current and voltage distribution will be uniform along 
the line. If the end of the line is either open-circuited or short- 
circuited, the reflection at the end of the line will be 100 per 
cent, and standing waves of very great amplitude will appear 
on the line. There will still be practically no radiation from 
the line, but voltage nodes will be found along the line, spaced 
a half wavelength. Likewise, voltage loops will be found every 
half wavelength, the voltage loops corresponding to current 
nodes. 

If the line is terminated in some value of resistance other 
than the characteristic surge impedance, there will be some 
reflection, the amount being determined by the amount of 
mismatch. With reflection, there will be standing waves (ex- 
cursions of current and voltage) along the line, though not 
to the same extent as with an open-circuited or short-circuited 
line. The current and voltage loops will occur at the same 
points along the line as with the open- or short-circuited line, 
and as the terminating impedance is made to approach the 
characteristic impedance of the line, the current and voltage 
along the line will become more uniform. The foregoing 
assumes, of course, a purely resistive (nonreactive) load. 

A well built 500- to 600-ohm transmission line may be used 
as a resonant feeder for lengths up to several hundred feet 
with very low loss, so long as the amplitude of the standing 
waves (ratio of maximum to minimum voltage along the line) 
is not too great. The amplitude, in turn, depends upon the 
mismatch at the line termination. A line of no, 12 wire, spaced 
6 inches with good ceramic or plastic spreaders, has a surge 
impedance of approximately 600 ohms, and makes an excellent 
tuned feeder for feeding anything between 60 and 6000 ohms 
(at frequencies below 30 Mc.). If used to feed a load of higher 
or lower impedance than this, the standing waves become great 
enough in amplitude that some loss will occur unless the feeder 
is kept short. At frequencies above 30 Mc., the spacing becomes 
an appreciable fraction of a wavelength, and radiation from 
the line no longer is negligible. 

If a transmission line is not perfectly matched, it should be 
made resonant, even though the amplitude of the standing 
waves (voltage variation) is not particularly great. This pre- 
vents reactance from being coupled into the final amplifier. A 
feed system having moderate standing waves may be made to 
present a nonreactive load to the amplifier either by tuning or 
by pruning the feeders to approximate resonance. 
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Figure 16. 
APPLICATION OF “DELTA-MATCH” SYSTEM FOR 
FEEDING A THREE-ELEMENT “’PLUMBERS- DELIGHT” 
TYPE OF ROTARY. 


Usually it is preferable with tuned feeders to have a current 
loop (voltage minimum) at the transmitter end of the line. 
This means that when voltage-feeding an antenna, the tuned 
feeders should be made an odd number of quarter wavelengths 
long, and when current-feeding an antenna, the feeders should 
be made an even number of quarter wavelengths long. Actu- 
ally, the feeders are made about 10 per cent of a quarter wave 
longer than the calculated value (the value given in the tables) 
when they are to be series tuned to resonance by means of a 
capacitor, instead of being trimmed and pruned to resonance. 

When tuned feeders are used to feed an antenna on more 
than one band, it is necessary to compromise and make provi- 
sion for both series and parallel tuning, inasmuch as it is im- 
possible to cut a feeder to a length that will be optimum for 
several bands. If a voltage loop appears at the transmitter end 
of the line on certain bands, parallel tuning of the feeders will 
be required in order to get a transfer of energy. It is impossible 
to transfer energy by inductive coupling unless current is flow- 
ing. This is effected at a voltage loop by the presence of the 
resonant tank circuit formed by parallel tuning of the antenna 
coil. 


12-12 Matching Nonresonant Lines 


to the Antenna 


From the standpoint of economy and efficiency, the most 
practical untuned line is a parallel-wire line having a surge 
impedance of from 300 to 600 ohms. Unfortunately, it is sel- 
dom that the antenna system being fed has an impedance of 
similar value either at a current loop or at a voltage loop. It 
is somethimes necessary, with current-fed antennas, to match 
the line to an impedance as low as 8 or 10 ohms, while with 
voltage-fed antenna systems and arrays, it is occasionally nec- 
essary to match the line to an impedance of many thousands 
of ohms. There are many ways of accomplishing this, the more 
common and most satisfactory methods being discussed here. 


Delta-Matched 
Antenna System system is shown in Figure 15. The imped- 
ance of the transmission line is transformed 
gtadually into a higher value by the fanned-out Y portion of 
the feeders, and the Y portion is tapped on the antenna at 


points where the antenna impedance is a compromise between | 


the impedance at the ends of the Y and the impedance of the — 


unfanned portion of the line. 
The constants of the system are rather critical, and the an- 


tenna must resonate at the operating receeney in order to 2 
ie 


“ae 


The delta type matched-impedance antenna : 
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minimize standing waves on the line. Some slight readjustment 
of the taps on the antenna is desirable, if appreciable standing 
waves persist in appearing on the line. It is almost impossible 
to get the standing wave ratio below 2/1 with this system, and 
as standing waves of this order are not objectionable on an 
open line if it is cut to such a length that it is non-reactive, 
this ratio is considered as indicating the best match that can 
be expected with a “Y” or delta-matched doublet. 
The constants are determined by the following formulas: 
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where L is antenna length; D is the distance in from each end 
at which the Y taps on; E is the height of the Y section. 

As these constants are correct only for a 600-ohm transmis- 
sion line, the spacing S of the line must be approximately 75 
times the diameter of the wire used in the transmission line. 
For no. 14 B & S wire, the spacing will be slightly less than 5 
inches. For no. 12 B & S, the spacing should be 6 inches. This 
system should never be used on either its even or odd har- 
monics, as entirely different constants are required when more 
than a single half wavelength appears on the radiating portion 
of the system. 


Using Delta Match 
to Parasitic Arrays 


The delta match is one of the two most 
popular systems for feeding a parasitic 
array such as the three-element and four- 
element rotaries. The other commonly-used system is the 
T-match which is discussed in the following section. Experi- 
ence has shown that the adjustment for accurate match be- 
tween the transmission line and the driven element of the 
array must be made by the cut-and-try process for minimum 
standing waves. An adjustment which has given low standing 
waves on a 480-ohm line (no. 12 wire spaced 2 inches) is to 
have the line tapped on 24 inches each side of the center of 
the array, with the drop to the first spreader (dimension E in 
Figure 15) of about 40 inches. These dimensions are for a 
28-Mc. three-element parasitic array with 0.15 wavelength 
spacing between driven element and either of the other two 
elements. These dimensions can be used as a starting point, and 
the exact adjustment determined by cut-and-try from these 
dimensions. The dimensions should of course be doubled for 
a 14-Mc. array. 
Multi-Wire Doublets © When a doublet antenna or the driven 
element in an array consists of more 
than one wire or tubing conductor the radiation resistance of 
the antenna or array is increased slightly as a result of the 
‘increase in the effective diameter of the element. Further, if we 
split just one wire of such a radiator, as shown in Figure 17, 
the effective feed-point resistance of the antenna or array will 
be increased by a factor of N* where N is equal to the number 
of conductors, all in parallel, of the same diameter in the 
array. Thus if there are two conductors of the same diameter in 
the driven element or the antenna the feed point resistance will 
be multiplied by 2° or 4. If the antenna has a radiation resist- 
ance of 75 ohms its feed-point resistance will be 300 ohms— 
this is the case of the conventional folded-dipole as shown in 
Figure 17B, It is common practice to construct a folded dipole 
of 300-ohm twinlead both for the flat top and for the feeder. 
The length of the flat top is calculated in the~ conventional 
manner as though wire were being used since the two conduc- 
tors in the flat top are essentially at the same r-f potential— 


“TWIN-LEAD” FLAT-TOP OR 
CONDUCTORS SPACED 1” TO 12” 


*TWIN-LEAD” 


300 OHMS 
ANY LENGTH 
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300-600 
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ORIVEN ELEMENT 


“T*” MATCHING SECTION 


306-600 
OHM FEEDERS 


Figure 17. 
DEVELOPMENT OF “T-MATCH” SYSTEM FOR FEED- 
ING DRIVEN ELEMENT OF PARASITIC CLOSE-SPACED 
ARRAY. 


Drawing (A) above shows a half-wave doublet made up of two 
parallel wires. If one of the wires is broken as in (B) and the 
feeder connected, the feed-point impedance is multiplied by 
four; such an antenna is commonly cailed a “folded doublet’. 
The feed-point impedance for a simple half-wave doublet fed 
in this manner is approximately 300 ohms, depending upon 
antenna height. Drawing (C) shows how the feed-point im- 
pedance can be multiplied by a factor greater than four by 
making the half of the element that is broken smaller in 
diameter than the unbroken half. An extension of the principles 
of (B) and (C) is the arrangement shown at {D) where the 
section into which the feeders are connected is considerably 
shorter than the driven element. This system is most con- 
venient when the driven element is too long (such as for a 
28-Mc. or 14-Mc. array) for a convenient mechanical arrange- 
ment af the system shown at (C). Suggested dimensions for 
the “T-match” section of (D) are given in the text. 


hence the lowered velocity of propagation characteristic of 
twinlead when it is used as a feeder, where the two leads of 
the feeder are 180° out of phase, does not apply when twin- 
lead is used as the flat top in a folded dipole. The equation 
for calculating antenna length was given in several forms in 
Section 12-1 at the first of this chapter. The two conductors 
at each end of the twinlead flat top are connected together, 
and one of the conductors in the center of the flat top is broken 
and the two leads thus obtained are connected to the 300-ohm 
twinlead transmission line going to the transmitter. 

If three wires are used in the driven radiator the feed-point 
resistance is increased by a factor of 9; if four wires are used 
the impedance is increased by a factor of 16, and so on. In 
certain cases when feeding a parasitic array it is desirable to 
have an impedance step up different from the value of 4:1 
obtained with two elements of the same diameter and 9:1 
with three elements of the same diameter. Intermediate values 
of impedance step up may be obtained by using two elements 
of different diameter for the complete driven element as shown 
in Figure 17C. If the conductor that is broken for the feeder 
is of smaller diameter than the other conductor of the radiator, 
the impedance step up will be greater than 4:1. On the other 
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hand if the /arger of the two elements is broken for the feeder 
the impedance step up will be /ess than 4:1. 

As an example of the use of the system shown in Figure 17C, 

the following parasitic array was tested: frequency, 50-Mc. 
band; 0.2 wavelength spacing between reflector and driven 
element, between driven element and first director, and between 
first and second director. With the driven element and all 
parasitic elements constructed from 1-inch dural tubing, and 
with a full-length piece of quarter-inch copper tubing below 
the driven element as shown in Figure 17C, an excellent match 
with low standing waves was obtained with 300-ohm twinlead 
feeder connected in the center of the piece of 14-inch copper 
tubing. The spacing between the outsides of the ¥%-inch sec- 
tion and the 1-inch section of the driven element was 1 inch. 
Should this array be scaled up or down for use on another 
band the dimensions for the diameters and spacing for the two 
pieces which make up the driven element should not be 
changed. 
The “T’ Match A method of matching a low-impedance 
transmission line to the driven element of a 
parasitic array which is meeting with increasing favor is the 
“T’" match as illustrated in Figure 17D. This method is an 
adaptation of the multi-wire doublet principle which is more 
practicable for lower-frequency parasitic arrays such as those 
for use on the 14-Mc. and 28-Mc. bands. In the system a sec- 
tion of tubing of the same diameter as the driven element is 
spaced about 1 inch from the driven element by means of 
clamps which hold the “T” section mechanically and which 
make electrical connection to the driven element. The length 
of the “T”’ section is normally between 24” and 40” each side 
of the center of the driven dipole for the case of feeding a 3- or 
4-element array from 300- to 600-ohm transmission line when 
the array is operating on the 28-Mc. band. These dimensions 
either side of center are of course doubled for the 14-Mc. band. 
It is well to allow for an adjustment out to 4 feet either side 
of center on the “T”’ section for a 28-Mc.-antenna. 

One particular array constructed for the 28-Mc. band ended 
up with the following dimensions for minimum standing waves 
of a 300-ohm twinlead feeder: three-element array with 0.2 
spacing between elements; tubing diameter for all elements, 
14-inch dural; spacing between “T” section and driven ele- 
ment, 2”; gap between inside faces of “T” section where feeder 
is attached, 4 inch; length of “‘T” section either side of cen- 
ter 40”. 


‘If one wire is removed from the delta- 
matched impedance antenna of Figure 15 
and the remaining feeder is moved along 
the doublet to the point giving the lowest standing-wave ratio 
on the single feed wire, the system will still work satisfactorily. 
However, there will be an appreciable amount of radiation 
from the feeder, even with the best possible match, and for 
this reason a single-wire feeder is never used to feed directive 
antenna arrays, and is used primarily for portable and emer- 
gency work. 

A single-wire feed line has a characteristic surge impedance 
of from 500 to 600 ohms, depending upon the diameter of the 
feeder wire. This type feeder makes use of the earth as a return 
circuit through the earth’s capacitance effect to the antenna 
and feeder. The actual earth connection to the transmitter may 
have a relatively high resistance without causing appreciable 
loss of r-f energy. 

The feeder is normally attached to the radiator about 1/6 
or 1/7 of a half wavelength from the center. 

The single-wire-fed antenna not only works well on its 
fundamental, but is a good radiator on its various harmonics. 
For this reason, this type antenna system should not be used 
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Figure 18. 
MATCHING-STUB APPLICATIONS. 


(A) Half-wave antenna with quarter-wave matching stub. 

(B) Center-fed half-wave antenna with half-wave matching stub. 

(C) Center-fed half-wave antenna with stub line cut to exact 
length without shorting bar. 

(D) Two half-wave sections in phase with quarter-wave stub. 


on the low- and medium-frequency bands, unless a harmonic- 
suppressing antenna coupler is used to prevent radiation of 
harmonics. 

A single-wire ae also can be used to feed a quarter-wave 
vertical Marconi radiator. The best point of attachment for 
the feeder should be determined by cut and try. Normally it 
will be about 1 of the way up the radiator. 


12-13 Matching Stubs 


By hanging a resonant length of Lecher wire line (called a 
matching stub) from either a voltage or current loop and 
attaching parallel-wire nonresonant feeders to the resonant 
stub at a suitable voltage (impedance) point, standing waves 


on the line may be virtually eliminated. The stub is made to © 


serve as an autotransformer. Thus, by putting up a half-wave 
zepp with quarter-wave feeders at a distance from the trans- 
mitter, and attaching a 600-ohm or 300-ohm line from the 
transmitter to the zepp feeders at a suitable point, we have a 
stub-matched antenna. The example cited here is commonly 
called a J antenna, especially when both radiator and stub are 


vertical. Many variations from this example are possible; stubs 


are particularly adapted to matching an open line to certain 
directional arrays, as will be described later. 


Voltage Feed When the stub attaches to the antenna at a 


voltage loop, the stub should be a quarter 
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wavelength long electrically, and be shorted at the bottom end. 
_ The stub can be resonated by sliding the shorting bar up and 
down before the nonresonant feeders are attached to the stub, 
the antenna being shock-excited from a separate radiator dur- 
ing the process. Slight errors in the length of the radiator can 
be compensated for by adjustment of the stub if both sides of 
the stub are connected to the radiator in a symmetrical man- 
ner. Where only one side of the stub connects to the radiating 
system, as in the J antenna example given here, the radiator 
length must be exactly right in order to prevent excessive un- 
balance in the untuned line. 

If only one leg of a stub is used to voltage-feed a radiator, 

it is impossible to secure a perfect balance in the transmission 
line due to a slight inherent unbalance in the stub itself when 
one side is left floating. This unbalance should not be aggra- 
vated by a radiator of improper length. 
Current Feed When a stub is used to current-feed a radiator, 
the stub should either be left open at the bot- 
tom end instead-of shorted, or else made a half wave long. The 
open stub should be resonated in the same manner as the 
shorted stub before attaching the transmission line; however, in 
this case, it is necessary to prune the stub to resonance, as there 
is no shorting bar. 


Sometimes it is handy to have a stub hang fon the radiator — 


to a point that can be reached from the ground, in order to 

facilitate adjustment of the position of the transmission-line 

attachment. For this reason, a quarter-wave stub is sometimes 

- made three-quarters wavelength long at the higher frequencies, 
in order to bring the bottom nearer the ground. Operation with 
any odd number of quarter waves is the same as for a quarter- 
wave stub. 

Any number of half waves can be added to either a quarter- 
wave stub or a half-wave stub without disturbing the opera- 
tion, though losses will be lowest if the shortest usable stub 

is employed. This can be fully understood by inspection of the 
accompanying table. 


Stub Length 
(Electrical) 


Current-Fed 
Radiator 


Voltage-Fed 
Radiator 


Shorted 


W4-34-1Y4-etc. Open 


wavelengths 


Va-1-1Y2-2-etc. 
wavelengths 


Shorted Open 


When the antenna requires a shorted stub 
(odd number of quarter waves if the an- 
tenna is voltage-fed, or an even number if 
the radiator is current-fed), the tuning procedure is as follows: 

Shock-excite the radiator (or one of the half-wave sections, 
if harmonically operated) by means of a makeshift doublet 
strung directly underneath where possible, and just off the 
ground a few inches, connected to the transmitter by means of 
any kind of twisted-pair or open line handy. 

With the feeders and shorting bar disconnected from the 
stub, slide along an r-f milliammeter or low-current dial light 
at about where you calculate the shorting bar should be, and 
find the point of maximum current (in other words, use the 
meter or lamp as a shorting bar). 

MAKE SURE IT IS IMPOSSIBLE FOR PLATE VOLTAGE 
TO BE ON THE FEED LINE BEFORE ATTEMPTING 
THIS PROCEDURE. Inductive coupling to the final amplifier 
by means of a few turns of high tension ignition wire is recom- 
‘mended during any tuning-up process where the operator must 
come in contact with the antenna or feeders. 

It is best to start with reduced power to the transmitter, until 
you see how much of an indication you may ‘expect; otherwise, 


Shorted-Stub 
Tuning Procedure 


the meter or lamp may be blown on the initial trial. The lamp 
or meter leads should be no pi than necessary to reach 
across the stub. 

After finding the point of maximum current, remove the 
lamp or meter and connect a piece of wire across the stub at 
that point. 

Starting at a point about a quarter of a quarter wave (8 feet 
at 40 meters) from the shorting bar, connect the feeders to 
the stub. Then, move the feeders up and down the stub until 
the standing waves on the line are at a minimum. The make- 
shift doublet should, of course, be disconnected and the regular 
feeders connected to the transmitter during this process. Slight 
readjustment of the shorting bar will usually result in further 
improvement. 

The standing wave indicator may be either a voltage device, 
such as a neon bulb, or a current device, such as an r-f milliam- 
meter connected to a pickup coil. A high degree of accuracy 


is not required. 


The following rule will indicate in which direction the feed- 
ers should be moved in an attempt to minimize standing waves: 
If the current increases on the transmission line as the indicator 
is moved away from the point of attachment to the stub, the 
feeders are attached too far from the shorting bar, and must 
be moved closer to the shorting bar; if the current decreases, 
the feeders must be attached farther from the shorting bar. 


Open-Ended Stub 
Tuning Procedure 


If the antenna requires an open stub (even 
number of quarter waves if the antenna is 
voltage-fed, odd number of quarter wayes 
if it is current-fed), the tuning procedure is as follows: 
Shock-excite the radiator as described for tuning a shorted- 
stub system, feeders disconnected from the stub, and stub cut 


- slightly longer than the calculated value. Place a field strength 


meter (the standing wave indicator can be very easily con- 
verted into one by addition of a tuned tank) close enough to 
one end of the radiator to get a reading, and as far as possible 
from the makeshift exciting antenna. Now, start folding and 
clipping the stub wires back on themselves a few inches at a 
time, effectively shortening their length, until you find the 
peak as registered on the field meter. 

Next, attach the feeders to the stub as described for the 
shorted-stub system, but, for the initial trial connection, the 


feeders will attach at a distance more nearly three-quarters of 


a quarter wave from the_end of the stub instead of a quarter 
of a quarter wave, as is the case for a shorted stub. After 
attaching the feeders, move them along the stub as necessary 
to minimize standing waves on the line. If sliding the feeders 
along the stub a few inches makes the standing waves worse, 
it means the correct connecting point is in the other direction. 

After the optimum point on the stub is found for the feeder 
attachment, the length of the stub can be “touched up” for a 
final adjustment to minimize standing waves. This is advisable 
because the attachment of the feeder often detunes the stub 
slightly. 


When a stub is used to match a line to 
an impedance of the same order of im- 
pedance as that of the surge impedance 
of the stub and line (assuming the stub and line use the same 
wire size and spacing), it will be found that attaching the 
feeders to the stub introduces a large amount of reactance. The 
length of the stub then must be altered considerably to restore 
resonance. 

Unfortunately, alteration of the stub length requires that 
the position of attachment of the feeders be readjusted. Con- . 
sequently, the adjustment entails considerable juggling of both 


Important Note 
on Stub Adjustment 


. stub length and point of feeder attachment, in order to mini- 


mize both reactance and standing waves. 
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Quarter-wave 
in matching section 
Kilocycies | or stub 
3500 70°3” 133'7" 
3600 68'5” 129/10” 
3700 67'6" 126'4” 
3800 i 64'10" 123° 
3900 63/1" 119/10” 
3950 62'3" 1 8’4°' 
4000 616" 116'10” 


Frequency Half-wave 
radiator 


7000 1 re 66'9" 

7150 34'5"” 65°4" 

7300 338” 64' 
14,000 a 177" 33°5” 


14,200 | 1774” 32°11" 
14,400 Ale 326" 
28,000 89" 16'8” 
28,500 87" | 16'5" 

29,000 | 8'6" 16/1” 
29,500 8'4" 15/10” 


DIMENSIONS FOR HALF-WAVE RADIATOR AND 
QUARTER-WAVE MATCHING STUB OR Q SECTION. 


If a shorted stub is used to feed an impedance of more than 
3 times that of the surge impedance of the stub and line, this 
effect will be negligible, and it is not absolutely necessary that 
the stub length be readjusted after the feeders are attached. 
Likewise, the length of an open stub need not be altered after 
attachment of the feeders, if the stub feeds an impedance of 
less than ¥4 that of the surge impedance of the stub and line. 

As a practical example, this means that if a 600-ohm line 
and shorted stub are used to feed an impedance of more than 
1800 ohms, the length of the stub need not be readjusted after 
the feeders are attached (in order to eliminate objectionable 
reactance). If the stub feeds an impedance of less than 1800 
ohms, attachment of the feeders to the stub will detune the 
stub appreciably, making readjustment of the stub length 
absolutely necessary. 

When not sure of the exact order of impedance into which 
the stub works, it is always advisable to try “touching up” the 
stub length after the feeders are attached. 


Two-Frequency 
Stub Matching 


It is practicable to use matching stubs to 
match an untuned line to an antenna or 
array on two frequencies. The frequencies 
need not be harmonically related if the antenna itself is capable 
of good efficiency on both frequencies. However, the fre- 
quencies should be in a ratio not exceeding 4/1 nor less than 
1.3/1. 

The arrangement is illustrated in Figure 19. The system is 
tuned up on the lowest frequency for minimum standing waves 
by means of adjusting the length and point of attachment of 
stub “A,” stub “B”’ not yet being connected. After the standing 


waves are reduced to a negligible value, the transmitter is 


changed to the higher frequency. Stub “B,”’ which is a quarter 
wave long on the /ower frequency, then is attached experi- 
mentally, and the point of attachment varied until standing 
Waves are at a minimum on the higher frequency. Because stub 
““B” is exactly a quarter wave long on the lower frequency, its 
attachment will have virtually no effect upon the operation of 
the antenna system at the lower frequency. 

It should be kept in mind that stub “A”’ is tuned by varying 
the distances XY and AY; the stub does not “hang over” as 
does stub “B.”” The overall length of stub “B” is not altered; 
only the distances XZ and BZ are varied when adjusting for 
minimum standing waves on the higher frequency. It is pos- 
sible that the position of the two stubs will be reversed from 
that shown in Figure 19. This depends upon the particular 
antenna being fed, and the characteristic impedance of the 
feed line. 


300-600 OHMS 


Figure 19. 


TWO-FREQUENCY STUB-MATCHED ANTENNA 
SYSTEM. 


Any antenna which has a radiating system capable of efficient 

operation on two widely separated frequencies may be matched 

to an open wire transmission line on both frequencies by use of 

two “reactance stubs” as shown here. Operation and adjustment 
are explained in the text. 


Many simple devices can be used for detect- 
ing the presence and approximate ratio of 
standing waves on a feed line. A 1-turn 
pickup loop, about 4 or 5 inches in diameter, may be attached 
to a current indicator, such as a small Mazda bulb or an r-f 
thermogalvanometer, to indicate current excursions along the 
line. The device should be attached to the end of a wood stick 
at least a foot long in order to minimize body capacitance. The 
loop is moved along the line in inductive relation to the feed 
line, care being taken to see that the loop always is in exactly 
the same inductive relation to the line. It should be kept in 
mind that this type of indicator is a current indicator. 

A small neon bulb also may be used to indicate standing 
waves on a feed line. In this case, the indicator works on 
voltage, and it should be kept in mind that the voltage on the 
line normally is highest where the current is lowest. This type 
of indicator is operated by touching various parts of the bulb 
to one feeder wire until an indication of medium brilliancy is 
obtained. The bulb is then slid along the wire, in exactly the 
same position and point of contact with the wire. If the enamel 
insulation is not intact on all portions of the wire and the wire 
is exposed in spots, deceptive “bumps” will be noticed. The 
wire should be either uniformly insulated or uniformly bare 
throughout its length; otherwise, it will be necessary to. place 
a thickness of insulating material over the exposed metal parts 
of the neon bulb, the bulb then working by virtue of capaci- 
tance to the wire, rather than direct contact. 

If it is desired to measure the exact rather than relative 
standing wave ratio and an r-f meter is not available, a low 
range d-c milliammeter may be used instead, if a suitable 
rectifier is placed in series with the d-c meter. A 0-1 ma. d-c 
milliammeter in series with a 1N34 crystal rectifier is com- 
monly used. As noted before, this type of indicator is a current 
indicator. 

If a considerable amount of antenna and feeder work is 
planned or in progress, a direct-reading standing-wave indi- 
cator such as is described in Chapter 31 may be constructed, 
or a manufactured instrument for making such measurements 
may be purchased. 


Standing Wave 
Indicators 
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A resonant quarter-wave line has the unusual property of 
acting much as a transformer. Let us take, for example, a sec- 
tion consisting of no. 12 wire spaced 6 inches, which happens 
to have a surge impedance of 600 ohms. Let the far end be 
terminated with a pure resistance, and let the near end be fed 
with radio-frequency energy at the frequency for which the line 
is a quarter wavelength long. If an impedance measuring set 
is used to measure the impedance at the near end while the 
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impedance at the far end is varied, an interesting relationship 
between the 600-ohm characteristic surge ‘impedance of this 
particular quarter-wave matching line, and the impedance at 
the ends will be discovered. 

When the impedance at the far end of the line is the same 
as the characteristic surge impedance of the line itself (600 
ohms ), the impedance measured at the near end of the quarter- 
wave line will also be found to be 600 ohms. 

Under these conditions, the line would not have any stand- 
ing waves on it, due to the fact that it is terminated in its 
characteristic impedance. Now, let the resistance at the far end 
of the line be doubled, or changed to 1200 ohms. The imped- 
ance measured at the near end of the line will be found to have 
been cut in half, to 300 ohms. If the resistance at the far end 
is made half the original value of 600 ohms or 300 ohms, the 
impedance at the near end doubles the original value of 600 
ohms, and becomes 1200 ohms. As one resistance goes up, the 
other goes down proportionately. 

It always will be found that the characteristic surge imped- 
ance of the quarter-wave matching line is the geometric mean 
between the impedance at both ends. This relationship is shown 
by the following formula: 


Zus = V Za Zu 


where 

Zaus = Impedance of matching section. 
‘Zs = Antenna resistance. 

Zi, = Line impedance. 


Quarter-Wave The impedance inverting character- 
transmission line is widely used by 
making such a section of line act as a quarter-wave trans- 
former. The “Johnson Q” feed system is a widely known 


application of the quarter-wave transformer to the feeding of 
~ a dipole antenna and array consisting of two dipoles. How- — 


ever, the quarter-wave transformer may be used in a wide 
number of applications wherever a transformer is required to 
match two impedances whose geometric mean is somewhere 
between perhaps 25 and 750 ohms when transmission line sec- 
tions can be used. Paralleled coaxial lines may be used to 
obtain the lowest impedance mentioned, and open-wire lines 
composed of small conductors spaced a moderate distance may 
be used to obtain the higher impedance. A short list of imped- 
ances which may be matched by quarter-wave sections of 
transmission line having specified impedances is given below. 


Load or Ant. 
Impedance 


Feed-Line 
impedance 


Quarter- 
Wave 
Transformer 
Impedance 


The impedance values from 20 to 50 ohms are obtained in 
the center of the driven element of a wide-spaced (0.2 wave- 
length or so) parasitic array or at the bottom of the stub of a 
“flat-top beam.” 75 ohms represents the average center imped- 
ance of a half-wave doublet, and 100 ohms represents the 
approximate center impedance of one half wave of a full-wave 
antenna. Impedance values of 75 and 150 ohms can of course 
be obtained in Amphenol Twin-Lead, 100 and 200 ohms can be 
obtained, though less readily, in twinlead of other manufac- 
ture. Impedance values from 175 to 275 ohms can readily be 
obtained either from a four-wire line or from large-diameter 
dural or aluminum tubing spaced closely together (“‘Q Bars’). 


a} 


Q MATCHING SECTION 


UNTUNED LINE 
ANY LENGTH 


Figure 20. 
HALF-WAVE RADIATOR FED BY “Q BARS”. 


The Q matching section is simply a quarter-wave transformer. 

The transformer may be made of parallel tubing, a four-wire line, 

or a section of twinlead of the 150-ohm type. The length of the 

section is equal to one-quarter wavelength at the operating 

frequency, multiplied by the factor Vr (relative velocity of 

propagation) of the particular type of quarter-wave matching 
transformer to be used, 


Johnson-Q 
Feed System 


The standard form of Jchnson-Q feed to a 
doublet is shown in Figure 20. An impedance 
match is obtained by utilizing a matching sec- 
tion, the surge impedance of which is the geometric mean 
between the transmission line surge impedance and the radia- 
tion resistance of the radiator. A sufficiently good match usu- 
ally can be obtained by either designing or adjusting the 


__Metching Transformers __istic_of a quarter-wave section of __matching-seetion-for-a-dipole to-have-a-surge-impedance-that 


is the geometric mean between the line impedance and 72 ohms, 
the latter being the theoretical radiation resistance of a half- 
wave doublet either infinitely high or a half wave above a 


__ perfect. ground. _ ; 


i 


Though the radiation resistance may depart somewhat from 
72 ohms under actual conditions, satisfactory results will be 
obtained with this assumed value, so long as the dipole radi- 
ator is more than a quarter wave above effective earth, and 
reasonably in the clear. The small degree of standing waves 
introduced by a slight mismatch will not increase the line losses 
appreciably, and any smal] amount of reactance present can be 
tuned out at the transmitter termination with no bad effects. 
If the reactance is objectionable, it may be minimized by 
making the untuned line an integral number of quarter waves 
long. 

A Q-matched system can be adjusted precisely, if desired, 
by constructing a matching section to the calculated dimensions 
with provision for varying the spacing of the Q section con- 
ductors slightly, after the untuned line has been checked for 
standing waves. 

The Q section usually will require about 200 ohms surge 
impedance when used to match a half-wave doublet, actually 
varying from about 150 to 250 ohms with different installa- 
tions. This impedance is difficult to obtain with a two-wire 
line, as very close spacing would be required. For this reason, 
either a four-wire line or a line consisting of two half-inch 


PARALLEL TUBING SURGE IMPEDANCE FOR MATCHING 


SECTIONS. 

Center to ie impedance Impedance 
Center / in Ohms in Ohms 
Spacing for VY” | for 4” 

in Inches Diameters | Diameters 

1 170 250 
1.25 | 188 H 277 
1.5 207 298 
1.75 225 318 
2 248 335 
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aluminum tubes is ordinarily used. The four-wire section has 
the advantage of lightness and cheapness, and can be used 
where the approximate radiation resistance is known with cer- 
tainty, thus making it possible to design the matching section 
for a certain value of surge impedance with some assurance 
that it will turn out to be sufficiently accurate. 

The apparent complexity of the Q-matched dipole comes 
from the large number of antennas and lime combinations 
which the Q section is able to match. 

The untuned transmission line between the transmitter and 
the input, or lower end of the Q section, can be any length 
(within reason). 
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A receiving antenna should feed as much signal and as little 


Receiving Antennas 


noise—both man-made and atmospheric—to the receiver as 


possible. Placing the antenna as high as possible and away from 
house witing, etc., will provide physical discrimination if a 
transmission line is used which has no signal pickup. Using a 
resonant antenna will provide frequency discrimination, atten- 
uating signals and noise on frequencies removed from the 
resonant frequency of the antenna. Using a directional antenna 
will provide directional discrimination, attenuating signals and 
noise reaching the antenna from directions removed from that 
of the station transmitting the desired signal. 

The ideal antenna has these 3 kinds of discrimination: physi- 
cal, frequency, and directional, which will thus deliver the 
most signal and the least amount of noise to the input circuit 
of the receiver. Such an antenna connected to a mediocre re- 
ceiver will give better results than will the best receiver made, 
working on a mediocre antenna. 

All of the transmitting antennas previously described are 
suitable for receiving. A good transmitting antenna meets all 
three of the desirable requirements set forth above. For this 
reason, an amateur is seldom justified in erecting a separate 
antenna system for the purpose of receiving. A d-p-d-t relay 
designed for r-f use, working off the send-receive switch or the 
communications switch on the receiver, can be used to throw 
whatever transmitting antenna is being used at the time to the 
receiver input terminals. 

Fortunately, the antenna that delivers the best signal into a 
certain locality will also be best for receiving from that locality, 
and, conversely, the antenna which provides the best received 
signal will be best for transmitting to the same locality. In 
fact, a rotary antenna can be aimed at a station for maximum 
gain when transmitting by the simple expedient of rotating 
the array for maximum received signal. 

As most man-made noise is essentially vertically polarized, 
an antenna or array with horizontal polarization will give 
minimum noise pickup from that source. For this reason, an 
attay with horizontal polarization is advisable when it is to be 
used not only for transmission but also for reception. 

The problem of noise pickup is most important because it is 
the signal-to-noise ratio that limits the signals capable of being 
received satisfactorily. No amount of receiver amplification 
will make a signal readable if the noise reaching the receiver 
is as loud as the signal. Peak-limiting devices will improve 
reception when trouble is experienced from short- pulse popping 
noises, such as auto ignition interference. But no electrical 
device in the receiver is of avail against the steady buzzing, 
frying noises present in most urban districts. 

For the latter type of interference, caused by power leaks, 
defective neon signs, etc., a recently developed modification of 
an old principle is oftentimes of considerable help. A noise 
antenna, a short piece of wire placed so as to pick up as much 
of the interfering noise and as little of the desired signal as 
possible, is fed to the input of the receiver out of phase with 
the energy received from the main antenna. By proper adjust- 


OPEN END 
OF WIRES ANTENNA RECEIVER 
COIL COIL 
“CLOSED END FARADAY 
== OF WIRES SCREEN 


2 


Figure 21. 
FARADAY ELECTROSTATIC SHIELD. - 


ment of coupling and experimentation with the length and 
placement of the noise antenna, it is sometimes possible to 
eliminate the offending noise completely. The system of noise 
bucking is described in Chapter 5 under Novse Suppresston, 


More care has to be taken in coupling a trans- 
mission line to a receiver than to a transmitter. 


Stray Pickup 


The whole antenna system, antenna and transmission line, may’ 


tend to act as a Marconi antenna to ground, by virtue of capac- 
ity coupling. When transmitting, this effect metely lowers the 
maximum discrimination of a directive array with but little 
effect on the power gain; with a nondirectional antenna, noth- 
ing will even be noticed when there is a very slight amount of 
Marconi effect. But if the effect is present when recerving, 
there is little point in using an antenna’ removed as far as pos- 
sible from noise sources, because the transmission line itself 
will pick up the noise. 


There are two simple ways of avoiding 
the Marconi effect. The first method calls 
for a grounded Faraday screen between 
the antenna coil of the receiver and the input grid circuit. This 
eliminates all capacity coupling. This type of electrostatic 
screen can be constructed by winding a large number of turns 
of very small insulated wire on a piece of cardboard which has 
first been treated with insulating varnish. The wire is wound 
on, then another coating of varnish is applied. 

After it has dried, one edge is trimmed with tin snips or 
heavy shears, and the wires are soldered together along the 
opposite edge. The screen is placed between the two coils and 
grounded. If properly made, it has little effect on the inductive 
coupling, as there are no closed loops. 


Faraday 
Electrostatic Shield 


The second method calls for a center- 
tapped antenna coil with the center tap 
grounded. If the coil is not easily accessible, a small center- 
tapped coil of from 5. to 30 turns is connected across the an- 
tenna input to the receiver, and the center tap grounded. While 
not critical, the best number of. turns depends upon the type 
of transmission line, the frequency, and the turns on the an- 
tenna coil in the receiver. For this reason, the correct number 
of turns can best be determined by experiment. 

The center tap must be at the exact electrical center of the 
coil. The coil may be scramble wound, and made self-support- 
ing by means of adhesive tape. It should be borne in mind that 
a twisted-pair or open two-wire line will work correctly only 
if the receiver has provision for balanced (doublet) input. This 
is especially true of the latter type of line. If one side of the 
input or antenna coil is grounded inside the receiver, the 
ground connection must be broken and moved to the center of 
the coil, or an external balancing coil may be used. 


Balancing Coils 


Impedance 
Matching 


Another thing to take into consideration is the 
impedance of the input circuit of the receiver. 
If the receiver has high impedance input, it will 
not give maximum performance when a twisted-pair line is 
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Figure 22. 


“AUTOTRANSFORMER” IMPEDANCE-MATCHING 
COIL. 


The match between a two-wire line and any receiver input can 
often be improved by means of a coupling autotransformer as 
shown. The best points to tap can be determined by experi- 
ment. The antenna transmission line clips should always be 
tapped the same number of turns each side of center. When 
the receiver has a balanced input the secondary turns should 
also be tapped the same number of turns each side of center. « 
When the receiver has an unbalanced input or a coaxial input 
one lead to the receiver should be connected to the grounded 
center of the coil and the other lead tapped up and down until 
the best point is found. 


Oftentimes a further improvement can be obtained, as discussed 

in the text, by tuning the coil with a small variable capacitor 

and coupling the antenna transmission line and the receiver 
input to the tuned circuit by means of separate links. 


used. If it has low impedance input, it will not give maximum 
performance with an open-wire line. Most receivers are de- 
signed with 200- to 300-ohm (medium impedance) input, and 
will work well with either type line. However, the performance 
can sometimes be improved by incorporating an impedance 
matching transformer, even when the receiver has medium 
impedance (300 ohms) input. 

Such a transformer is illustrated in Figure 22. If the line is 
of lower impedance than the receiver input, the line should be 
tapped across the fewer number of turns to provide the desired 
impedance step up. If the line is of higher impedance, the 
converse applies. Often the coupler will work better if a 
variable condenser is placed across the entire coil to tune 
it to resonance. 

If the line impedance is lower than that of the receiver, the 
receiver should be tapped across more turns than the line. If 
_ the line impedance is higher than that of the receiver input, 

the converse applies. : 

Under certain conditions improved results over those ob- 
tainable with the circuit of Figure 22 can be had by tuning the 
coupling coil. With the tuned arrangement separate links are 
placed around the tuned circuit for the antenna transmission 
line and the leads to the receiver. The capacitor which tunes 
the coil can usually be tuned for the center of the band and left 

-at that adjustment for the entire band. Variation in the num- 
ber of turns on the antenna link and on the link which goes 
to the receiver will make it possible to obtain an optimum 
match between the antenna transmission line and the input 
circuit of the receiver. This circuit arrangement is particularly 
useful when the receiver has a very low input impedance. 
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As a radiation field contains a magnetic component, it is 
readily apparent that a coil of wire placed in the proper induc- 
tive relation to the magnetic component will serve as an an- 
tenna. The efficacy as a pickup antenna is low, as compared 
to a regular receiving antenna, but because of its compactness 
and directional characteristics, the loop often is used as a 
portable antenna, or as a direction indicator. 

The loop may be in the form of a circle, square, or rectangle 
whose length and width are not too widely different. It may 
be wound in the form of a solenoid, or in the form of a “pan- 
cake” helix. For true loop operation, however, the circumfer- 
ence of the loop should not be more than a small fraction of a 
wavelength. 

The loop may be either resonant or non-resonant, though 
there will be considerable increase in signal pickup when the 
loop is resonant to the frequency of the signal being received. 
Also, the directional pattern is different for the two loops, 
except when both are perfectly balanced to ground, and there 
is no stray receiver pickup. If there is stray pickup, or the loop 
is not perfectly balanced, an asymmetrical pattern results 
except when the loop is tuned to.exact resonance. With a 
resonant loop, the only effect of circuit unbalance to ground 
is to result in the absence of complete nulls; instead, there will 
be found minima as the loop is rotated, the minima being 180 
degrees apart, same as nulls in a perfectly balanced system. 

The result of circuit unbalance to ground, or of stray pickup 
in the input coupling circuit, permits the whole loop to work 
against ground as a Marconi antenna. The current thus induced 
combines with the true loop current. If the loop is resonant, 
the phasing of the two currents is such as to maintain a sym- 
metrical pattern, but there no longer will be complete nulls. 
If the loop. is not resonant, the phasing of the two currents is 
such as to add in certain directions and cancel in others, re- 
sulting in an asymmetrical pattern. 

Figure 23 shows the patterns obtained under these various 
conditions. Pattern A is obtained when there is no Marconi 
effect (also variously known as “antenna effect’ or “vertical 
effect”) with either a resonant or nonresonant loop. 

With a nonresonant loop, a moderate amount of Marconi 
effect will produce the pattern shown at B. If the amount of 
Marconi effect is increased, a point finally will be reached 
where the small lobe completely disappears, leaving only one 
null. This pattern is shown at C. 

A moderate amount of Marconi effect produces the pattern 
shown at D, when the loop is resonant. When the loop is 
tuned just slightly off exact resonance, a pattern intermediate 
between B and D is obtained. 

For some applications, the entire loop is enclosed in a static 
shield. For aircraft work, this shield greatly reduces “rain 
static.” It also virtually eliminates Marconi effect, which is 
important in the circuits used in aircraft direction indicators. 
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Figure 23. 
TYPICAL LOOP ANTENNA PATTERNS. 


A: Loop antenna, either resonant or nonresonant, perfectly balanced to ground (no antenna effect). 


B: Nonresonant loop antenna, moderate antenna effect. 


C: Nonresonant loop antenna, critical amount of antenna effect. Minor lobe completely disappears, leaving only one null, 
D: Resonant loop antenna, moderate antenna effect. Nulls are changed to minima, but remain separated exactly 180 degrees. 


Chapter Thirteen 


Workshop Practice 


WITH a few possible exceptions, such as fixed air capacitors, 
neutralizing capacitors and transmitting coils, it hardly pays 
one to attempt to build the components required for the con- 
struction of an amateur transmitter. This is especially true 
when the parts are of the type used in construction and re- 
placement work on broadcast receivers, as mass production 
has made these parts very inexpensive. 

Transmitters Those who have and wish to spend the neces- 
sary time can effect considerable monetary 
saving in their transmitters by building them from the com- 
ponent parts. The necessary data are given in the construction 
chapters of this handbook. 

To many builders, the construction is as fascinating as the 
operation of the finished transmitter; in fact, many amateurs 
get so much satisfaction out of building a well-performing 
piece of equipment that they spend more time constructing 
and rebuilding equipment than they do operating the equip- 
ment on the air. 

Those who are not mechanically minded and are more in- 

terested in the pleasures of working dx and rag chewing than 
in experimentation _and construction will find’ on the market 
many excellent transmitters which require only line voltage 
and an antenna. If you are one of those amateurs, you will 
find little to interest you in this chapter. 
Receivers There is room for argument as to whether one 
can save money by constructing his own commu- 
nications receiver. The combined demand for these receivers by 
the government, amateurs, airways, short-wave listeners, and 
others has become so great that it may be argued that there is 
no more point in building such a receiver than in building a 
regular broadcast set. Yet, many amateurs still prefer to con- 
struct their own receivers—in spite of the fact that it costs 
almost as much to build a receiver as to purchase an equivalent 
factory-made job—either because they enjoy construction work 
and take pride in the fruits of their efforts, or because the 
receiver must meet certain specifications and yet cost as little 
as possible. 

The only factory-produced receiver that is sure to meet the 
requirements of every amateur or short-wave listener is the 
rather expensive de luxe type having every possible refinement. 


An amateur of limited means who is interested only in c.w. 
operation on two or three bands, for instance, can build him- 
self, at a fraction of the cost of a de luxe job, a receiver that. 


will serve his particular purpose just as well. In the receiver 
construction chapter are illustrated several relatively inexpen- _ 


sive receivers which, for the particular purpose for which they 
were designed, will perform as well as the costliest factory- 
built receiver. 


13-1 Types of Construction 
Layout and mounting of the component parts usually re- 
quires the most time and work. Various methods of mounting 


can be used, ranging from simple wooden boards to elaborate _ 


metal racks and panels. 
Breadboard The simplest method of constructing equipment 
is to lay it out in breadboard fashion, which 
consists of fastening the various components to. a board of 
suitable size with wood screws or machine bolts, arranging the 
parts so that important leads will be as short as possible. 

While this type of construction is also adaptable to receivers 
and measuring and monitoring equipment, it is used principally 
for transmitter construction, and remains a favorite of the c.w. 
amateurs using high power. 

Breadboard construction requires a minimum of tools; ap- 


paratus can be constructed in this fashion with the aid of only | 


a rule, screwdriver, ice pick, saw, and soldering iron. A hand 
drill will also be required if it is desired to run part of the 
wiring underneath the breadboard, or if bolts are used to fasten 
down the parts. Ordinary carpenter’s tools will be quite sat- 
isfactory. 

Danger from accidental electrical shock usually is greatest 
with this type construction because of the exposed components. 

An improved type of breadboard construction consists of 
“battens” approximately 134 inch wide by ¥% inch thick built 
up in the form of a metal chassis but with the two battens com- 
prising the top separated enough to mount wafer type sockets 
with the terminals projecting down through the opening. 
Metal Chassis Though quite a few more tools and consider- 
ably more time will be required for its con- 
struction, much neater equipment can be built by mounting 
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the parts on sheet metal chassis instead of breadboards. This 
type of construction is advisable when shielding of the appara- 
tus is necessary, as breadboard construction does not particu- 
larly lend itself to shielding. The appearance of the apparatus 
may be further enhanced by incorporating a front panel upon 
which the various controls are placed. A front panel minimizes 
the danger of shock. 

If sufficient pains are taken with the construction, and a 
front panel is used in conjunction with either a dust cover 
(cabinet) or enclosed relay rack, the apparatus can be made 
to resemble or even to rival factory-built equipment in ap- 
pearance. 

Dish type construction is practically the same as metal 
chassis construction, the main difference lying in the manner 
in which the chassis is fastened to the panel. 


For high-powered r.f. stages, many amateur 
constructors prefer to discard the more con- 
‘ventional types of construction and employ 
instead special metal frameworks and brackets which they 
design specially for the parts which they intend to use. These 
are usually arranged to give the shortest possible r.f. leads and 
to fasten directly.behind a relay rack panel by means of a few 


Special 
Frameworks 


bolts, with the control shafts projecting through corresponding ——_ 1 


holes in the panel. 


Tools 
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Beautiful work can be done with metal chassis and panels 


with the help of only a few inexpensive tools. However, the 


time required for construction will be greatly reduced if-a 

fairly complete assortment of metal-working tools is available— 
Thus, it can be seen that while an array of tools will speed up 
the work, excellent results may be accomplished with but few — 


. tools, if one has the time and patience. 


The investment one is justified in making in tools is depend-~ 
ent upon several factors. If you like to tinker, there are many — 


tools useful in radio construction that you would probably buy 


anyway, or perhaps already have, such as screwdrivers, ham-— 
mer, saws, square, vise, files, etc. This means that the money 


taken for tools from your radio budget can be used to buy 
the more specialized tools, such as socket punches or hole saws, 
taps and dies, etc. 

The amount of construction work one does determines 
whether buying a large assortment of tools is an economical 
_move. It also determines if one should buy_the less expensive 
type offered at surprisingly low prices by the familiar mail 
order houses, “five and ten” stores and chain auto-supply 
stores, or whether one should spend more money and get first- 
‘grade tools. The latter cost considerably more and work but 
little better when new, but will outlast several sets of the 
cheaper tools. Therefore they are a wise investment for the 
experimenter who does lots of construction work (if he can 


afford the initial cash outlay). The amateur who constructs —— 


only an occasional piece of apparatus need not be so concerned 
with tool life, as even the cheaper grade tools will last him 
several years, if they are given proper care. 

The hand tools and materials in the accompanying lists will 
be found very useful around the home workshop. Materials 
not listed but ordinarily used, such as paint, can best be pur- 
chased as required for each individual job. 


ESSENTIAL HAND TOOLS AND MATERIALS 


1 Good electric soldering iron, about 100 watts 
Y 1 Spool rosin-core wire solder 
\/1 Each large, medium, small, and midget screwdrivers 
Vt Good hand drill (eggbeater type), preferably two=speéd 
sf | Pair regular pliers, 6 inch 


\ 1 Pair long nose pliers, 6 inch 
vi Pair cutting pliers (diagonals), 5 inch or 6 ich 
1 1¥g-inch tube-socket punch 
1 “Boy Scout” knife 
1 Combination square and steel rule, 1 foot . 
vi Yardstick or steel pushrule 
AL Scratch awl or ice pick scribe 
vi Center punch 
1 Dozen or more assorted round shank drills (as many as 
you can afford between no. 50 and ¥4 or ¥% inch, depend- 
ing upon size of hand drill chuck) 
1 Combination oil stone 
Light machine oil (in squirt can) 
Friction tape 
1 Hacksaw and blades 
v1 Medium file and handle 
Vt Cold chisel (14 inch tip) 
Vt Wrench for socket punch 
Vl Hammer 


HIGHLY DESIRABLE HAND, TOOLS AND MATERIALS 


V1 Bench vise (jaws at least 3. inch) 
Yi Spool plain wire solder 
Carpenter’s brace, ratchet type 
1 Square-shank countersink’ bit 
_1 Square-shank taper reamer, small 
1 Square-shank taper reamer, large (The two reamers should 
overlap; % inch and % inch size will usually be suit- 
able.) 
% inch tube-socket punch (for electrolytic capacitors) 
1-3/16 inch tube-socket punch 
A's, inch tube-socket punch 
Adjustable circle cutter for holes to 3 inch % 
Set small, inexpensive, open-end wrenches 
Pair tin shears, 10 or 12 inch 
Wood chisel (14 inch tip) 
Pair wing dividers 
Coarse mill file, flat, 12 inch 
Coarse bastard file, round, 14 or 34 inch diameter 
or 8 Assorted small files: round, half-round, triangular, 
flat, square, rat-tail 
|/4 Small “C” clamps 
_/Steel wool, coarse and fine 
PR iidsape and emery cloth, coarse, medium, and fine 
Duco cement 
File brush 
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EOE BUT NOT ESSENTIAL TOOLS AND 
MATERIALS 


—.1 Jig or scroll saw (small) with metal-cutting blades 
—1 Small wood saw (crosscut teeth) 
~-1 Each square-shank drills: 34, 7/16, and Y% inch 
1 Tap and die outfit for 6-32, 8-32, 10-32 and 10-24 machine 
screw threads 
* 4 Medium size “C” clamps 
Lard oil (in squirt can) 
Kerosene 
Empire cloth 
Clear lacquer (“industrial” 
~ Lacquer thinner 
Dusting brush 
_ Paint brushes 
Sheet celluloid, Lucite, or polystyrene 
| Carpenter's plane 
1 Each “Spintite” wrenches, 4, 5/16, 11/32 to fit the stand- 
ard 6-32 and 8-32 nuts used in radio work 


grade) 


“YY 1 Screwdriver for recessed head type screws 
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The foregoing assortment assumes that the constructor does 
not want to invest in the more expensive power tools, such as 
. drill press, grinding head, etc. If power equipment ts pur- 
chased, obviously some of the hand tools and accessories listed 
will be superfluous. A drill press greatly facilitates construc- 
tion work, and it is unfortunate that a good one costs as much 
as a small transmitter. A booklet* available from the Delta 
Manufacturing Co. will be of considerable aid to those who 
have access to a drill press. 

Not listed in the table are several special-purpose radio 
tools which are somewhat of a luxury, but are nevertheless 
quite handy, such as various around-the-corner screwdrivers 
and wrenches, special soldering iron tips, etc. These can be 
found in the larger radio parts stores and are usually listed in 
their mail order catalogs. It is not uncommon to find amateurs 
who have had sufficient experience as machinists to design and 
produce tools for special purposes. ; 

If it is contemplated to use the newer and very popular 
miniature series of tubes (6AK5, 6C4, 6BAG, etc.) in the con- 
struction of equipment certain additional tools will be required 
to mount the smaller components: In the first place the sockets 
for the miniature series of tubes require a %-inch hole. A 
Greenlee socket punch may be obtained in this size or a smaller 
hole may be reamed out to the proper size. Needless to say, 
the punch is much the more satisfactory solution. Mounting 
screws for miniature sockets are usually of the 4-40 size. 


13-3 
Chassis Layout 


Construction Practice 
The chassis first should be covered with a 
layer of wrapping paper, which is drawn 
tightly down on all sides and fastened with scotch tape. This 
allows any number of measurement lines and hole centers to 
be spotted in the correct positions without making any marks 
the chassis itself. Place on it the parts to be mounted and 
play a game of chess with them, trying different arrangements 
until all the grid and plate leads are made as short as possible, 
tubes are clear of coil fields, r.f. chokes are in safe positions, 
etc. Remember, especially if you are going to use a panel, that 


a good mechanical layout often can accompany sound electrical | 


design, but that the electrical design should be given first con- 
sideration. 

All too often parts are grouped to give a symmetrical panel, 
irrespective of the arrangement behind. When a satisfactory 
arrangement has been reached, the mounting holes may be 
marked. The same procedure now must be followed for the 
underside, always being careful to see that there are no clashes 
between the two (that no top mounting screws come down 
into the middle of a paper capacitor on the underside, that the 
variable condenser rotors do not hit anything when turned, 
€tc;.).. 

When all the holes have been spotted, they should be center- 
punched through the paper into the chassis. Don’t forget to 
spot holes for leads which must also come through the chassis. 

For transformers which have lugs on the bottoms, the clear- 
ance holes may be spotted by pressing the transformer on a 
piece of paper to obtain impressions, which may then be trans- 
ferred to the chassis. 

Punching In cutting socket holes, one can use either a fly- 
cutter or socket punches. These punches are easy 
to operate and only a few precautions are necessary. The guide 
pin should fit snugly in the guide hole. This increases the 
accuracy of location of the socket. If this is not of great im- 
portance, one may well use a drill of 1/32 inch larger diam- 
eter than the guide pin. Some of the punches will operate 
without guide holes, but the latter always make the punching 


* “Getting the Most Out of Your Drill Press,” James Tate, Delta Manu- 
facturing Company, Milwaukee, Wisconsin. 


NUMBERED DRILL SIZES 


Correct for 


Di- Tapping 
DRILL ameter Clears Steel or 
NUMBER (in.) Screw Brass+ 
Tea Se ee .228 
IDR Peedi 8 oer one 221 12-24 — 
bee ee aia we ce ND ees .213 —_—— 14-24 — 
yas ghs atts eae eS) Met -209 12-20 —— 
Bee SS eee lea oe a .205 —_ —_—_ 
618 Pod PR Osher .204 —— ——~ 
DEE I, NI US aie ae -201 a —— 
Bate Sie ee ee ene .199 os —— 
bearer Sc el i comet illee er .196 ee —_ 
pA alien ses eps cena ay 54 5: ee eens -193 10-32 —— 
VER EEE 2S eee nes 191 10-24 —— 
my Pe Hecap ie ee tNly gs ah oD 189 — — 
| jeep eee a oe nage 185, —— —- 
FG See, eee .182 —_—— — 
1S ee a ee ee -180 oe ——— 
1G ee eae igs Sy 177 ee 12-24 
ND peeee astern: ale uss EN ROR CE .173 —— —_— 
18eS  e, Seee 169 8-32 —_— 
Ge ua ricer ee MO a8 -166 —_ 12-20 
y 1 ieee et mctiers <pitie Ha eh ar ee oe .161 — — 
BUS eee eR eo eer -159 — 10-32 
Yb BMG ERS Uae Det eer SO pte 157 a — 
He ASI SONA SES ESE me cee a PE 154 —~ —_ 
2A ne Reh is ae OD eh -152 —_ -— 
pA Laide ise hone es Naar ee NOR, a .149 —— 10-24 
26 eek .147 — —— 
BT 5 Bo Res Se 144 ee — 
POTN Nee pias de Crd dt ee .140 6-32 —— 
yA Neat Rec re Onan cal Be Bap NAMEN .136 —-- 8-32 
BO ee ae re ee ae -128 -_—— — 
eH baer cee ARN merc sty MRA et -120 eee — 
32 inh eee ie eee -116 —— —— 
332.2 Ae ee eo ee .113 4-36 4-40 a 
cf BRI RSet okie Oey eae Ness Gee 111 —_ —— 
mL Sanches ein aE eee erat Oat -110 _— 6-32 
3G he eee -106 —_— a 
RY Loe nap Mee RE ONAL RMA CARTE N, A 104 ae —— 
Rt Nii te pele aah Seay an hake -102 — — 
SON ee Se Aes -100 3-48 | — 
GON SEN oe ore he tae .098 ee — 
oO a EEA Lol RUN SS TE RES ee .096 aoe — 
CO Aad cata aap rea aree  Aiyecn Srs  ey -093 — 4-36 4-40 
BBs 2 Sa eee .089 2-56 —— 
BG Se Ee a a .086 — os 
OS Fee ee ee eee .082 —_ 3-48 


+Use next size larger drill for tapping bakelite and similar 
composition materials (plastics, etc.). 


*Sizes most commonly used in radio construction. 


operations simpléf and easier. The only other precaution is to 
be sure the work is properly lined up before applying the ham- 
mer. If this is not done, the punch may slide sideways when 
you strike and thus not only shear the chassis but also take 
off part of the die. This is easily avoided by always making 
sure that the piece is parallel to the faces of the punch, the 
die, and the base. The latter should be an anvil or other solid 
base of heavy material. 7 

A punch by Greenlee forces socket holes through the chassis 
by means of a screw turned with a wrench. It is noiseless, and 
works much more easily and accurately than most others. 

The male part of the punch should be placed in the vise, 
cutting edge up and the female portion forced against the 
metal with a wrench as in Figure 1. These punches can be 
obtained in sizes to accommodate all tube sockets and even 
large enough to be used for meter holes. In the tube socket 


sizes they require the use of a 3% inch center hole to accommo- 
date the bolt. 


Transformer 
Cutouts 


Cutouts for transformers and chokes are not 
so simply handled. After marking off the part 
to be cut, drill about a /%4-inch hole on each of 
the inside corners and tangential to the edges. After burring 


¢ 
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Figure 1. 


PROPER METHOD OF USING A SOCKET PUNCH 
OF THE “GREENLEE” TYPE. 


the holes, clamp the piece and a block of cast iron or steel in 
the vise. Then, take your burring chisel and insert it in one of 
the corner holes. Cut out the metal by hitting the chisel with 
a hammer. The blows should be light and numerous. The 
‘chisel acts against the block in the same way that the two 
blades of a pair of scissors work against each other. This same 
process is repeated for the other sides. A file is used to trim 
up the completed cutout. 


Another method is to drill the four corner holes large enough 


to take a hack saw blade, then saw instead of chisel. The four 
holes permit nice looking corners. . 

Still another method is shown in Figure 2. When heavy 
panel steel is used and a drill press or electric drill is available, 
this is the most satisfactory method. 


Removing Burrs In both drilling and punching, a burr is 
usually left-on the work. There are three 
simple ways of removing these. Perhaps the best is to take a 
- chisel_ (be sure it is one for use on metal) and set it so that 
its bottom face is parallel to the piece. Then gently tap it with 
a hammer. This usually will make a clean job with a little 
ptactice. If one has access to a counterbore, this will also do 
a nice job. A countersink will work, although it bevels the 
edges. A drill of several sizes larger is a much used arrange- 
ment. The third method is by filing off the burr, which does 
a good job but scratches the adjacent metal surfaces badly. 


Mounting | 
Components 


There are two methods in general use for the 
fastening of transformers, chokes, and similar 
pieces of apparatus to chassis or breadboards. 
The first, using nuts and machine screws, is slow, and the 
commercial manufacturing practice of using self-tapping 
screws is gaining favor. For the mounting of small parts such 
as resistors and capacitors, “tie strips” are very useful to gain 
rigidity. They also contribute materially to the appearance of 
finished apparatus. 

Rubber grommets of the proper size, placed in all chassis 
holes through which wires are to be passed, will give a neater 
appearing job and also will reduce the possibility of short 
circuits. 


Soldering Making a strong, low-resistance solder joint does 
not mean just dropping a blob of solder on the 
two parts to be joined and then hoping that they’ll stick. There 


are several definite rules that must be observed. 


FILE 
SMOOTH 


DRILL HOLES SLIGHTLY 


BREAK OUT 
INSIDE DASHED OUTLINE PIECE INSIDE 


OF DESIRED HOLE. DRILL HOLES. 


MAKING RECTANGULAR CUTOUT 
Figure 2. 


All parts to be soldered must be absolutely clean. To clean 
a wire, lug, or whatever it may be, take your pocket knife and 
scrape it thoroughly, until fresh metal is laid bare. It is not 
enough to make a few streaks; scrape until the part to be 
soldered is bright. 

Make a good mechanical joint before applying any solder. 
Solder is intended primarily to make a good electrical connec- 
tion; mechanical rigidity should be obtained by bending the 
wire into a small hook at the end and nipping it firmly around 
the other part, so that it will hold well even before the solder 
is applied. 

Keep your iron properly tinned. \t is impossible to get the 
work hot enough to take the solder properly if the iron is dirty. 
To tin your iron, file it, while hot, on one side until a full 
surface of clean metal is exposed. Immediately apply rosin 
core solder until a thin layer- flows completely over the ex- 
posed surface. Repeat for the other faces. Then take a clean 
rag and wipe off all excess solder and rosin. The iron should 
also be wiped frequently while the actual construction is going 
on; it helps prevent pitting the tip. 

Apply the solder to the work, not to the iron. The iron 
should be held against the parts to be joined until they are 
thoroughly heated. The solder should then be applied against 
the parts, and the iron should be held in place until the solder 
flows smoothly and envelops the work. If it acts like water on 
a greasy plate, and forms a ball, the work is not sufficiently 
clean. 

The completed joint must be held perfectly still until the 
Solder has had time to solidify. If the work is moved before 
the solder has become completely solid, a ‘“‘cold” joint will 
result. This can be identified immediately, because the solder 
will have a dull “white” appearance rather than one of shiny 
“silver.’” Such joints tend to be of high resistance, and will 
very likely have a bad effect upon a circuit. The cure is simple: 
merely reheat the joint and do the job correctly. 

Wipe away all surplus flux when the joint has cooled if you 
are using a paste type flux. Be sure it is non-corrosive, and use 
it with plain (not rosin core) solder. 

Finishes If the apparatus is constructed on a painted chassis 
(commonly available in black wrinkle and gray 
wrinkle), there is no need for application of a protective coat- 
ing when the equipment is finished, assuming that you are 
careful not to scratch or mar the finish while drilling holes 
and mounting parts. However, many amateurs prefer to use 
unpainted (zinc or cadmium plated) chassis, because it is 
much simpler to make a chassis ground connection with this 
type of chassis. A thin coat of clear “linoleum” lacquer may be 
applied to the whole chassis after the wiring is completed to 
retard rusting. In localities near the sea coast it is a good idea 
to lacquer the various chassis cutouts even on a painted chassis, 
as rust will get a good start at these points unless the metal 
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FINISHED 
coil 


FORM OF BAKELITE OR 
OTHER GOOD INSULATING 
MATERIAL. 


WINDING COIL ON INSULATING FORM 
Figure 3. 


is protected where the drill or saw has exposed it. If too thick 
a coat is applied, the lacquer will tend to peel. It may be 
thinned with lacquer thinner to permit application of a light 
coat. A thin coat will adhere to any clean metal surface that 
is not too shiny. 

An attractive dull gloss finish, almost velvety, can be put 
on aluminum by sand-blasting it with a very weak blast and 
fine particles and then lacquering it. Soaking the aluminum in 
a solution of lye produces somewhat the same effect as a fine 
grain sand blast. 

There are also several brands of dull gloss black enamels on 
the market which adhere well to metals and make a nice 
appearance. Air-drying wrinkle finishes are sometimes success- 
ful, but a baked job is usually far better. Wrinkle finishes, 
properly applied, are very durable and are pleasing to the eye. 
If you live in a large community, there is probably an enamel- 
ling concern which can wrinkle your work for you at a reason- 
able cost. A very attractive finish, for panels especially, is to 
spray a wrinkle finish with aluminum paint. In any painting 
operation (or plating, either, for that matter), the work should 
be very thoroughly cleaned of all greases and oils. 

To protect brass from tarnish, thoroughly cleanse and re- 
move the last trace of grease by the use of potash and water. 
The brass must be carefully rinsed with water and dried; but 
in doing it, care must be taken not to handle any portion with 
the bare hands or anything else that is greasy. Then lacquer. 


Drilling Glass = This is done with a common drill by using 
a mixture of turpentine and camphor. When 
the point of the drill has come through, it should be taken out 
and the hole worked through with the point of a three-cornered 
file, having the edges ground sharp. Use the corners of the file, 
scraping the glass rather than using the file as a reamer. Great 
care must be taken not to crack the glass or flake off parts of it 
in finishing the hole after the point of the drill has come 
through. Use the mixture freely during the drilling and scrap- 
ing. The above mixture will also be found useful in drilling 
hard cast iron. Drilling glass must be done very slowly. It is 
a good idea to practice by drilling several holes in scrap glass 
before tackling the actual piece to be- drilled, to acquire the 
knack. 


Etching Solution |Add three parts nitric acid to one part 
muriatic acid. Cover the piece to be etched 
with beeswax. This can be done by heating the piece in a gas 
or alcohol flame and rubbing the wax over the surface. Use a 
sharp steel point or hard lead pencil point as a stylus. A 
pointed glass dropper can be used to put the solution at the 
place needed. After the solution foams for two or three min- 
utes, remove with blotting paper and put oil on the piece, and 
then heat and remove the wax. 


Chromium Polish =So much chromium is now used in radio 
sets and on panels that it is well to know 


that this finish may be polished. The only materials required 


PIPE OR ROD USED AS 
TEMPORARY FORM. 


WIND TURNS CLOSE TOGETHER J 
AND SPACE LATER. 


WINDING ‘“AIR-SUPPORTED” COIL 
Figure 4. 


are absorbent cotton or soft cloth, alcohol, and ordinary lamp- 
black. 

A wad of cotton or the cloth is moistened in the alcohol and 
pressed into the lampblack. The chromium is then polished by 
rubbing the lampblack adhering to the cotton briskly over its 
surface. The mixture dries almost instantly and may be wiped 
off with another wad of cotton. 

The alcohol serves merely to moisteri the lampblack to a 

paste and make it stick to the cotton. The mixture cleans and 
polishes very quickly and cannot scratch the chromium sur- 
face. It polishes nickel-work just as effectively as it does 
chromium. Care should be taken to see that the lampblack 
does not contain any hard, gritty particles which might pro- 
duce scratches during the polishing. 
Winding Coils Coils are of two general types, those using a 
form and “air-wound” types. Neither type 
offers any particular constructional difficulties. Figure 3 illus- 
trates the procedure used in form winding a coil. If the wind- 
ing is to be spaced, the spacing can be done either by eye or a 
string or another piece of wire may be wound simultaneously 
with the coil wire and removed after the winding is in place. 
The usual procedure is to clamp one end of the wire in a vise, 
attaching the other end to the coil form and with the coil form 
in hand, walk slowly towards the vise winding the wire but 
at the same time keeping a strong tension on the wire as the 
form is rotated. After the coil is wound, if there is any possi- 
bility of the turns slipping, the completed coil is either entirely 
coated with a coil or Duco cement or cemented in those spots 
where slippage might occur. 

V-h-f and u-h-f coils are commonly wound of heavy 
enameled wire on a form and then removed from the form as 
in Figure 4. If the coil is long or has a tendency to buckle, 
strips of polystyrene or a similar- material may be cemented 
longitudinally inside the coil. Due allowance must be made 
for the coil springing out when removed from the form, 
when selecting the diameter of the form. 

On air wound coils of this type, spacing between turns ts 
accomplished after removal from the form, by running a pencil, 
the shank of a screwdriver or other round object spirally be- 
tween the turns from one end of the coil to the other, again 
making due allowance for spring. 

Air-wound coils approaching the appearance of commer- 
cially manufactured ones, can be constructed by using a round 
wooden form which has been sawed diagonally from end to 
end. Strips of insulating material are temporarily attached to 
this mandrel, the wire then being wound over these strips with 
the desired separation between turns and cemented to the 
strips. When dry, the split mandrel may be removed by un- 
wedging it. 


Chapter Fourteen 


Broadeast Interference 


RADIO signals which intrude upon a broadcast program con- 
stitute a nuisance to which disturbed listeners are bound to 
object vigorously. 

Broadcast interference is a matter of grave importance to all 
amateurs. Indeed, an amateur station license is placed in con- 
siderable jeopardy by repeated citations of interference with 
broadcast or other commercial stations. The FCC regulations 
are particularly severe in this respect, and they require that the 


offending amateur correct the trouble or keep off the air during ' 


specified hours of the da¥ or night. 

In general, signals from a transmitter operating properly 
are not picked up by_receivers tuned to other frequencies unless 
the receiver is of inferior design, or is in poor condition. There- 
fore, if the receiver is of good design and is in good repair, the 
burden of rectifying the trouble rests with the owner of the 
interfering station. 

Phone and c.w. stations both are capable of causing broad- 
cast interference, key-click annoyance from code transmitters 
being particularly objectionable. The elimination of key clicks 
is fully covered in Chapter 7 under Keying. 

A knowledge of each of the several types of broadcast inter- 
ference, their cause, and methods of eliminating them is neces- 
_Sary to the successful disposition of this trouble. An effective 

_ method of combatting one variety of interference is often of no 
value whatever in the correction of another type. Broadcast 
interference seldom can be cured by “rule of thumb” procedure. 

Broadcast interference, as covered in this chapter, refers to 
standard (amplitude modulated, 550-1600 kc.) broadcast. 
Interference to frequency modulated broadcast is highly un- 
likely except when there is an FM receiver in close proximity 
to a transmitter afflicted with h.f. parasitics or radiating strong 
harmonics. 

The use of frequency-modulation transmission by an ama- 
teur station is likely to result in much less interference to 
broadcast reception than either amplitude-modulated telephony 


or straight keyed c.w. This is true because, insofar as the | 


broadcast receiver is concerned, the amateur FM transmission 
will consist of a plain unmodulated carrier. There will be no 
key clicks or voice reception picked up by the b.c.l. set (unless 
it happens to be an FM receiver which might pick up a har- 
monic of the signal), although there might be a slight click 
when the transmitter is put on or taken off the air. This is one 


reason why narrow-band FM has become so popular with 
phone enthusiasts who have experienced difficulties with the 
local b.c.L.’s. 


14-1 Interference Classifications 


Depending upon whether it is traceable directly to causes 
within the station or within the receiver, broadcast interference 
may be divided into two main classes. For example, that type 
of interference due to transmitter over-modulation is at once 
listed as being caused by improper operation, while an inter- 
fering signal that tunes in and out with a broadcast station is 
probably an indication of cross-talk in the receiver, and the 
poorly-designed input stage of the receiver is held liable. The 
various types of interference and recommended cures will be 
discussed separately. 

Blanketing This is not a tunable effect, but a total blocking 
of the receiver. A more or less complete “wash- 
out’”” covers the entire receiver range when the carrier is 
switched on. This produces either a complete blotting out of 
all broadcast stations, or else knocks down their volume several 


. decibels—depending upon the severity of the interference. 


Voice modulation of the carrier causing the blanketing will be 
highly distorted or even unintelligible. Keying of the carrier 
which produces the blanketing will cause an annoying fluctua- 
tion in the volume of the broadcast signals. 

Blanketing generally occurs in the immediate neighborhood 
(inductive field) of a powerful transmitter, the affected area 
being directly proportional to the power of the transmitter. 
This type of interference occurs most frequently where the 
receiver uses an outside antenna which happens to resonate at 
a frequency close to that of the offending transmitter. Also it is 
more prevalent with transmitters which operate in the 80- 
meter band, than with those on the higher frequencies. 

The remedies are to (1) shorten the receiving antenna and 
thereby shift its resonant frequency, or (2) remove it to the 
interior of the building, (3) change the direction of either the 


“receiving or transmitting antenna to minimize their mutual 


coupling, or (4) keep the interfering signal from entering the 
receiver input circuit by installing a wave-trap tuned to the 
signal frequency (see Figure 1). 

A suitable wave-trap is quite simple in construction, consist- 
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BROADCAST 
RECEIVER 


Figure 1. 


EFFECTIVE WAVE TRAP CIRCUIT FOR HIGH AT- 
TENUATION OF INTERFERING SIGNAL REACHING 
RECEIVER VIA ANTENNA. 


This type of trap works at full efficiency over but a small 

vange in frequency, and therefore is not effective when several 

interfering signals of widely different frequencies are present. 

When only moderate attenuation is required, a single tank 

(either series or shunt) will often suffice. For coil and capacitor 
values refer to Figure 3. 


ing only of a coil and midget variable capacitor. When the trap 
circuit is tuned to the frequency of the interfering signal, little 
of the interfering voltage reaches the grid of the first tube. 

The circuit shown in Figure 1 is particularly effective because 
it consists of two traps. The shunt trap blocks or rejects the 
frequency to which it is tuned while the series trap across the 
antenna and ground terminals of the receiver, provides a very 
low impedance path to ground at the frequency to which it is 
tuned and by-passes the signal to ground. In moderate inter- 
ference cases, either the shunt or series trap may be used alone, 
while similarly, one trap may be tuned to one of the fre- 
quencies of the interfering transmitter and the other trap to a 
different interfering frequency. In either case, each trap is 
effective over but a small frequency range and must be re- 
adjusted for other frequencies. 

The wave-trap must be installed as close to the receiver 
antenna terminal as practicable, hence it should be as small 
in size as possible. The variable capacitor may be a midget 
air-tuned trimmer type, and the coil may be wound on a 1-inch 
dia. form. The table of Figure 3 gives winding data for wave- 
traps built around a 50-yufd. variable capacitor. For best 
results, both a shunt and a series trap should be employed as 
shown. 

Figure 2 shows a two-circuit coupled wave-trap that is 
somewhat sharper in tuning and more efficacious. The specifi- 
_ cations for the secondary coil L may be obtained from the 
table in Figure 3. The primary coil of the shunt trap consists 
of 3 to 5 closewound turns of the same size wire wound in the 
same direction on the same form as L and separated from the 
latter by ¥% of an inch. 


A carrier modulated in excess of 100 per 
cent acquires sharp cutoff periods (Figure 
4) which give rise to transients. These transients create a broad 
signal and often generate spurious frequencies at odd places on 
the dial. Transients caused by overmodulation of a radiotele- 
phone signal may at the same time bring about impact or shock 
excitation of nearby receiving antenna and power lines, trans- 
mitting interfering voltages in that manner. 

Broadcast interference due to overmodulation is generally 
common to 75-meter operation. The remedy is to reduce the 
modulation percentage or to use a clipper-filter system in the 
speech circuit of the transmitter. Clipper-filter circuits are 
described in detail in Chapter 7 and are illustrated in Chap- 
ter 24. 


Overmodulation 


Broadcast Interference 


Figure 2. 
MODIFICATION OF CIRCUIT SHOWN IN FIGURE 1. 


in this case, the parallel resonant tank is coupled to the antenna 

with 3 to 6 turns of wire instead of being placed in series with 

the antenna lead. It gives slightly better performance than 
the circuit of Figure 1 with certain antennas, 


Cross modulation or “cross talk” is char- 
acterized by the amateur signal “riding in” 
on top of strong local broadcasts. There is usually no hetero- 
dyne note, the amateur signal being tuned in and out with the 
program carriers. 

This. effect is due entirely to a faulty input stage in the 
affected receiver. Modulation of the interfering carrier will 
swing the operating point of the input tube. This type of trou- 
ble is seldom experienced when a variable-p tube is used in the 
input stage. 

Where the receiver is too ancient to incorporate sacle a tube, 
and is probably poorly shielded at the same time, it will be 
better to attach a wave-trap of the type shown in Figure 1 
than to attempt rebuilding of the receiver. The addition of a 
good ground and a shieid can over the input tube often adds 
to the effectiveness of the wave-trap. 


Cross Modulaticn 


Transmission via 
Capacitance Coupling 


A small amount of capacitance cou- 
pling is now widely used in receiver 
r.f. and detectos transformers as a 
gain booster at the high-frequency end of the tuning range. 
The coupling capacitance is obtained by means of a small loop 
of wire cemented close to the grid end of the secondary wind- 
ing, and with one end directly ‘connected to the plate or antenna 
end of the primary winding (see Figure 5). 

From the relations of capacitive reactance, it is easily seen 
that a small capacitor will favor the higher frequencies, and 
it is evident that capacitance coupling in the receiver coils will 
tend to pass amateur short-wave signals into a receiver tuned 
to broadcast frequencies. 


LS SSS 


- Figure 3. R. F. WAVE TRAP COIL AND 
CAPACITOR TABLE. 


COIL L 


"41 turns 
no. 28 enameled 
close-wound 
l-inch form 
21 turns 
no. 24 enameled 
11/16-inch long 
l-inch form 
7 turns 
no. 24 enameled 
5/16-inch long 
l-inch form 
4 turns 
no. 24 enameled 
5/16-inch long 
l-inch form 


CAPACITOR C 


50-pufd. variable. 


50-pufd. variable 


50-upfd. variable 


! 


50-uufd. variable 
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Interterence Classitications 


PRODUCES SAME EFFECT 
AS RAPID KEY CLICKS 


Figure 4. 


ILLUSTRATING HIGH DAMPING CHARACTERISTIC 
OF BADLY OVER-MODULATED SIGNAL. 


The resulting interference seldom can be cured by wave traps 
or line filters; it must be corrected at the transmitter. 


WIRE LOOP 


PNDENSER EFFECT PROVIDED HERE 
iat 


: Figure 5. 


TYPICAL AUXILIARY CAPACITANCE COUPLING CIR- 
CUIT USED IN B. C. SETS TO BOOST GAIN AT 1500 KC. 
END OF BAND. 


Even though the coupling capacitance may be small, it will have 

a fairly low reactance at high frequencies, and will aggravate 

interference from amateur stations, particularly those working 
on 14 and 28 Mc. 


The amount of capacitance coupling may be reduced to 
eliminate interference by moving the coupling turn further 
away from the secondary coil. However, a simple wave-trap 
of the type shown in Figures 1 and 2, inserted at the antenaa 
input terminal, will generally accomplish the same result and 
is more to be recommended than changing the capacitance 
coupling (which lowers the receiver gain at the high frequency 
end of the broadcast band). Should the wave-trap alone not 
suffice, it will be necessary to resort to a reduction in the 
coupling capacitance. 

In some simple broadcast receivers, capacitance coupling is 

unintentionally obtained by too closely coupled primary and 
secondary coils, or as a result of running a long primary or 
antenna lead close to the secondary coil of an unshielded 
antenna coupler. 
Phantoms | When two strong local carriers are separated by a 
certain number of kilocycles, the beat note result- 
ing between them may fall on some frequency within the 
’ broadcast band and, if rectified by any means, be audible at 
that point. If such a “phantom’”’ signal falls on a local broad- 
cast frequency, there will be heterodyne interference as well. 
This is a common occurrence with broadcast receivers in the 
neighborhood of two amateur stations, or an amateur and a 
police station. It also sometimes occurs when only one of the 
stations is located in the immediate vicinity. 

As an example: an amateur signal on 3514 kc. might beat 
with a Jocal 2414-kc. police carrier to produce a 1100:kc. phan- 
tom. If the two carriers are strong enough in the vicinity of a 
circuit which can cause rectification, the 1100-kc. phantom 
_ will be heard in the broadcast band. A poor contact between 
two oxidized wires can produce rectification. 

Two stations must be transmitting simultaneously to pro- 
duce a phantom signal; when either station goes off the air the 
phantom disappears. Hence, this type of interference is apt to 
‘be reported as highly intermittent and might be difficult to 
duplicate unless a test oscillator is used “‘on location” to simu- 
late the missing station. Such interference cannot be remedied 
at the transmitter, and often the rectification takes place some 
distance from the receivers. In such occurrences it is most diffi- 
cult to locate the source of the trouble. 

It will also be apparent that a phantom might fall on the 
intermediate frequency of a simple superhet receiver and cause 
interference of the untunable variety if the manufacturer has 
not provided an i-f wave-trap in the antenna circuit. 

This particular type of phantom may, in addition to causing 
i-f intereference, generate harmonics which may be tuned in 
and out with heterodyne whistles from one end of the receiver 
dial to the other. It is in this manner that “birdies’’ often result 
from the operation of nearby amateur stations. 


=_ 


When one component of a phantom is a steady, unmodu- 
lated carrier, only the intelligence present on the other carrier 
is conveyed to the broadcast receiver. 

Phantom signals. almost always may be identified by the 
suddenness with which they are interrupted, signalizing with- 
drawal of one party to the union. This is especially baffling to 
the inexperienced interference-locater, who observes that the 
interference suddenly disappears, even though its own trans- 
mitter remains in operation. 


_ If the mixing or rectification is taking place in the receiver 
itself, a phantom signal may be eliminated by removing either 
one of the contributing signals from the receiver input circuit. 
A wave-trap of the types shown in Figures 1 and 2, tuned to 
either signal, will do the trick. If the rectification is taking 
place outside the receiver, the wave-trap should be tuned to the 
frequency of the phantom, instead of to one of its components. 
I-f wavetraps may be built ‘around a 2.5-millihenry r-f choke 
as the inductor, and a compression-type mica padding capaci- 
tor. The capacitor should have a capacitance range of 250— 
525 pufd. for the 175- and 206-kc. intermediate frequencies; 
65—175 uufd. for 260 kc. and other intermediates lying be- 
tween 250 and 400 kc.; and 17—80 pufd. for 456, 465, 495, 
and 500 kc. Slightly more capacitance will be required for reso- 
nance with a 2.1 millithenry choke. 


This sort of interference arises from the trans- 
mitter itself. The radiation of any signal (other 
than the intended carrier frequency) by an ama- 
teur station is prohibited by FCC regulations. Spurious radia- 
tion may be traced to imperfect neutralization, parasitic oscil- 
lations in the r-f or modulator stages, or to ‘“broadcast-band” 
variable-frequency oscillations or e.c.o.’s. 
« Low-frequency parasitics may actually occur on broadcast 
frequencies or their near sub-harmonics, causing direct inter- 
ference to programs. An all-wave monitor operated in the 
vicinity of the transmitter will detect these spurious signals. 
The remedy will be obvious in individual cases. Elsewhere 
in this book are discussed methods of complete neutralization 
and the suppression of parasitic oscillations in r-f and audio 
stages. 


Spurious 
Emissions 


Stray Receiver 
Rectification 


A receiver in the immediate neighborhood of 
a strong transmitter is subject to stray recti- 
fication within the receiver. It is due to the 
interfering signal being rectified by the second detector in a 
superhet (detector in a tuned r-f set), or an audio stage of 
the receiver if poorly shielded or containing too long a grid 
lead. 

This type of interference is most commonly caused oy ultra- 
high-frequency transmitters, doubtless because at those fre- 


COIL bk 


17 turns 
no. 14 enameled 
3-inch diameter 
21%4-inch length 

11 turns 
no. 14 enameled 

21-inch 

diameter 
1¥4-inch length 

4 turns 
no. 10 enameled 
3-inch diameter 
1\%-inch length 

3 turns 

Y%,-inch o.d. 
copper tubing 
2-inch diameter 
l-inch length 


CAPACITOR C 


_ 100-pufd. variable 


100-ppfd. variable 


100-upfd. variable 


100-pufd. variable 


Figure 6. POWERLINE WAVE TRAP COIL 
AND CAPACITOR TABLE. 


quencies lengthy connections in the receiver can easily become 
fractions of the transmitter wavelength. The interfering signal 
is not tunable, and generally covers the entire dial. 

If the receiver is not a series-filament set, the trouble may be 
localized by removing the tubes, starting with the input stage 
and working toward the audio output stage. The interfering 
signal will cease when the tube rectifying it is removed from 
its socket. 

Signal rectification in an audio stage may be cured by con- 
necting a 2.5-millihenry pi-wound 1-f choke in series with the 
control-grid lead and input terminal and a .0001-yfd. capacitor 
from grid to ground. But the task is not so simple when recti- 


____fication occurs in one of the other _stages._Here,c 


shielding of the set, tubes, and exposed r-f leads (such as es 
cap grid leads) will have to be provided. In addition, it may be 
necessary to lower the bias of the offending stage. 


——--““Ftgating“ Votume ——Several sets have been encountered ~~ 


Control Shafts where there was only a slightly inter- 


fering signal; but, upon placing one’s 
hand up to tne volume control, the signal would greatly in- 
crease. Investigation revealed that the volume control was 
installed with its shaft insulated from ground. The control 
itself was connected to a critical part of a circuit, in many 
instances to the grid of a high-gain audio stage. The cure is to 
install a volume control with a// the terminals insulated from 
the shaft, and then to ground the shaft. 


Spray-Shield 
Tubes 


Although they are no longer made, there are 
yet quite a few sets in use which employ 
spray-shield tubes. These are used in both r.f. 
and in audio circuits. In some audio applications of this type 
of tube, the cathode and the spray-shield (to which the cathode 
is connected ) ‘are not at ground potential, but are bypassed to 
ground with an electrolytic capacitor of large capacitance. This 
type of capacitor is a very poor r-f filter and, in a strong r-f 
field, some detection will take place, producing interference. 
The best cure is to install a standard glass tube with a glove 
shield, which is then actually grounded, and also to shield the 
grid leads to these tubes. As an alternative, bypassing the 
electrolytic cathode capacitor with a .05-ufd. tubular paper 
capacitor may be tried. 


When radio-frequency energy from a radio 
transmitter enters a broadcast receiver through 
the a-c power lines, it has either been fed back 
into the lighting system by the offending transmitter, or picked 


Power-Line 
Pickup 


up from the air by overhead power lines. Underground lines ~ 


are seldom responsible for spreading this interference. 


Broadcast Interference 


— 


. Figure 7. 
METHOD OF CONNECTING POWER LINE WAVE TRAP. 


A parallel resonant circuit is more effective than an r-f choke 

in keeping r.f. from getting from a transmitter into the power 

line, or from the power line into a receiver. A .05-yfd. tubular 

capacitor connected from each 110-volt wire to ground often 

will increase the effectiveness of the traps. They may be con- 
nected on either side of the line traps. 


To check the path whereby the interfering signals reach the 
lines, it is only necessary to replace the transmitting antenna 
with a dummy antenna and adjust the transmitter for maxi- 
mum output. If the interference then ceases, overhead lines 
have been picking up the energy. The trouble can be cleared 
up only by installing wave-traps in the power lines at the re- 
ceiver. These are then tuned to the interfering signal frequency. 
If the receiver is reasonably close to the transmitter, it is very 
doubtful that changing the direction of the transmitting an- 
tenna to right angles with the overhead lines will eliminate the 
trouble. 


__If,_on_the contrary, _ the_interference_continues when thes 


“transmitter is connected to the dummy antenna, radio-fre- 
quency energy is being fed directly into the power line by the 
transmitter, and the station must be inspected to determine 
the cause. acres 
One of the following reasons for the trouble wi 
be found: (1) the r-f stages are not sufficiently bypassed 
and/or choked, (2) the antenna coupling system is not per- 
forming efficiently, (3) the power transformers have no elec- 
trostatic shields; or, if shields are present, they are ungrounded, 
(4) power lines are running too close to an antenna or t-f 
circuits carrying high currents. If none of these causes apply, 
wave-traps must be installed in the power lines at the trans- 
mitter to remove r-f energy passing back into the lighting 
system. 

The wave-traps used in the power lines at transmitter or 
receiver -must be capable of passing relatively high amperage. 
The coils are accordingly wound with heavy wire. Figure 6 


lists the specifications for power line wave-trap coils, while . 


Figure 7 illustrates the method of connecting these wave-traps. 
Observe that these traps are enclosed in a shield box of heavy 
iron or steel, well grounded. 


All-Wave 


Each complete-coverage home receiver is a poten- 
Receivers 


tial source of annoyance to the transmitting ama- 
teur. 
who tunes in an amateur station often considers it an inter- 
fering signal, and complains. accordingly. 
Neither selectivity nor image rejectivity in most of these 


sets is in any wise comparable to those properties in a com- | 


munication receiver. The result is that an amateur signal will 
occupy too much dial space and appear at more than one point, 


giving rise to interference on adjacent channels and removed 


channels as well. 

If carrier-frequency harmonics are present in the amateur 
transmission, serious interference will result at the all-wave 
receiver. The harmonics will, if the carrier frequency has been 
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CONSTANT K TYPE 


FREQUENCY ——e 
(Pt SECTION ) 


(NPUT OUTPUT 


SHUNT-DERIVED M TYPE 


FREQUENCY ——e 


Figure 8. 


TWO TYPES OF LOW PASS FILTERS AND THE KIND 

OF ATTENUATION CURVE OBTAINED WITH EACH. 

The M-dérived type has sharper cut-off but not as great atten- 

uation at frequencies two or more octaves above the cut-off 
> frequency. 


ANT. ly Le 
TO RECEIVER ANT. POST 
Ci C2 C3 C4 
TO RECEIVER GND. POST 
GND. 
Figure 9. 


COMPOSITE LOW PASS FILTER POSSESSING ADVAN- 
TAGES OF BOTH K SECTION AND M DERIVED FILTER. 


This filter is highly effective in reducing broadcast interference 
from all high frequency stations, and requires no tuning. Con- 
stants for 400-ohm terminal impedance and 1900 kc. cutoff are 
as follows: Li, 65 turns no. 22 d.c.c. close wound on 11/2 in. dia. 
form. Lz, 41 turns ditto, not coupled to Li. Cz, 250 wufd. fixed 
mica, Cz, 400 wyfd. fixed mico. Cs and C;, 150 wyufd. fixed 
mica, former of 5% tolerance. With some receivers, better re- 
sults will be obtained with a 200-chm carbon resistor inserted 
between the filter and antenna post on the receiver. With 
other receivers the effectiveness will be improved with a 600- 
ohm carbon resistor placed from the antenna post to the ground 
post on the receiver. The filter should be placed as close to 
the receiver terminals as possible. 


so unfortunately chosen, fall directly upon a favorite short- 
wave broadcast station and arouse warranted objection. 

The amateur is apt to be blamed, too, for transmissions for 
which he is not responsible, so great is the public ignorance of 
short-wave allocations and signals. Owners of all-wave receiv- 
ers have been quick to ascribe to amateur stations all signals 
they hear from tape machines and V-wheels, as well as stray 
tones and heterodyne flutters they hear. 

The amateur cannot be held responsible when his carrier is 
deliberately tuned in on an all-wave receiver. Neither is he 
accountable for the width of his signal on the receiver dial, or 
for the strength of image repeat points, if it can be proven that 
the receiver design does not afford good selectivity and image 
rejection. 

If he so desires, the amateur (or the owner of the receiver) 
might sharpen up the received signal somewhat by shortening 
the receiving antenna. Set retailers often supply quite a sizable 
antenna with all-wave receivers, but most of the time these sets 
perform almost as well with a few feet of inside antenna. 

The amateur is accountable for harmonics of his carrier fre- 
quency. Such emissions are unlawful in the first place, and he 
must take all steps necessary to their suppression. Practical 
suggestions for the elimination of harmonics will be found else- 
where in this book (see Index). 


14-2 Superheterodyne Interference 
In addition to those types of interference already discussed, 
there are two more which are common to superhet receivers. 
The prevalence of these types is of great concern to the ama- 
teur, although the responsibility for their existence more prop- 
erly rests with the broadcast receiver. 

While at the time of writing, the 160-meter band probably 
will not be restored to amateur use, it affords an example of 
direct image-frequency interference. 

The mechanism whereby image production takes place may 
be explained in the following manner: when the first detector 
is set to the frequency of an incoming signal, the high-fre- 
quency oscillator is operating on another frequency which 
differs from the signal by the number of kilocycles in the inter- 
mediate frequency. Now, with the setting of these two stages 
undisturbed, there is another signal which will beat with the 
high-frequency oscillator to produce an 1.f. voltage. This other 
signal is the so-called image, which is separated from the 
desired signal by twice the intermediate frequency. 

Thus, in a receiver with 175-kc. i.f., tuned to 1000 kc.: the 
h.f. oscillator is operating on 1175 kc., and a signal on 1350 


kc. (1000 ke. plus 2 x 175 kc.) will beat with this 1175 ke. 
oscillator frequency to produce the 175-kc. i.f. signal. Similarly, 
when the same teceiver is tuned to 1400 kc., an amateur signal 
on 1750 kc. can come through. The dial point where any 160- 
meter signal will produce an image can be determined from 
the equation: 


F, cS (Fam Sie if.) 

Where F, = receiver dial frequency 
Fam = amateur transmitter frequency, and 
if. = receiver intermediate frequency. 


If the image appears only a few cycles or kilocycles from a 
broadcast carrier, heterodyne interference will be present as 
well. Otherwise, it will be tuned in and out in the manner of a 
station operating in the broadcast band. Sharpness of tuning 
will be comparable to that of broadcast stations producing 
the same a.v.c. voltage at the receiver. 

The second variety of superhet interference is the result of 
harmonics of the receiver h.f. oscillator beating with amateur 
cafriers to produce the intermediate frequency of the receiver. 
The amateur transmitter will always be found to be on a fre- 
quency equal to some harmonic of the receiver. h.f. oscillator, 
plus or minus the intermediate frequency. 

As an example: when a broadcast superhet with 465-kc. i.f. 
is tuned to 1000 kc., its high-frequency oscillator operates on 
1465 kc. The third harmonic of this oscillator frequency is 4395 
kc., which will beat with an amateur signal on 3950 kc. to send 
a signal through the i.f. amplifier, The 3950 kc. signal would be 
tuned in at the 1000-kc. point on the dial. 

Some oscillator harmonics are so related to amateur fre- 
quencies that more than one point of interference will occur 
on the receiver dial. Thus, a 3500-kc. signal may be tuned tn at 
six points on the dial of a nearby broadcast superhet having 
175 kc. if. and no r-f stage. 

Insofar as remedies for image and harmonic superhet inter- 
ference are concerned, it is well to remember that 7f the ama- 
teur signal did not in the first place reach the input stage of the 
receiver, the annoyance would not have been created. It is 
therefore good policy to try to eliminate it by means of a wave- 
trap. Broadcast superhets are not always the acme of good 
shielding, however, and the amateur signal is apt to enter the 
circuit through channels other than the input circuit. If a 
wave-trap or filter will not cure the trouble, the only alterna- 
tive will be to attempt to select a transmitter frequency such 
that neither image nor harmonic interference will be set up on 
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favorite stations in the susceptible receivers. The equation 
given earlier may be used to determine the proper frequencies. 
Low Pass Filters The greatest drawback of the wave-trap is 
the fact that it is a single-frequency device; 
i.e.—it may be set to reject at one time only one frequency (or, 
at best, an extremely narrow band of frequencies). Each time 
the frequency of the interfering transmitter is changed, every 
wave-trap tuned to it must be returned. 

A much more satisfactory device is the wave filter which 
requires no tending. One type, the low pass filter, passes all 
frequencies below one critical frequency, and eliminates all 
higher frequencies. It is this property that makes the device 
ideal for the task of removing amateur frequencies from broad- 
cast receivers. 

A good low pass filter designed for maximum attenuation 
around 1900 kc. will pass all broadcast carriers, but will reject 


signals originating in any amateur band. Naturally such a 
device should be installed only in standard broadcast receivers, 
never in all-wave sets. 

Two types of low pass filters are shown in Figure 8. A com- 
posite arrangement comprising a section of each type is more 
effective than either type operating alone. A composite filter 
composed of one K-section and one shunt-derived M-section 


is shown in. Figure 9, and is highly recommended. The M-- 
section is designed to have maximum attenuation at 1900 kc., 


and for that reason C, should be of the “close tolerance” vari- 


_ ety. Likewise, C; should not be stuffed down inside L. in the 


interest of compactness, as this will alter the inductance of the 
coil appreciably, and likewise the resonant frequency. 

If a fixed 150 pufd. mica capacitor of 5 per cent tolerance is 
not available for C;, a compression trimmer covering the range 
of 125—175 pufd. may be substituted and adjusted to give 
maximum attenuation at about 1900 kc. 
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Chapter Fifteen 


Reference Data 


RESISTOR-CAPACITOR COLOR CODE 


Voltage 
Rating 
(Capacitors 


Tolerance 
Per cent 


Decimal 
Multiplier 


Significant | 
Figure 


) 
ae 
2 
3 
4 
5 
6 
7 
8. 
9 
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Resistor Color The values of resistance and tolerance for 
Code resistors are indicated most commonly by 

_ bands around the resistor, although for the 
older style of resistor with leads coming out radially the char- 
acteristics are indicated sometimes by dots and the body color. 
In the case of the conventional radial lead resistor the color 


Starts from one end of the resistor, the first color denoting 


the first significant figure. The second color denotés the second 
significant figure and the third color denotes the decimal multi- 
plier. The last colored band indicates the tolerance and will be 
gold or silver for a 5 per cent or 10 per cent tolerance resistor. 
In the case of radial lead'resistors the body color denotes the 


| 
s b Cc 
Figure 1. 


In this figure the sides a, b, and ¢ are used to define the trigo- 
nometric functions of angle B as well as angle A, 


first significant figure, the end color denotes the second signifi- 
cant figure, and the band or dot in the center denotes the deci- 
mai multiplier. In the case of radial lead resistors the tolerance 
marking, if used, is a small band on the opposite end from 
the main color end. 


There are two basic methods for marking small 
mica and molded-paper capacitors. In the RMA 
j 3-dot system the first dot reading in the direction 
of the arrow is the first significant figure, the second dot is 
the second significant figure, and the third dot is the decimal 
multiplier. This type of marking gives the capacitance in 
micromicrofarads; capacitors marked in such a manner have 
a 500-volt rating and a 20 per cent tolerance. 

In the 6-dot system of marking capacitors the top row of 
dots has an indicating arrow for direction of reading. These 
three top dots indicate the first, second, and third significant 
figure of the capacitance. The bottom dot on the right then 
indicates the decimal multiplier for the three significant figures 


Capacitor 
Color Code 


POSITIVE FUNCTIONS 
SECOND QUADRANT FIRST QUADRANT 


all functions 


sine, cosec 


tan, cot cosine, secant 


THIRD QUADRANT FOURTH QUADRANT 


Figure 2. 


SIGNS OF THE TRIGONOMETRIC FUNCTIONS. 


The functions listed in this diagram are positive; all other 
functions are negative. 
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obtained from the top dots, N° OF PLOT 
giving the resulting capaci- TURNS axl 
tance in micromicrofarads. 
The center dot on the bot- 400 
tom gives the tolerance of 
the capacitor. The dot on 
the left of the bottom 300 
gives the voltage rating in 
the case of RMA marked 
capacitors, and gives the 
“characteristic” of the ca- 200 
pacitor in the case of JAN 
or AWS marked capacitors. 

150 
Basic Trigonometry 


Trigonometry is thé mathe- 
matics of triangles. Trigo- 
nometry is commonly used 
both in the calculation of 90 
electrical circuits and in the 80 
determination of dimensions 70 
in the installation of an- 

tenna systems and their sup- 60 
porting poles. A few basic 
relationships will be given. 
These relationships, with the__ 
aid of a table of trigonomet- 40 

ric functions, may be used _ 

in making simple calcula- oe 
tions involving triangles. 


Retations in “ 
Right Triangles 


In the right triangle of Fig- - 
ure 1, sin A = a/e and by 
transposition 18 


g-=—- esin A 


For the same reason we have 
the following identities: 


tan A = a/b 
cot “A “= b/a 


a — btan A 
b =<a cot A 


In the same triangle we can 
do the same for functions of 5 
the angle B 


sin B = b/c 4 
cos B = a/c 

tan B = b/a 

cot B = a/b 3 
b = c sin 
a = € cos 
b = a tan 
a b cot 


| 
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ee MeoMe) 


INDUCTANCE IN 
MICROHENRIES 


DIAMETER 
RATIO-TENGTH 


8 


DIAMETER 
INCHES 


5 


6 
5 
4 
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Figure 3. 


COIL CALCULATOR NOMOGRAPH 


For single layer solenoid coils, any wire size. See text for instructions. 


In angles greater than 90 degrees, the 
values of a and 6 become negative on 
occasion in accordance with the rules of 
Cartesian coordinates. When 6 is meas- 
ured from 0 towards the left it is considered negative and simi- 
larly, when a is measured from 0 downwards, it is negative. 


Functions of Angles 
Greater than 
90 Degrees 


Summarizing, the sign of the functions in each quadrant can 
be seen at a glance from Figure 2, where in each quadrant are 


written the names of functions which are positive; those not’ 
mentioned are negative. 


The decibel represents the ratio between two 

power levels, usually connected with gains or 
loss associated with an amplifier or other network, The decibel 
is defined: 


Decibels 


Na» = 10 log fe 
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REACTANCE-FREQUENCY 


Figure 4. 
CHART FOR AUDIO FREQUENCIES 


See text for applications and instructions for use. 


where P, stands for the output power, P; for the input power 
and Na for the number of decibels. When the answer is posi- 
tive, there is a gain; when the answer is negative, there is a 
loss. 

Sometimes it is more convenient to figure decibels from 
voltage or current ratios or gains rather than from power 
ratios. This applies especially to voltage amplifiers. The equa- 
tion for this is 


Nay = 20 log £* or 20 log 4° 


where the subscript, o, denotes the output voltage or current 
and, i, the input voltage or current. Note that the impedance 
at both output and input must be the same for the use of this 
equation. 


Reactance Calculations 


In audio frequency calculations, an accuracy to better than a 
few per cent is seldom required, and when dealing with cal- 
culations involving inductance, capacitance, resonant frequen- 
cy, etc., it is much simpler to make use of reactance-frequency 
charts such as those on pages 203-204 rather than to wrestle 
with a combination of unwieldy formulas. From these charts 
it is possible to determine the reactance of a capacitor or coil 
if the capacitance or inductance is known, and vice versa. It 
follows from this that resonance calculations can be made 


directly from the chart, because resonance simply means that 
the inductive and capacitive reactances are equal. The capaci- 
tance required to resonate with a given inductance, or the 
inductance required to resonate with a given capacitance, can 
be taken directly from the chart. 

While the chart may look somewhat formidable to one not 
familiar with charts of this type, its application is really quite 
simple, and can be learned in a short while. The following 
example should clarify its interpretation. 

For instance, following the lines to their intersection, we see 

that 0.1 hy. and 0.1 wfd. intersect at approximately 1,500 cycles 

and 1,000 ohms. Thus, the reactance of either the coil or ca- 
pacitor taken alone is about 1000 ohms, and the resonant fre- 
quency about 1,500 cycles. 

To find the reactance of 0.1 hy. at say, 10,000 cycles, simply 
follow the inductance line diagonally up towards the upper 
left till it intersects the horizontal 10,000 cycles line. Following 
vertically downward from the point of intersection, we see 
that the reactance at this frequency is about 6000 ohms. 

To facilitate use of the chart and to avoid errors, simply 
keep the following in mind: The vertical lines indicate re- 
actance in ohms, the horizontal lines’ always indicate the 
frequency, the diagonal lines sloping to the lower right repre- 
sent inductance, and the diagonal lines sloping toward the 
lower left indicate capacitance. Also remember -that the scale 
is logarithmic. For instance, the next horizontal line above 1000 
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REACTANCE-FREQUENCY CHART FOR R.F. 


This chart is used in conjunction with the nomograph on page 202 for radio frequency tank coil computations. 


cycles is 2000 cycles. Note that there are 9, not 10, divisions 
between the heavy lines. This also should be kept in mind when 
interpolating between lines when best possible accuracy is 
desired; halfway between the line representing 200 cycles and 
the line representing 300 cycles is not 250 cycles, but ap- 
proximately 230 cycles. The 250 cycle point is approximately 
0.7 of the way between the 200 cycle line and the 300 cycle 
line, rather than halfway between. 

Use of the chart need not be limited by the physical boun- 
daries of the chart. For instance, the 10-yufd. «ine can be ex- 
tended to find where it intersects the 100-hy. line, the resonant 
frequency being determined by projecting the intersection 
horizontally back on to the chart. To determine the reactance, 
the logarithmic ohms scale must be extended. 


R. F. Tank 
Circuit 
Calculations 


When winding coils for use in radio receivers 
and transmitters, it is desirable to be able to de- 
termine in advance the full coil specifications 
for a given frequency. Likewise, it often is de- 
sired to determine how much capacitance is required to reso- 
nate a given coil so that a suitable capacitor can be used. 

Fortunately, extreme accuracy is not required, except where 
fixed capacitors are used across the tank coil with no provision 
for trimming the tank to resonance. Thus, even though it may 
be necessary to estimate the stray circuit capacitance present in 
shunt with the tank capacitance, and to take for granted the 
likelihood of a small error when using a chart instead of the 
formula upon which the chart was based, the results will be 
sufficiently accurate in most cases, and in any case give a 
reasonably close point from which to start “pruning.” 

The inductance required to resonate with a certain capaci- 
tance is given in the chart on page 204. By means of the r-f 


chart, the inductance of the coil can be determined, or the 
capacitance determined if the inductance is known. When 
making calculations, be sure to allow for stray circuit ca- 
pacitance, such as tube interelectrode capacitance, wiring, — 
sockets, etc. This will normally run from 5 to 25 micromicro- 
farads, depending upon the components and circuit. 

To convert the inductance in microhenries to physical di- 
mensions of the coil, or vice versa, the nomograph chart on 
page 202 is used. A pin and a straightedge are required. The 
inductance of a coil is found as follows: 

The straightedge is placed from the correct point on the 
turns column to the correct point on the diameter-to-length 
ratio column, the latter simply being the diameter divided by 
the length. Place the pin at the point on the plot axis column 
where the straightedge crosses it. From this point lay the 
straightedge to the correct point on the diameter column. The 
point where the straightedge intersects the inductance column 
will give the inductance of the coil. 

From the chart, we see that a 30 turn coil having a di- 
ameter-to-length ratio of 0.7 and a diameter of 1 inch has an 
inductance of approximately 12 microhenries. Likewise any 
one of the four factors may be determined if the other three 
are known. For instance, to determine the number of turns 
when the desired inductance, the D/L ratio, and the diameter 
are known, simply work backwards from the example given. 


In all cases, remember that the straightedge reads either turns 


and D/L ratio, or it reads inductance and diameter. It can 
read no other combination. 

The actual wire size has negligible effect upon the calcula- 
tions for commonly used wire sizes (no. 10 to no. 30). The 
number of turns of insulated wire that can be wound per inch 
(solid) will be found in the copper wire table on page 355. - 


Chapter Sixteen 


Radio Receiving lube Characteristics 


Footnote references for standard and special-purpose receiv- 
ing tubes are given on this page. References for television and 
cathode-ray tubes are given at the end of this chapter with the 
socket connections for the various types of cathode-ray tubes. 

A suffix (G) in parentheses after a standard octal base tube 
indicates that the tube also is manufactured with glass en- 
velope, a suffix (GT) indicating that the tube also is manu- 
factured with small tubular glass envelope. Thus 6J5 (G) 
(GT) indicates that this tube is available with metal, glass, 
or small tubular glass envelope; 6AG7 is available only in 
metal; and 5Y3-GT is available only in the tubular glass 
envelope. 

Certain of the series of tubes have a nominal heater 
rating of 7 volts wastes of the usual 6.3-volt rating. The 
heater is the same, however, and either the “G’’ series or the 
“7”" series may be used on either 6.3 or 7 volts. To simplify 
the tables, all such tubes are shown with a rating of 6.3 volts. 
The same applies to certain of the “14” series of tubes, these 
tubes having the same heater as corresponding tubes of the 
“12” series but a nominal heater rating of 14 volts instead of 
12.6 volts. 

Socket terminals shown as unused in the table of socket 
connections should not be used as tie-points for other wiring 
unless the tube has no corresponding pin, because “dead” pins 
are sometimes used as element supports. 

When a “G’ or “GT” octal base tube is used, the shell 


aT ” 


grounding terminal (usually pin no. 1) for the corresponding 
metal counterpart should be connected to ground the same 
as for a metal tube, as many “G” and “GT” types contain an 
internal shield. 


Tube Base 


There are from 4 to 14 pins on the bases of the 
Connections 


various receiving-tube and cathode-ray tube 
types. On the 4, 6, and 7 pin bases the two 
heavier pins are those for the filament or heater connections. 
All socket connection data is given for the bottom views. 
When two ‘heavy pins are used for heater connection the most 
clockwise of the two is called pin 1 and all other pins are 
numbered in a clockwise direction from this pin. In the case 
of sockets with a locating key the first pin clockwise from the 
locating key is number one pin and all successive pin positions 
are numbered clockwise from number one pin. 

The letter F-F or H-H designate filament or heater, €or K 
is for cathode, P is for the plate, etc., in socket connections or 
wiring diagrams. The grids in multigrid tubes are numbered 
with respect to the position they occupy: no. 1 grid is closest 
to the cathode, no. 2 is next closest, and so on until the plate 
is reached. In certain tube types where a very low grid-to-plate 
capacitance is desired the grid is brought out of the top of the 
envelope. However, it is possible to obtain sufficiently low 
feedback capacitance for all practical applications through 
the use of the modern single-ended tube. 


FOOTNOTE REFERENCES FOR STANDARD AND SPECIAL RECEIVING TUBES 


1For grid leak detection, plate volts 45, grid return to plus 
filament. 

2Either a.c. or d.c. may be used on the filament or heater, 
except as specifically noted. For use of d.c. on filament 
types, decrease stated grid volts by 2 of filament voltage. 

*Supply voltage applied through 20, 000-ohm dropping re- 
sistor. 

‘Mercury vapor type. 

5Grid no. 1 is control grid; grid no. 2 is screen; grid no. 3 
is tied to cathode. 

6Grid no, 1 is control grid. Grids nos. 2 and 3 tied to plate. 

7Grids nos. 1 and 2 connected together; grid no. 3 con- 
nected to plate. 

8Grids nos. 3 and 5 are screen. Grid no. 4 is control grid 
(input). 

9Grids nos. 2 and 4 are screen. Grid no. 1 is contro! grid 
(input). 

10For grid of following tube. 

11Power output is for 2 tubes at stated plate-to-plate load. 

12For 2 tubes. 

13Preferably obtained by using 70,000-ohm dropping resis- 
tor in series with 90-volt supply. 

4Grids nos. 2 and 3 tied to plate. 

lsApplied through plate resistor of 250,000 ohms or 500- 
hy. choke shunted by 250,000-ohm resistor. 

16Applied through plate resistor of 100,000 ohms. 


17Applied through plate resistor of 250,000 ohms. 

1850,000 ohms. 

19Grid no. 3 tied to plate. 

“Plate voltages greater than 125 volts 
100-ohm (min.) series plate resistor. 

For signal input control grid. Grid no. 3 bias, minus 3 
volts. 

“Grids nos. 2 and 4 are screen, Grid no. 3 is control grid. 

23Maximum, 

*4Grids nos. 1 and 2 tied together. 

%Designed especially for hearing aid use. 

26*X%" types have removable octal base. Types without “X* 
have peanut-type bases. 

27Operates into crystal earphone. 

23Power output is for one tube at stated plate-to-plate 
load. 

*Per plate. 

Values are for each unit. 

2D.c. resistance in grid circuit should not exceed 1.0 
megohm under maximum rated conditions per unit. 

32Values are for two tubes with filaments in series; equiva- 
lent to one type 5Y3-GT/5Y3-G. 

8Types with suffixes “M”, “ML”, and “S” have external 
shield connected to cathode pin. 

*%4Triode section. 

%5Pentode section. 
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G2,A2, D2 
D4; COLLECTOR 


PATTERN 


PATTERN Q 
ELECTRODE 


ELECTRODE 


DJ3 D4 


31 32 33 


TYPE|USED AS | BASE | HEATER| ANODE| ANODE | GRID#1 | GRID #2 |COLLECTOR|] AVERAGE | ROTATOR] MASK |DEFLECTING|FOCUSING|PEAK-TO-PEAK | TYPE OF 
CONN’S N°1 N°2 | CUTOFF | VOLTS D.C. DEF. |ELECTRODE/ELECTROD FLUX DENSITY La fares OS PICKUP 


PLATE VOLTS VOLTS DENSITY 
a VOLTS | UAMPS GAUSSES GAUSSES |HORIZ. | VERT. 
2F21 |monoscorpe 10 


GRID 3, 300 VOLTS. GRID 4, 1050 VOLTS. PATTERN, 1000%0LTS, 5” DIAMETER 


piRECT 
1840 JorTHICON | 11 250 —j}— 225 100 APPROX.| 3 25 APPROX. | 70 APPROX] 160 —_ CREA 
——$—=$_—}. eo Si 7 
1847 |iconoscope 12 150 |600 @) |-120 APP. © — » — — 200 | 225 DIRECT 


Filta 


0.05 
is ney 14] |e] set fs eaten ee ee 


1850A |iconNoscope 14 6.3 | 0.6 FOR OTHER CHARACTERISTICS, REFER TO TYPE 1849 


S527 ero ek 13 6.3 | 0.6 _ | _ —100 MAX. 200 MAX. | GRID 3, 125-250; SIGNAL ELECTRODE 900 MAX.; 2” DIAMETER SCREEN 
ace 


\ 


DIRECT 


Pea es 


oe 
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Transmitting lubes 


TRANSMITTING TUBES 
(Plate Dissipation) 


TRIODES 

Watts—RK24 

Watts—HY24, HY114B 

Watts—RK33 

Watts—2C22 

Watts—GL446B, HY6J5, HY615, 7193 

Watts—2C40, 2C43, 2C44, 6C4, GL464A, 1626 

Watts—5556 

Watts—2C26, 6N7, RK34 

Watts—802, 842 

Watts—205F, 305D 

Woatts—2C25, 10, 10Y, RK10, VT25A, RK59, HY75, 
801, 843, 1602 

Watts—15E, T20, TUF20, TZ20, WE368A, 1608 

Watts—3C24, 3C28, 3C34, RK1I1, RK12, HK24, 25T, 
HK24G, HY25, 25TG, 3-25D3, WE268A 

Watts—HY30Z, HY31Z, WE316A, 809, HY1231Z, 

1623, 8025A 

Watts—RK30, 53A, 800 

Watts—RK18, RK31, HY40, HY40Z, T40, TZ40, HY57, 
WE300B, 756, 830, 1628, 8012A 

Watts—RK32, 35T, 35TG, RK35, RK37, UH50, UHS51, 
HK54, HK154, HK158, WE364A, 808, 834, 
841A, 841SW, 8010R. 

Watts—811, 812 

Watts—RK51, T60, HF60, WE356B, 826, 830B, 930B 

Watts—RK52 

Watts—HYS51A, HY51Z, 203Z, 5514 

Watts—UH35 

Watts—4C22, 50T, HF75, TW75, 75TH, 75TL, HF100, 
TF100, 111H, ZB120 


1000 
1200 
1500 
2000 
2500 Watts—3X2500A3 


85 
100 


Watts—V70D, 242C, WE284D, 342B, 8005 
Watts—2C39, RK36, RK38, RK58, 100TH I1O0TL, 
j HF120, HF125, V127A, HF140, 203A, WL195, 

203H, 211, 211D, 227A, HK254, 276A, 
WE295A, 303A, 311, 327A, WL469, 838, 845, 
852. 938, 8003 

Watts—3C22, 4C36, RKS57, F1I23A, T1125, HF130, 
GL146, HF150, GLI52, HF175, 211C, 211H, 
HD211C, 261A, 331A, 805, 835 

Watts—TW150, 150T, 152TH, 152TL, HD203A, HF250, 
HK252L, HK354, HK354C, HK354D, HK354E, 
HK354F, 810, 1627, 8000 

Watts—4C32, 4C34, HV12, HV18, HV27, RK63, 
FI27A, 7200, HF200, HF300, WL460, WL468, 
T814, T822, 5588 

Watts—806 

Watts—GL159, GL169, 204A, 250TH, 250TL, WE308B, 
HK454H, HK454L 

Watts—212E, WE241B, 312E 

Watts—304TH, 304TL, 527, GL592, HK654 

Watts—WE270A, WE357B 

Watts—849 

Watts—450TH, 450TL, HK854H, HK854L 

Watts—F128A 

Watts—851 

Watts—WE251A, 750TL, 1000T 

Watts—WE279A 

Watts—1500T 

Watts—7C24, 2000T 


125 


150 


200 


225 
250 


275 
300 
350 
400 
450 
700 
750 


TETRODES AND PENTODES 


Watts—HY63 

Watts—6AK6 

Watts—3E29, RK64, 1610 

Watts—RK56, 6AQ5, 6V6 

Watts—2E24, 2E26, 2E30, 6AG7, RK23, RK25B, RK45, 


HY65, 1613 Z 


Watts—6F6, RK44, 837 

Watts—2E25, HY60, RK75, WE306A, WE307A, 932A, 
865, 1619, 5516 

Watts—WE254A 

Watts—6L6, T21, RK49, 1614 

Watts—RK39, RK41, HY61, WE254B, WE367A 

Watts—2E22, RK66, WE350A, 807, 1625 

Watts—3D23, 3E22, TB35 

Watts—RK20A, RK46, HY69, 829B, HY1269 

Watts—WE339A, 5562 


50 Watts—HK57, 4D22, 4D32, RK47, WE312A, 804 
60 Watts—WE305A 

65 Watts—814, 4-65A 

70 Watts—WE282A 

75 Watts—4E27, HK257 

80 Wotts—828 

100 Watts—RK48, 850, 860 

125 Watts—813, 4D21, RK28A, 4-125A, 322A, 803 
150 Watts—4X150A 
215 Watts—RK65 
250 Watts—4-250A 
350 Watts—WE363A 
400 Watts—861 
500 Watts—4X500A 

750 Watts—4-750A 

800 Watts—827R 


Prefixes used by tube manufacturers: Amperex—A, HF, ZB. Continental Electric—CE. Eitel-McCullough (Eimac)—UH, RF (also suf- 


fixes T, TH & TL). Federal—F. General Electric—GL. Hytron—HY. RCA Manufacturing Co.-—none. Raytheon—RK, CK, RX. Sylvania— 
none. Taylor—T, TT, TZ. United Electronics—BW, CV, CW, HV, UX, VE. Western Electric—D, WE. Westinghouse—WL. 
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REFERENCES INDICATED IN TUBE TABLES 


1§—small; M—medium; L—large; O—octal. The final num- 
bers in this column refer to socket connection diagrams. 
2Plate-screen modulation is assumed in the Class-C Tele- 
phony application of tetrodes and pentcdes. 

*For Class-B and Class-AB Audio, plate current is the maxi- 
mum signal value for two tubes. 

‘For Ciass-B and Class-AB Audio, grid current is the maxi- 
mum signal value. ; P 

5Grid driving requirements for r.f. service are subject to wide 
variation depending upon impedance of the plate circuit, 


Values given are for typical plate impedances. 
Manufactured by the following: Amperex (Amp); Eimac; 
Federal Telephone and Radio Corp. (Fed.); General Electric 
(G.E.); Heintz & Kaufman (H & K); Hytron; Raytheon (Ray); 
RCA Manufacturing Co. (RCA); Taylor; United Electronics 
Co. (United); Westinghouse Electric Corp. (West). 

7Grid connected to pins 2 and 3. 

8Socket is provided with built-in by-pass capacitors. 
°Cathode connected to pin 4. 

Bias must be adjusted at no signal for rated dissipation. 
UTriode connected, screen tied to plate. 


Chapter Eighteen 


High-Frequency Receiver 
Construction 


THERE is a question as to whether or not it is wise to con- 
struct the communications receiver for use in an amateur 
station. Excellent commercial receivers are available on the 
market in all price range groups. Many of these receivers have 
been expressly designed for amateur communication, and to 
be able to equal their performance would require a very large 
expenditure of time and energy that might better be applied 
to work on the transmitter and its control system, or on an- 
tennas. Further, some excellent surplus receivers are available 
for all frequency ranges commonly used at prices far below 
the cost of the components in the receivers. Some of the air- 
craft receivers which cover only a single frequency range and 


require only a simple rewiring of the heater circuits to operate 
from the simplest power supply are available at an extremely 
low price. 

However, there is a considerable amount of satisfaction in 
having constructed one’s own equipment. The intimate know]l- 
edge of circuits and the actual experience of having constructed 
an operable receiver are always of value to the experimentally 
inclined person. It is for this reason that we have included 
in this chapter constructional details on two receivers of a 
differing degree of complexity and. for different frequency 
ranges. An adapter unit for obtaining FM reception of the 
narrow-band variety with any communications receiver having 


COIL TABLE 


i Ee rn EEE ann ener neneeenennenenmnemmenmmn! 


' Four-Tube Superheterodyne Receiver 


eT 


Detector 


L:i—10 turns no. 18 close- 
wound 

L2—20 turns no. 18 close- 
wound tapped 15 ft. 
from ground 

2—100-pyfd, APC 


Li—6 turns no. 18 close- 
wound 

L2—14 turns no. 18 spaced 
to 114” tapped 7 ft. 
from gnd. end 

C2—100-pufd. APC 


L:i—5 turns no. 18 close- 
wound 

L.-—9 turns no. 18 spaced 
to 54” tapped 4 ft. 
from gnd. end 

2—50-pyfd. APC 


Figure 1. 


Oscillator 


L;s—16 turns no. 18 close- 
wound tapped 12 turns 
- from ground 
L:—6 turns no. 18 close- 
wound 
C2—100-pypfd. APC 


Ls—11 turns no, 18 spaced 
to 1” tapped 6 ft. 
from gnd, end 

Li—6 turns no. 18 close- 
wound 

Cu—100-pyfd. APC 


Ls—7 turns no. 18 spaced 
to 2” tapped 214 t. 
from gnd. end 

Li—3 turns no. 18 close- 
spaced 

Cai—50-pufd, APC 


TOP VIEW OF THE FOUR-TUBE RECEIVER. 


Simple Superheterodyne 


an i-f in the 460-kc. range is also described. A “signal lifter” 
of the broad-band variety for improving the performance of an 
existing 28-Mc. or 50-Mc. receiver is described and construc- 
tional details are given. 


FOUR-TUBE SUPERHETERODYNE RECEIVER 
FOR 3.5 AND 7 MC. 


A receiver capable of dependable emergency or sities 
operation combining the advantages of minimum power and 
space requirements with light weight and good stability is a 
valuable asset as a fixed-station standby receiver. The receiver 
to be described was designed with just these points in mind. 
Unlike most receivers of this sort it is unusually stable in 
operation because trick circuits such as regenerative i-f or 
regenerative detector circuits have been avoided. However, 
the overall gain is extremely high and 90 volts of plate supply 
is sufficient in most cases to give good headphone volume. 

Almost any number of power sources can be employed due 
to the arrangement of the heater connections and the low “B” 
supply drain. Referring to Figure 3 it can be seen that with 
the series-parallel heater connection either 6 or 12 volt heater 
supply may be used. One of the surplus type 12-volt motor- 
generators operated on two 6-volt automobile storage batteries 
makes an ideal arrangement. Alternatively the receiver may 
use two 45-volt “B” batteries while an emergency transmitter 
may be supplied from the motor-generator. 


Circuit of 
the Receiver 


The converter and amplifier are conventional 
in design. Both the oscillator and first detector 
portions of the 6K8 converter are tuned to- 
gether by C; and Cu», thus eliminating the detuning effect due 
to pulling of the local oscillator when the two are tuned sepa- 
rately. 

For the i-f amplifier, which uses a 6K7 tube, iron-core trans- 
formers of the type used in the BC-312 receiver were found 


Figure 2. 
UNDERCHASSIS VIEW OF THE SIMPLE RECEIVER. 


6K8 T1 6K7 
Le 
S| 
<2 
Ci L1 = 
Oo S 
cH KO 


ANTENNA 


C22 


Figure 3. 
SCHEMATIC DIAGRAM OF THE 4-TUBE 80-40 RECEIVER. 


C:—0.002-pfd. midget mica 
C»—APC across coil, see coil 


Cu—See text 

Ciz, Cis—Dual 0.25-pfd. bathtub 
data Cis, C1u—0.00025-ufd. mica 

Cs, Cxu—50-uufd. dual midget Cu—0.01-pfd. 400-volt paper 
yar Ci—25-ufd, 25-volt tubular 

Ci, Cs—0.01-p fd, 400-voit Cis—0.01-pfd. 600-volt paper 


tubular 3 
C.—100-pufd. sitver mica Ca 0002 -is mice 
Ca—See Cz 


C-—0.01-ufd. 400-volt tubular : 
C.—0.05-yfd. 400-volt tubular 21—See coil data 
Co2—0.01-ppfd. mica 


Cs, Cw —0.01-pfd. 400-volt 
tubular C2:—0.01-pfd. 400-volt paper 


Ri—25,000 ohms 12 watt 
R2—180 ohms 1 watt 
Rs—50,000 ohms 12 watt 
Ri—200 ohms 2 watt 
R;—10,000 ohms 2 watts 
Ro—200 ohms 2 watt 
R>—250,000 ohms 12 watt 
Rs—200 ohms 2 watt 
Re—50,000 ohms 2 watt 
Riw—100,000 ohms % watt 
Riu—25,000 ohms ¥2 watt 


Te 4 6SL7G6T 
r--7--- 4 RFC 
1 YOY 
= ; Cia C14 
= ! — 
(lectin = Rio 
Ci C12 Cis SRit 
Ro 
6J5 Ri4 


+ 6SL7GT 
C16 ue 
Ri2 LsS pe 
C17 R13 
HEATERS 
S2 


6K8 GK7 
“ty - es 


B+ 


O 
nO 
we 


Ri2>—500,000-ohm potentiometer 
Ris—5000 ohms 12 watt 
Ri:—100,000 ohms 2 watt 
Coils—See coil table 
L;—300-hy. 5-ma, choke 
RFC—85-mh. r-f choke 
Ti, T-—465-kc. iron-core inter- 
stage i-f transformers 
Ts—465-kc. b-f-o transformer 
Si—S.p.s.t. plate switch 
S2—S.p.s.t. b-f-o switch 


H-F Receiver Construction 


The Radio 


H6 
DETECTOR 
NOISE 
LIMITER 


OUTPUT 


6V6GT 
POWER 
AUDIO 


Figure 4. 


BLOCK DIAGRAM OF THE DOUBLE-CONVERSION 
SUPERHETERODYNE. 


on the surplus market. The use of these iron-core transformers 
helps account for the high sensitivity of the set. They are 
slug tuned and their adjustment is held by a locking nut. 
Standard manufactured 465-kc. iron-core i-f transformers can 
be used in place of the ones illustrated. A 6SL7-GT double 
triode serves both as second detector (plate detection) and as 
one stage of audio amplification. 

The fourth tube, a 6J5, provides the beat frequency signal 
for c-w reception. Capacitor Cu, which may be just a few turns 
of wire around the second detector grid lead, feeds the signal 
into the second detector grid from the beat oscillator cathode. 
A little experimenting with the values of Ci: and Ru will result 
in optimum signal-to-noise ratio for c-w reception. Coil data 
is given in the coil table. 


The receiver is built into a National. SW-3 cabinet. 
On the front panel are the main tuning, beat- 
oscillator tuning and audio-gain control as well as two toggle 
switches for b-f-o and plate voltage control. A National type 
“B” dial is used for the main tuning with type HRP knobs 
for the b-f-o tuning and audio-gain controls. 

The antenna connection and an octal power plug are 
mounted at the rear of the cabinet. With the octal plug extra 
connections such as audio output and a connection to the drop 
side of S:, the B-switch, may be brought out for remote opera- 
tion of the receiver. 

The receiver may be operated on the 14-Mc. band, and coil 
data for this band is given in the coil table, but difficulty with 


Controls 


image responses will be encountered. The presence of images is 
the result of feeding the antenna directly into the mixer stage 
without an intermediate r-f amplifier and preselector stage. 


DOUBLE-CONVERSION SUPERHETERODYNE 
FOR 14 AND 28 MC. 


In designing a high-performance superheterodyne commu- 
nications receiver for the 14-Mc. and 28-Mc. bands theory 
tells us that, from the standpoint of signal-to-noise ratio, it 1s 
necessary only to use a single r-f stage. The only reason for 
using more than one r-f stage in the conventional communica- 
tions receiver is that the intermediate frequency is in the 
vicinity of 460 kc. and hence all the image rejection of the 
receiver must come from the r-f circuits. But if we convert first 
to a rather high value of intermediate frequency (5.47 Mc. ts 
used in the receiver described) a single r-f stage will give 
adequate image rejection since the image will fall 10.94 Mc. 
away from the desired signal. 

Now if we were to use the 5.47-Mc. channel as the only i-f 


‘amplifier of the receiver the set would be excessively broad 


and satisfactory operation of a crystal filter for c-w use would 
not be possible. So in the receiver described a second conver- 
sion is used to feed the second i-f amplifier channel on 470 kc. 
This second i-f channel is conventional in every respect and 
uses a standard 470-kc. crystal filter. 


Figure 4 gives a block diagram of the com- 
plete receiver. A 6AG5 tube is used as a ~ 
tuned r-f amplifier to feed a 6AG5 first 
detector. The h-f beating oscillator uses a 7A4 which is oper- 
ated on the low side of the incoming signal to the receiver. 
The tuning capacitors for the oscillator, the r-f stage, and the 
first detector are grouped in a three-gang midget variable 
capacitor. . 

Shielded plug-in permeability-trimmed coils are used in all 
three of the high-frequency circuits of the receiver. The use of 
this type of inductor permits trimming of the slug position 
for tracking of the three tuned circuits over the desired fre- 
quency range. If the tapping points given in the coil table are 
used it will be possible to obtain accurate tracking of the re- 
ceiver over both frequency ranges simply by adjustment of the 
tuning slugs in the inductors. 


Block Diagram 
of the Receiver 


COIL TABLE 


DOUBLE-CONVERSION SUPERHETERODYNE FOR 10 AND 
20. 


R-F and Detector Coils 


Secondary 
12 turns no. 20 bare 
spaced to 34 _ inches. 
Tapped at 10 turns 


7 


Primary 
5 turns no. 20 enam. 
close spaced. Separated 
¥g” from secondary 


Secondary 

_ 20 turns no. 20 enam. 
spaced to 34 inches. 
Tapped at 16 turns 


Primary 
7 turns no. 24 enam. 
close spaced. Separated 
Y¥g” from secondary 


Figure 5. 


Oscillator Coils 


Grid Coil 
6 turns no. 20 bare_ 
spaced to Y% inch. Tun- 
ing capacitor across en- 
tire coil, 


Plate Coil 
4 turns no. 20 enam. 
close spaced. Separated 
Ye” from grid coil 


Grid Coil 
7 turns no. 20 bare 
spaced to 2 inch. Tun- 
ing capacitor tapped 5 
turns from ground end. 


Plate Coil 
5 turns no. 20 enam. 
close spaced. Separated 
YY” from grid coil, / 


TOP VIEW OF THE 10-20 DOUBLE-CONVERSION SUPER. — 
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SCHEMATIC DIAGRAM OF THE 


Ci, Cz, Cs—3-gang 35-pufd. 
midget variable 

Cs, Cs, Co—100-pufd. air 
padders 

Cz, Cs, Co—50-ppfd. air padders 

Cio, C12, Cis, Cico—O.005-pfd. 
mica 

Cu, Cis—O0.01-p:fd. tubular 

Ciz—5-ppfd. midget mica 

Ciz, Cis—50-upfd. silver mica 

Cio—0.02-pfd, 400-volt tubular 

Coo—0.1-yfd. 400-volt tubular 

C2—0.01-ufd. 400-voit tubular 

C22e—0.002-pfd. mica 

Ces, Cas, Cos, Cor-—Capacitors in 
i-f trans. 

- Cez7—0.006-pfd. mica 

Cos—50-pfd. midget mica 

Co—0.005-pfd. mica 

C20, Csi—Capacitors in b-f-o 
trans. 

Cso—0.01-ufd. 400-volt tubular 

Cas, Css, Cas, Cas—0.1-pfd. 400- 
volt (dual metal-can type) 

C37, C3ss—Capacitors in i-f trans. 
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Figure 6. 


Cs9, C1o—Dual 0.1-~fd. 400 volts 
Cai, Cax—Capacitors in i-f trans. 
Cie—Twisted-wire capacitor 
Cu—100-ypufd. midget mica 
C1s—0.05-pfd. 400-voit tubular 
Ciso—0.01-pfd. 400-volt tubular 
C:i-—25-pfd. 25-volt elect. 
Cis—0.1-ppfd. 400-volt tubular 
Cis—0.01-pfd. 400-volt tubular 
Cso—25-pfd. 25-volt elect. 
Cs—0.05-pfd. 400-voilt tubular 
Cs2, Css, Css, Csr-—0.002-i fd. 
mica 
Cs:—20-pfd. 450-volt elect. 
Cs—8-ufd. 450-volt elect. 
Css, Css—Dual 0.1-pfd. 400-volt 
Ceo—250-ppfd. midget mica 
R:i—200 ohms 1 watt 
R2—5000-ohm potentiometer 
R:—47,000 ohms 12 watt 
R:—200 ohms 12 watt 
R;—470 ohms 2 watt 
R-—68,000 ohms 2 watt 
R;-—1000 ohms 12 watt 
Rs—22,000 ohms 2 watts 


Rv»—180 ohms 4 watt 
Rio—270,000 ohms 12 watt 
Ru—100,000 ohms 12 watt 
Rie—200 ohms 1% watt 
Ris—10,000 ohms ¥2 watt 
Riz—3060 ohms 10 watts 
Ris—47,000 ohms 1 watt 
Ris, Riz, Ris—100,000 ohms 
Y, watt 
“Rio—470 ohms 12 watt 
R2—68,000 ohms 12 watt 
R2—200 ohms 2 waft 
Ro—470 ohms 12 watt 
R2s—68,000 ohms 12 watt 
Rau—200 ohms 12 watt 
Roz—1.0 megohm 12 watt 
Reo—100,000 ohms 1% watt 
R2z-—1.0 megohms 1 watt 
Res, Ro—470,000 ohms 14 watt 
Rso—500,000-ohm potentiometer 
Rs:—1000 ohms 14 watt 
Rs2—470,000 ohms 12 watt 
Rss—220,000 ohms 12 watt 
Rs:—270,000 ohms 12 watt 
Ras—270 ohms 2 watts 
Rae—22 ohms 2 watts 


Riz 


DOUBLE-CONVERSION SUPERHETERODYNE. 


Rs7—50,000 ohms 20 watts 

Rss—470,000 ohms 12 watt 

R3so—47,000 ohms 2 watt 

Li, Le, bs, ba, Ls, Le—See coil 
table 

Lz, ls—18 turns no. 24 enam. 
closewound on 1%” XR-50 
coil form with 3-turn cou- 
pling links 

Lo——470-ke. crystal-filter trans- 
former 

Lio, Lun —470-ke. i-f transformers 

Lio—470-ke. b-f-o transformer 

T1:—700 v. c.t. 90 ma., 5 v. 
3 a., 6.3 v. 3.5 a. 

T-—Push-pull plates to voice coil 

CHi, CH2—10.5-hy. 110-ma. 
chokes : 

S$i—Crystal-filter switch in 

. transformer 

So—S.p.s.t. b-f-o switch 

Ss—A-c line swifch 

Ss—Plate-voltage switch 

F—3-ampere fuse 

X:1—5000-ke. crystal 

X2—470-kc. crystal in i-f trans. 
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The 5.47-Mc. difference-frequency output of the 6AGS5 first 


detector is link coupled from a tank in its plate circuit to an- 
other tuned circuit in the grid of the GK8 second mixer. Since 
a low-impedance link is used between these two circuits the 
spacing between the two circuits is not critical and may be any 
reasonable distance. 

The 6K8 second mixer stage uses an inexpensive 5-Mc. sur- 
plus crystal, for greatest stability, to convert the 5.47-Mc. 
incoming signal to the second i-f amplifier frequency of 0.47 
_Mc. or 470 kc. The plate of the 6K8 is coupled to a 470-kc. 
crystal-filter transformer and then through two 6K7 i-f ampli- 
fier stages to a 6H6 which acts as a combined third-detector 


and noise limiter. The noise-limiter circuit is conventional, and 
is described in Chapter 5, using the circuit shown in Figure 30 
of that chapter. The 6J5 beat-frequency oscillator for c-w use 
is coupled into the 6H6 third detector. 

Since the receiver was designed primarily for c-w use no 
provision for a.v.c. has been included. But if it should be 
desired to use a.v.c. on the r-f and i-f stages of the receiver 
the a-v-c voltage may be obtained from the load resistor of the 
detector portion of the 6H6 by means of a 2-megohm resistor 
and the conventional isolating and feed circuits to the grids 
of the r-f and i-f stages. 

The audio system of the receiver is quite conventional, using 


a 6SJ7 and a 6V6-GT with feedback from the plate of the 
6V6-GT to the plate of the 6SJ7 to reduce harmonic distortion 
and improve the frequency response of the audio system. 
Alignment The receiver is most satisfactorily aligned by 
starting at the 6H6 third detector with a signal 
on 470 kc. and working backward toward the crystal-filter 
transformer. After all circuits back to the crystal-filter trans- 
former have been aligned the crystal may be switched into the 
circuit and the signal generator tuned back and forth across 
the nominal frequency of the filter crystal until the resonance 
peak is found. When this peak has been found, the signal gen- 
erator should be left on this frequency, the crystal filter 
switched out of the circuit and the i-f transformers re-peaked 
slightly to insure that the aligned frequency of the channel is 
exactly on the crystal frequency. 

After the 470-kc. channel has been aligned the signal gen- 
erator is switched to 5.47 Mc. and the 5-Mc. crystal turned on. 
With the lead from the signal generator on the plate connec- 


Figure 8. 


TOP VIEW OF THE TWO-CHANNEL BROAD-BAND 
“SIGNAL LIFTER.” 


Figure 7. 
UNDERCHASSIS VIEW OF THE 
DOUBLE SUPERHET. 


tion of the GAGS first mixer the two 5.47-Mc. tank circuits 
are aligned. After this has been done the h-f oscillator and r-f 
stages are aligned in the conventional manner, and tracked by 
the procedure discussed at the beginning. 

The performance of the receiver is excellent, giving good 
signal-to-noise ratio on both bands and a complete absence of 
image responses on both the 14-Mc. and 28-Mc. bands. The 
dial for the receiver is a National NPW-O and the receiver is 
housed in an NC-100 blank cabinet. 


BROAD-BAND “SIGNAL LIFTER” FOR 28-MC. 
AND 50-MC. BANDS 


On occasion, after a receiver for one of the higher-frequency 
bands has been purchased or constructed, it is felt that the 
gain or the signal-to-noise ratio of the receiver leaves some- 
thing to be desired. A conventional pre- -selector may then be 


Figure 9. 


UNDERCHASSIS VIEW OF THE SIGNAL AMPLIFIER 
UNIT. 
A coaxial fitting is used for the signal input to the 6-meter 


portion of the unit and a pair of open terminals are used for 
the input connections to the 10-meter channel. 
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Broad-Band "'Signal_Lifter'’ 
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Figure 10. 
SCHEMATIC DIAGRAM OF THE DUAL-CHANNEL SIGNAL AMPLIFIER. 


Ci—-25-upfd. air padder 
C2—500-pfd. midget mica 
Cs, Cs—0.003-ppfd. mica Ciz, Cis—8-pfd. 450-volt elect. 
Cs—5-upfd. (3” 75-ohm twin Ri, Rs, Rs, Rr-—100 ohms 2 watts 
line) Re, Rz, Re, Rs—4700 ohms 2 
Cce—500-pufd. midget mica watts 
C;, Cs—0.003-yfd. mica Ro—25,000 ohms 10 watts 
Co—50-ppfd. air padder Ric—5000 ohms 10 watts 
Cio—25-pfd. midget mica Ti—600 v. c.t. 55 ma., 5 v. 2 a., 
Ciu—500-p fd. midget mica 6.3 v. 2.7 a. 
Ciz, Cis—0.003-pfd. mica CH—13 hy. at 65 ma. choke 


Cu—500-ppfd. midget mica 
Cis, Cic—0.003-pfd. mica 


$i—Channel switch, 2-pole  3- 
position wafer type 

S2—S.p.s.t. a-c line switch 

Li—5.5 microhenry 1000-ma, 
u-h-f r-f choke 

Le—6 turns no. 22 enam. on 
¥4” slug-tuned form 

Lls—14 turns no. 30 enam. on 
¥” slug-tuned form 

L.—4 turns no. 30 enam. on 
¥%” slug-tuned form 


L>—14 turns no, 30 enam. on 
3” slug-tuned form 
Le—2-turn link of hookup wire 


below Ls 
L;—3-turn link of hookup wire 
on Ls 


ls—28 turns no. 30 enam, on 
3a” dia, slug-tuned form 

Lo—Same as Ls 

Lio—Same as Lz 

Lu—Same as Ls 

Lio—Same as Lz 


constructed or purchased to improve the performance of the 
receiver. But the addition of a pre-selector to the ‘receiver 
means that an additional unit of equipment must be placed on 
the operating desk within easy reach since the tuning control 
on the pre-selector must be tuned along with the tuning of the 
receiver. Thus operating convenience is sacrificed for the im- 
provement in performance. 


If it were possible to connect a broad-band signal amplifier 


between the antenna circuit and the input of the receiver, such 
a unit could be placed out of the way, since it would not need 
tuning, and yet the improvement in signal-to-noise ratio and 
overall gain could still be obtained. It is for this application 
‘that the unit shown in Figures 8 and 9 was developed. 


Z Circuit of 
the Broad-Band 
“Signal Lifter’’ 


Figure 10 shows the circuit of the dual 
broad-band signal lifter for the 28-Mc. and 
50-Mc. bands. Two channels are provided, 
one for each band, and each channel uses 
a pair of 6J6’s in a cascaded grounded-grid triode amplifier. 
However, the two channels operate independently so that either 
one may be constructed. Only one triode section of each of the 
6J6’s is used in each stage, the other section being allowed to 
float. In a grounded-grid circuit such as is used it is possible 
to use the tube in only one circuit, and no appreciable improve- 
ment in performance will be obtained if both halves of the 
tube are used in parallel since the interelectrode capacitances 


are doubled at the same time that the transconductance is 
doubled. 


Through the use of triodes in the r-f amplifier unit it is 
possible to obtain a substantial amount of gain with a rela- 
tively small increase in the noise level. In an actual test of this 
unit ahead of a good post-war communications receiver, the 
addition of the signal booster added less than one “S’’ division 
to the reading of the receiver but the strength of incoming 
signals was increased by three “S” divisions. This test was 
made on the 28-Mc. band and represents an improvement of 
8 to 10 db in the noise factor of the receiver. Almost all the 
improvement may be attributed to the fact that triodes are 
used in the signal-amplifier. The balance of the improvement 
may be attributed to the fact that an increased signal level was 
being applied to the grid of the mixer stage in the receiver, 
thus further overriding the inherent noise of the mixer stage. 

When the signal amplifier was used ahead of a 50-Mc. 
receiver using a conventional pentode tube in the r-f stage the 
improvement in the signal-to-noise ratio was even more strik- 
ing. The addition of the external amplifier added only a just 
appreciable amount of noise to the output of the receiver but 
the strength of incoming signals was increased by more than 
three ‘“S” divisions, or more than 15 db. 


Triode versus 
Pentode R-F 
Amplifier Stages 


The higher the frequency on which a test 
is made, the more striking will be the im- 
provement in the performance of a triode 
r-f amplifier stage in a receiver over that 
of a pentode. This improvement may be attributed to a num- 
ber of factors, all of which have been grouped together into 
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'H-F Receiver Construction 


Figure 11. 
TOP VIEW OF THE NBFM ADAPTER. 
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a quantity called the “equivalent noise resistance” of the tube. 
The tube having the lowest equivalent noise resistance for this 
type of application as a broad-band r-f amplifier is the 6J4 
triode, which is also designed for use as a grounded-grid r-f 
amplifier. Close upon the 6J4 is the 6J6 which has been used in 
this unit of equipment. 6J4 tubes may be used in the unit to 
obtain even more striking performance, but the cost of the 6J4 
tube is-considerably greater than that of the 6J6. 

Image Ratio Although the signal amplifier described gives 
an increase of approximately 15 db in the sig- 
nal level fed to the receiver input, the very, fact that it is a 
broad-band device means that the unit will contribute nothing 
to the image ratio of the receiver. Since the unit amplifies the 
level of all signals in the band, those signals which produce 
image responses are amplified the same amount as the desired 
signal. This is a fundamental disadvantage of the broad-band 
type of signal amplifier. (The broad-band type of converter, 
however, does not have this disadvantage since a very much 
higher value of effective intermediate frequency is used follow- 
ing the broad-band type of converter.) Hence, if the receiver 
into which the signal amplifier is operating already has a 
good image ratio, the amplifier will be quite satisfactory. But 
if the receiver has a poor image ratio, it will still have the 
same image ratio after the amplifier is installed, but the images 
will appear considerably stronger since they will be amplified 
sufficiently so that they will override the noise level within 
the receiver under conditions where they would have been 
lost in the receiver noise before the signal amplifier was in- 
Stalled. 


Input Circuits Two different input circuits have been 
for the “Signal Lifter’’ 
the antenna to the cathode of the first 
r-f arhplifier stage. The circuit shown for 10-meter input is 
best for feeding of greater than 200 ohms to the first cathode 
and the circuit shown for 6-meter input is best for matching to 
an impedance of less than the approximate cathode impedance 
of the 6J6 of 200 ohms. Actually the input circuits chosen were 
for feeding from a 300-ohm line for the 10-meter input and 
for feeding from a 52-ohm coaxial line for the 6-meter input. 
Provision has been made for three antenna inputs to the 
amplifier and for a single lead from the amplifier to the input 
circuit to which it is coupled. The 6-meter antenna is connected 
directly to the amplifier for this band and the 10-meter an- 
tenna is connected to the 10-meter input. The low-frequency 
antenna is connected to another set of terminals on the 
amplifier and when switch S, is in the center position the low- 
frequency amplifier is fed directly into the receiver. Both sig- 
nal amplifiers are inoperative when the switch is in the center 
position. 


- NARROW BAND FM 465 KC. ADAPTER 


The Radio 


used in the signal lifter for coupling 


The unit diagrammed in Figure 12 and shown in Figures 11 


and 13 has been developed to fill a need for an adapter to 
convert a conventional communications receiver to give satis- 


factory reception of narrow-band FM signals. The unit is” 


relatively simple to build, can be installed inside the receiver 
housing and is quite easy to adjust. Although NBFM can be 
received on a conventional communications receiver by tuning 
the receiver to one side or the other of the incoming signal, a 
tremendous improvement in signal to noise ratio and in signal- 
to-amplitude modulated interference will be obtained by using 
a true FM detection system for the reception of FM waves. 


Circuit The circuit of the adapter is relatively simple, using 

two newly developed miniature tubes. A type 6AUG6 
tube is used as a limiter and a type 6AL5 as a discriminator. 
A conventional 465-kc. push-pull diode detector transformer 
has been used as a discriminator transformer. This type of 
transformer operates quite satisfactorily even though it is not 
designed for use in a discriminator circuit. Somewhat greater 
signal output voltage for a given amount of deviation can be 
obtained if a discriminator transformer designed for 465-kc. 
use is available. The limiter circuit itself is conventional using 


Figure 12. 
SCHEMATIC DIAGRAM OF THE NBFM ADAPTER. 


C:i—-50-pufd. midget mica 

Cz, Cs—Dual 0.1-pfd. bathtub 
C:—50-pufd. midget mica — 
Cs, Cvu—100-pyfd. midget mica 


R;—39,000 ohms 2 watts 
Ra, Rs, Re-—100,000 ohms 
Y2 watt 
T—465-ke. discriminator trans. 
if available, if not a 465- 
C:, Cs—Trimmers on i-f trans. kc. push-pull diode input 


Ri, Re—220,000 ohms 12 watt trans, may be used. 
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grid-leak bias and reduced screen voltage on the 6AU6 tube. 
The discriminator circuit is also quite conventional and utilizes 
a resistor R, in place of a more bulky and more expensive r-f 
choke in the return lead for the discriminator transformer. The 
particular transformer used in the equipment shown is manu- 
factured by the J. W. Miller Co. of Los Angeles and the type 
number is 012-C3. 

The audio output level from the discriminator is approxi- 
mately 10 volts peak for the maximum deviation which can be 
handled by a conventional 465 kc. i-f communications receiver. 
This amount of voltage is sufficient to drive directly a pentode 
or tetrode audio amplifier stage to adequate output; or if 
desired, the audio output of the unit may be run through the 
complete audio system of the receiver in place of the output 
of the AM detector. The simple circuit for accomplishing this 
result is shown in the circuit diagram for the equipment, Fig- 
ure 12. 


The adapter unit requires approximately 3 ma. 
at 180 volts and 0.6 ampere at 6.3 volts for 
heaters. In most cases the small additional drain 
may be placed upon the regular power supply incorporated in 
the receiver. 

_ The r-f grid voltage on the 6AUG tube may be any value 
above about 0.5 volt for proper limiting action. This amount of 
voltage can usually be obtained by winding about 10 turns of 
hookup wire between the i-f coils in the last i-f transformer 
of the receiver. One side of the added coil should be grounded 
and the other side should be fed through a shielded lead or a 
coaxial cable to capacitor C, in the adapter unit. If it is not 
desired to go inside the i-f transformer a 10-pyfd. capacitor 
may be connected to the plate of the last i-f or the next to last 
i-f stage and this lead then run through the shielded cable to 
the adapter unit. This latter procedure, however, will require 
re-aligning of the plate section of the i-f transformer, and un- 
less considerable care is taken may result in a tendency toward 
i-f instability in the receiver. 


Operating 
Conditions 


After the adapter unit has been installed and con- 
nected into the receiver i-f channel, an unmodu- 
lated signal should be fed into the receiver. The 
receiver is then tuned by means of its tuning meter or other 
indication so that the incoming signal is peaked exactly in the 
center of the i-f channel. Then a high resistance d-c voltmeter 
(50,000 ohms per volt if possible) is placed across Rs. The 
primary of the discriminator transformer T is then tuned for 
maximum indication on the voltmeter. Following this the sec- 
ondary of the discriminator transformer is peaked for maxi- 
mum indication. The ungrounded voltmeter lead is then re- 
moved and connected across the audio output terminal of the 
discriminator. 


Tuning 
Procedure 


Figure 13. 
UNDERCHASSIS OF THE 465-KC. FM ADAPTER. 


The communications receiver is now swung back and forth 
across the frequency of the incoming signal and the movement 
of the voltmeter noted. When the receiver is exactly tuned on 
the signal the voltmeter reading should be zero. When the 
receiver is tuned to one side of center, the voltmeter should 
increase to a maximum value and then decrease gradually to 
zero as the signal is tuned out of the pass band of the receiver. 
When the receiver is tuned to the other side the voltmeter 
reading should increase to the same maximum value but in the 
other direction (requiring that the meter leads be reversed) 
and then fall to zero. It will undoubtedly be necessary to make 
small adjustments in the trimmer on the secondary of the 
discriminator transformer to make the voltmeter read zero 
when the signal is tuned in the center and rise to the same 
value if the receiver is tuned the same distance either side of 
center, 


Chapter Nineteen 


¢ 


Converters for the 28-Me. 
and oU-Me. Bands 


THE upper frequency limit for most of the war surplus recetv- 
ers is about 18 Mc., and the upper frequency limit for the 
great majority of amateur communications receivers is usually 
some frequency just above 30 Mc. Consequently, many ama- 
teurs desiring to operate on the 28-Mc. and 50-Mc. bands are 
forced to use some sort of converter ahead of their regular 
communications receiver. Also, an increasing percentage of 
amateurs operating on the 28-Mc. band are using converters 
ahead of their communications receiver even though coverage 
of the 28-Mc. band is afforded by the receiver. Through the 


use of a good “hot” converter operating into an intermediate 
frequency in the range from 1.5 to perhaps 12 Mc. it is possible 
in many cases to obtain a worthwhile improvement in signal- 
to-noise ratio, an increase in overall gain, and a great reduction 
in image responses. 


Although the basic principle of operation of all 
converters is the same, there are several possible 
procedures whereby signals on different fre- 
quencies may be selected so that they will fall in the pass band 
of the receiver. The two most practicable methods are: (A) 
Utilizing a fixed second beating oscillator and a fixed inter- 
mediate frequency of 1.5 to 12 Mc., tuning in of the desired 
signal being accomplished by varying the frequency of the first 
beating oscillator and then tracking the r-f circuits with this 
oscillator. (B) Utilizing a fixed first beating oscillator with 
broad-band circuits in the antenna and mixer circuits, selection 
of the desired signal being accomplished by varying the fre-_ 
quency of the second beating oscillator and the first inter- 
mediate frequency. 

Each system of frequency conversion offers advantages and 
disadvantages. The system (A) has long been used and 1s 
more or less the standard procedure for constructing a con- 
verter. The system is effective and is easy to align since sharply 
resonant circuits are used in all stages. It does, however, have 
the strong disadvantage that the high-frequency beating oscil- 


Types of 
Converters 


‘lator must be stable and yet must be tunable over a consider- 


able frequency range, and in addition the tuned circuits asso- 
ciated with the r-f and mixer tubes must be tracked with the 
oscillator. Another consideration, which may be an advantage 
or a disadvantage in different cases, is the fact that such a 
converter often may have a relatively large signal-voltage gain 


\ Figure 1. 
LOOKING DOWN ON THE 28-MC. CONVERTER. 


28-Mc Converter 


which sometimes will overload the a-v-c system of the receiver 
into which the converter is operated. 

The (B), system is much more recent, and has become prac- 
ticable with the introduction of tubes which are capable of 
delivering considerable gain over a band of frequencies meas- 
ured in terms of megacycles. The 6J4, 6J6, and GAKS are three 
relatively recent tubes which are excellently suited for use in 
broad-band amplifier circuits. The (B) system has the strong 
advantage that no tuning whatsoever is required in the con- 
verter after it has once been adjusted to obtain proper opera- 
tion. Hence there are no difficult mechanical problems, there 
are no ganging troubles, and further, the calibration on: the 
dial of the communication receiver may often be used as the 
calibration for frequencies coming into the converter simply 
by adding the frequency of the oscillator in the converter to 
the frequency reading of the communications receiver dial. 
This latter assumes, of course, that the beating oscillator in 
the converter is operating at a frequency below the fre- 
quency of the desired incoming signal, by the value of inter- 
mediate frequency chosen. 

- Converters of the broad-band (B) type have the disadvan- 
tage, however, that unusual precautions must be taken to 
minimize spurious responses. These responses are of two 
general types: those which arise as a result of signals being 
received directly on the tuned frequency of the receiver into 
which the converter operates. These signals may come straight 
through the converter due to its broad-band characteristics, or 

- the signals may get into the receiver due to insufficient shield- 
ing. In either event a series-resqnant trap circuit connected 
across the antenna leads of the converter will greatly attenuate 
these signals coming through on the frequency to which the 
receiver is tuned. 


The second type of spurious response comes about as a result 


of harmonics of the local oscillator in the receiver which the 
converter feeds. Very little can be done about these responses, 
but since they normally come at only one or two places in the 
band their presence may usually be tolerated. 

Converters of the (A) type may be used with any type of 
receiver, including a broadcast receiver, which may be tuned 
to the frequency chosen for the intermediate amplifier. One of 
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Figure 2. 


SIDE VIEW OF THE CONVERTER REMOVED FROM 
THE CABINET. 
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Figure 3. 
SCHEMATIC DIAGRAM OF THE 28-MC. CONVERTER. 


Ci, Co—15-pufd. midget Cii—100-pfd. air padder 
variables Ci; —0.005-yfd. mica 
Cs—35-uufd. midget variable ; Ri—270 ohms % watt 
Ci, Cs—25-upfd. air padder R2—3000-ohm potentiometer 
Co—100-pufd. air padder Rs—47,000 ohms 2 watts 
Cz, Cs, Cx—0,005-pfd. mica Ri—27,000 ohms 2 watts 
Ci—15-ppfd. ceramicon Rs—100,000 ohms 1 watt 
Ci—0,005-pfd. mica Rv—100 ohms 2 watt 
Cix—25-pufd. ceramicon R:—39,000 ohms 2 watt 
Cis—300-pufd. ceramic RFC—2.5-mh. 125-ma. r-f choke 
. 


Cio RFC 


C13 C14 


6J56 care 


CABLE 


HEATERS 
6.3 V.A.C. 
-6 


Li—6 _ turns no. 14 YY” dia. 

Lo—15 turns no. 12, Y2” dia. 
spaced to 2 inches 

Ls—Same as Lez 

li—7 turns no. 14 bare ce- 
mented on 54” dia. cer- 
amic form, spaced to 1” 


/ 


+125V. +90V. 


ES 2 
ANTENNA 


OUTPUT 
300. LINE 


—B SW. 
C.T. ON H.V. 
POWER TRANS. 


L;—2 turns no. 18 enam. wound 
5/16” from cold end of Ls 

Lu—1%q inches no. 30 enam. 
closewound on 1” diameter 
form 

L:;—7 turns hookup wire on 
cold end of Ls 
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The Radio. 


the aircraft receivers of the ARC-5 or SCR-274N series makes 
a good i-f amplifier for a converter of this type. For a con- 
verter of the (B) type a good communications receiver with 
accurate dial calibrations is best. 


6AK5-6J6 CONVERTER FOR THE 28-MC. BAND 


Figures 1 and 2 illustrate a very effective converter for the 
28-Mc. band using a 6AKS r-f stage and a 6J6 as a combined 
oscillator and mixer. Since the coils for this receiver are 
soldered in place for single-band operation it is possible to 
obtain optimum L to C ratio and good Q for high gain and 
excellent image rejection in the converter. Three midget vari- 
able capacitors are ganged for tuning the converter. C, and C, 
are each 15-yufd. midgets and C3, which tunes the high- 
frequency oscillator, is a 35-pufd. variable of a slightly larger 
type than C, and C,. Padder capacitors have been placed across 
all the r-f and oscillator coils so that accurate alignment is 
possible. With the values of capacitance as shown and the 
coil dimensions given the converter tracks accurately over the 
range from 27 to 30 Mc. 

A cathode-bias control is used on the 6AK5 r-f stage. Due 
to the extremely high gain in this stage if the gain control ts 
turned full open there is some regeneration in the stage. In 
fact, with the antenna disconnected, the stage will oscillate 
due to the residual grid-to-plate capacitance within the 6AK5 
tube. The socket for the 6AK5 tube is mounted so that the 
shield between the r-f stage and the detector-oscillator com- 
partment bisects the socket. A soldering lug is run from the 
center shield of the miniature socket to a bolt on the inter- 
stage shield. 

The 6J6 combined oscillator-mixer stage is operated with 
the cathode grounded and with grid-leak bias on both the 
oscillator portion and the mixer portion. No external provision 
for local-oscillator injection into the mixer portion of the 6J6 
has been included since ample coupling exists within the tube 
itself. The circuit shown was chosen after several other circuits 
were tried, this particular circuit giving the best performance 
with best oscillator stability. 

The mixer plate of the 6J6 is coupled to the 1.8-Mc. output 
circuit in a rather unconventional manner. Due to the rela- 
tively low plate resistance of the 6J6, if the plate current of 
the tube is fed through L, in the conventional manner the 
tuning of the output circuit will be extremely broad as a result 
of loading on the tank circuit by the 6J6 plate resistance. How- 
ever, thtough the use of the impedance matching network (or 
tapped-tank circuit, whichever you may wish to call it) be- 
tween the plate of the 6J6 and the output tank it is possible 
to obtain considerably greater voltage gain out of the mixer 
stage and in addition the output tank circuit tunes quite 
sharply. With the value of components shown for the output 
tank circuit an i-f:of from 1.5 Mc. to 1.9 Mc. may be used. 
Some experimentation with the value of the intermediate fre- 
quency to be used should be made. While the tracking will be 
good over the entire range given, it will be best at some 
frequency within the range specified above. 

An output control switch has been provided so that when 
the converter is switched out of the circuit the input circuit of 
the low-frequency receiver is removed from the converter out- 
put and connected to a low-frequency antenna. 

The entire converter may be operated from a supply which 
delivers 6.3 volts at 0.625 amperes and 125 volts at 25 ma., 
with a resistor of 6800 ohms at 2 watts connected between 
the plus 125-volt terminal and the plus 90 volt terminal for 
the oscillator. Or, if desired, the voltage fed to the oscillator 
tube may be stabilized by means of a VR-90 and an 1800-ohm 
2-watt resistor running from the 125-volt lead to the anode 
of the VR-90 tube. 


TUNED CONVERTER FOR: 28-MC. AND 50-MC. 
BANDS 


The converter shown in Figures 4, 5, and G-uses a 6AKS5 r-f 
stage, a 6BE6 mixer, and a 6C4 oscillator, with a 5Y3-GT and 
a WR-105 in the self-contained power supply. By using an i- f 
output frequency of 11.75 Mc. it is possible to use only one 
local-oscillator range for both the 10-11 and the 6-meter bands, 
the 6C4 oscillator covering the frequency range from 38.2 to 
42.3 Mc., with the 6-meter band 11.75 Mc. on the high side 
of the oscillator and the 10-11 meter band the same number 
of megacycles on the low side of the oscillator. The 6-meter 
band covers the entire dial of the converter, and the 10-11 
meter band covers from a dial reading of approximately 20 to 
80 with a gap, of course, between the 11-meter and the 10- 
meter bands. Provision has been made for the use of plug-in 
coils in all three stages even though the oscillator coil need not 
be changed when changing from the 6-meter band to the 


-10-meter band. This provision has been made in the event that 


it is desired to wind a set of coils for the 21-Mc. frequency 
range. 

As mentioned before, the power supply for the converter is 
self-contained, and a VR-105 tube has been used to obtain 
stabilization of the plate voltage on the high- frequency escil- 
lator. The screen voltage for the 6AK5 r-f stage is controlled 
by potentiometer R. as the gain control on the converter. The 
stability of the converter, constructed as is shown in the photo- 
graphs, is unusually good. Drift is very small and the total 
drift is complete within two or three minutes after the power 
has been applied. The note of the high-frequency oscillator is 
clean and stable, permitting a c-w signal on the 50-Mc. band 
to be copied with ease. Also, since the high-frequency oscilla- 
tor coil is not changed for either 6 or 10 meter operation, the 
stability of the converter is the same on both the 6-meter and 
the 10-11 meter bands. 


Coils Coils for the converter are wound as described in the 

_ data below Figure 7. Then the local oscillator padder 
capacitor Cs is trimmed until the oscillator tunes the range 
(as determined if possible by listening to another receiver ) 
from 38.2 to 42.3 Mc. Some juggling of the point at which CG; 
taps onto the coil will undoubtedly be necessary to make the 
oscillator cover the exact frequency range given. Then padder 
capacitors C, and C; are tuned for maximum noise-level output 
from the converter, with the 10-11 meter coils in place in their 


Figure 4. 
TOP VIEW OF THE 6 AND 10 CONVERTER IN ITS 
CABINET 


Figure 5. 
SIDE VIEW OF THE CONVERTER CHASSIS. 


-Two-Band Converter 


4 
‘ 
MN 
ae 
Ne 
at 
at 
ry 


respective sockets. Excellent tracking on this band was obtained 
with tuning capacitors C, and C; tapped across the entire coils. 
Note that a 220,000-ohm 14-watt resistor is placed ‘inside the 
coil form across the grid circuit of the 6BE6 mixer on this 
band. This resistor was required since the input resistance of 
the 6BE6 when operating with separate excitation as a mixer 
is negative for the optimum operating conditions chosen. 
Hence it is necessary to parallel the input tank circuit for the 
tube with a resistor of ‘such value to cancel the negative input 
resistance of the tube. The signal-to-noise ratio of the con- 
verter is improved by the addition of this resistor, and any 
tendency toward instability in the mixer stage is eliminated. 
The coils for the 6-meter band are wound on slug-tuned 
forms which have been cemented into sawed-off forms of the 
same type as used for the 10-11 meter range. After the padder 
capacitors for the 10-11 meter range have been set, the slugs 
in the. 6-meter coils are adjusted for peaking on the 6-meter 
range. It may be necessary to vary the tapping point for the 
tuning capacitors C; and C, for accurate tracking over the 
entire band. Due to the high gain of the 6AKS5 r-f stage and 
due to the relatively high feedback capacitance of this tube, 
the gain cannot be advanced fully on the 50-Mc. band. 


The converter is assembled on a 9 by 7 by 2 
inch chassis, with a separate chassis made from 
a bent piece of aluminum mounted on top of the main chassis 
for the r-f section of the unit. The additional chassis is con- 
structed from 0.032” aluminum and its dimensions are 44% by 
24 inches above the chassis by.514 inches deep. Lips are 
extended downward in the rear and bent outward in front for 
mounting the chassis. All supply voltages to the chassis are 
brought through a single cable so that the chassis may be 
disconnected from the main chassis and bent back for work- 
ing on it. An inter-stage shield is built-into the chassis between 
the r-f and mixer-oscillator compartments. This shield is cen- 
tered below the socket for the 6AK5 r-f amplifier tube. Coaxial 
connectors are used for input and output cables from the con- 
verter. 


Construction 


Figure 6. 
UNDERCHASSIS VIEW OF THE 10-11 AND 6 METER 
CONVERTER. 
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Figure 7. 
SCHEMATIC DIAGRAM OF THE TWO-BAND CON- 
VERTER. 


Rio—4700 ohms 2 watts 


Li, Le—28 Mc.: 8% t. no. 18 
tinned on 34” form spaced 


Ci, C2—Dual 10-pufd. variable 
Cs—50-ypfd. midget variable 
Cs, Cs—25-pfd. air padders 
Co—100-ppfd. air padder to 5”, Pri. 4 t. no. 20 
Ty Cs, Co, Cro, C11—0,003-fd. enam. closewound, Detector 
‘mica coil has 220K res. 
Ci2—25-ppfd. silver mica 50 Mc.: 5 t. spaced to 5%” 
Cis—0.003-pfd. mica on 2” dia. slug-tuned 
Cu—10-upfd, midget ceramic form. Pri, 4 t. no. 24 enam. 
Cis—0.003-pfd. mica closewound 
Cic—50-pufd. midget mica 2V> t. no. 12 plated 
Cir—0.003-fd. midget mica pape: 34 pai Teiasared 
Cis, Cio—Dual 10-pfd. 450-volt wire dia. Tickler 5 ¢. no. 


electrolytic 
C2—0.003-y:fd. midget mica 
Ri, Re—100 ohms 2 watt 
Rs—22,000 ohms 12 watt 
Ri—180 ohms 12 watt 
R:—22,000 ohms 2 watts 
Ro—50,000-ohm potentiometer 
R7—47,000 ohms 2 watts 
Rs—100 ohms 2 watt 
Ro—100,000 ohms 2 watt 


20 enam., on cold end. 

Ti:—640 v. c.t. 40 ma., 6.3 v. 
2 a., 5 v. 2 a. power trans, 

T2—8 turns no. 28 enam. close- 
wound on 3%” dia. perme- 
ability-tuned form. Link 8 
t. same wire spaced 1” 
from ground end, 


S—A-c line switch, s.p.s.t. 
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V-H-F Receiver Construction 


SIMPLE BROAD-BAND CONVERTERS FOR 
28-MC. AND 50-MC. BANDS 


The broad-band converter using triode tubes is the most 


satisfactory device for the person desiring the utmost in sim- 


plicity along with top performance. The two simple converters 
shown in Figures 8 and 9 utilize a grounded-grid r-f amplifier 
and impedance matching stage coupled to the grid of a 6J6 
combination oscillator-mixer. The grounded-grid r-f stage 
gives a very worthwhile amount of signal gain with a very 
low value of inherent noise level. The use of a triode r-f stage 
coupled with a triode mixer results in a unit having a remark- 
ably good signal-to-noise ratio and still having ample signal 
gain. With either of the units shown coupled into the antenna 
circuit of a BC-348 receiver the gain of the overall receiver- 
converter combination is greater than that of the receiver alone, 
and the signal-to-noise ratio is unusually good. 


The Circuit The circuit of the 28-Mc. converter is given 
in Figure 10. The converter for the 50-Mc. 
band has the same circuit except that a transformer is used 
as the interstage coupling impedance L:. The plate current of 
the 6J4 r-f stage passes through the primary winding and the 
grid coupling capacitor C, is connected to the hot end of the 
secondary winding with the other end of the secondary 
grounded. Data for construction of the interstage coupling 
impedance L, is given in the coil table for both bands. 

It was deemed best to build two converters for the two 
bands rather than to try and use plug-in coils both from the 
standpoint of circuit efficiency and simplicity and as a result 
of the fact that separate antenna systems are almost invariably 
used for the 28-Mc. and 50-Mc. bands. The type 6J4 tube 
has an unusually high transconductance coupled with low 
interelectrode capacitances, making it ideally suited to use 


as a grounded-grid r-f amplifier stage in a broad-band sys- | 


tem. The cathode input impedance of approximately 100- 
ohms means that a special coupling circuit must be used to 
couple into the cathode circuit of the tube. The L:-C, circuit 
shown in Figure 10 permits the matching of a relatively wide 
range of impedances to the cathode circuit of the tube and still 
has sufficiently great bandwidth so that approximately 3 mega- 
cycles may be covered with no apparent variation in stage gain. 

The 6J6 mixer circuit is quite conventional, and is essentially 
the same as that in the 6AK5-6J6 converter described at the 
beginning of this chapter. The oscillator is tuned to a frequency 
of 20 Mc. for tuning of the 10-11 meter band from 7.16 Mc. to 
9.7 Mc. on the dial of the receiver into which the converter is 
coupled. The frequency of the incoming signal is obtained 
simply by mentally placing a 2 in front of the dial reading 
of the receiver. For the 6-meter band the beating oscillator is 
on a frequency of 36 Mc. so that the 6-meter band covers from 
14. to 18 Mc. on the receiver dial. In this case one adds 36 to 
the dial reading, although it is simpler mentally to subtract 4 


and add 40 to the receiver calibrated frequency. In the case 


Figure 8. 

TOP VIEW OF THE 28-MC. AND THE 50-MC. BROAD- 
BAND CONVERTERS. 
eee 
of the 10-meter converter the output coupling circuit L, ts 
tuned to 8.43 Mc., 
coupling circuit is tuned to 16 Mc. although slightly improved 
gain will be obtained on the lower half of the band if the 

circuit is peaked on 15 Mc. 
Construction 
struct, and if the placement of components 
shown imsthe photographs is followed no difficulty with self- 
oscillation should be encountered. The chassis are bent from 


‘strips of aluminum 334 inches wide, and the top surface of 


the chassis is 51/4 inches long. Lips are bent down at each end 
so that the unit may be mounted with the same holes which 
originally held the dynamotor of the BC-348. Although the 
particular units shown were constructed to be mounted inside 
a BC-348 receiver, they operate equally well when coupled 
into any well-shielded receiver covering the frequency ranges 
mentioned above. It was found necessary to use a coaxial cable 
for the input and output circuits of the converter to eliminate 


reception of signals on the frequency to which the main tfe- 


ceiver of. the combination is tuned. With the converter 


mounted in the receiver as shown in Figure 11, however, - 


reception of undesired signals was found to Be satisfactorily 
low. 

There is one undesirable condition which comes about as a 
result of operating a broad-band converter into a receiver in 
this manner. At several points on the dial the harmonics of 
the local oscillator in thé main receiver will be picked up by 
the converter and passed back into the receiver. With the 
BC-348 operating on the 10-meter band in this manner there 
is one such response at about 28.550 Mc. On the 50-Mc. band 


a relatively strong response is obtained at about 51.2 Mc. and~ 


several less strong responses are obtained near the high- 
frequency end of the band with a BC-348 receiver. 


The first step in aligning the converters is to 
adjust the tuning slug of the coil Ls until the 
frequency of the beating oscillator is 20 Mc. 
for the 10-meter band or 36 Mc. for the 6-meter band. Then 
the receiver into which the converter is to operate is fed from 


Aligning the 
Converters 


Figure 9. 


UNDERCHASSIS VIEW OF THE TWO BROAD-BAND 
CONVERTERS. 


and for the 6-meter band the output 


The converter units are very simple to con-~ 


Broad-Band Converters 
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COIL TABLE 
- BROAD-BAND CONVERTERS FOR 28 AND 50 MC. 


28-Mc. Band 


50-Mc, Band 


Coil 


12 turns no. 24 enam. tapped | 6 turns no. 24 enam. tapped 
2 turns from ground end for | 2 turns from ground end for 
cathode. 3-turn link of | cathode. 3-turn link of hook- 
hookup wire at ground end|up wire at ground end fer 


for antenna antenna 
Le 16 turns no. 24 enam. close- | Plate coil—3 t. no. 24 enam. 
wound closewound spaced ¥/g” from 

grid toil 


Grid coil—4 turns no. 24 
enam, closewound on end 
opposite mounting, A 15- 
uufd. ceramic capacitor is 
placed across the grid coil. 
Ls 7 turns no. 14 bare spaced | 4 turns no. 14 bare spaced 
to fill form. Tapped at 2 | to fill form. Tapped at 14% 
turns from plate end. turns from plate end. 
_ [30 turns no. 28 enam. close- | 26 turns no. 24 enam. close- 
Ls wound with 5-turn link of | wound with 5-turn link of 
hookup wire at ground end | hookup wire at ground end 
of coil of coil 


the output of the converter and the receiver is tuned to 8.43 
Mc. for 10 or to 15 Mc. for 6. With the converter operating 
the slug in coil L. is varied until maximum noise level is 
apparent at the output of the main receiver. The tuning process 
_ will be facilitated if an output meter is fed from the output 
of the main receiver. After L, has been peaked, L: is peaked 
on noise and then L; is peaked on noise without the antenna 
connected. Then the antenna is coupled to the input of the 
converter and Li, L2, and L; are.re-peaked for maximum noise 
output with no signal being received. 

The main receiver is now tuned to cover the asp 
range over which the amateur band should be received. There 
should be but a very small variation in the average background 
noise level over the whole of the 10-11 meter band and over 
the major portion of the 6-meter band. 

The stability of the oscillators shown in the converters is 

such that c-w signals may be copied with ease on both the 

28-Mc. band and on the 50-Mc. band. If the ultimate in sta- 
bility is desired a crystal oscillator on 20 Mc. or on 36 Mc. 
using one of the new miniature high- frequency crystals may 
be used as the beating oscillator in the converter. 


Input ond The input and output tuned circuits for the 
Output Circuits converter have proven to be satisfactory for 
$s —. operation of the converter from a 300-ohm 
feed line into the input of a BC-348 receiver. However, for use 


Figure 11. 


VIEW SHOWING THE 28-MC. 
BROAD-BAND CONVERTER 
INSTALLED IN THE DYNA- 

~MOTOR WELL OF A 
BC-348P. 

With a similar installation of the 

50-Mc. converter in this manner 

difficulty was encountered with in- 
terference from signals getting 
through in the 14 to 18 Mc. range. 

If this difficulty is encountered it is 

suggested that a separate connec- 

tor be mounted for the 50-Mc, an- 
tenna, and that the switch on the 
panel be used only for changing 
the input of the receiver from the 
antenna post on the front to the 
coaxial cable from the converter. 

Then, with the low-frequency an- 

tenna removed from the front term- 

inal the pickup of signals in the 

14 to 18 Mc. range should be 

sufficiently reduced. 3 
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ON RECEIVER 


IN SERIES WITH B+ 
TO CONVERTER 


HEATER CIRCUIT 
RFC 


ce. 6.3. +200 —- 
300 Vv. 
Figure 10. 
SCHEMATIC DIAGRAM OF THE BROAD-BAND CON- 
VERTERS. 


R2—4700 ohms 2 watts 
Rs—100,000 ohms 1 watt 
R:—47,000 ohms 12 watt 
Rs—4700 ohms 2 watts 
Re—1000 ohms 2 watts” 
R7:—5000 ohms 10 watts 
RFC—5.5-phy, 1000-ma. chokes 
(midget v-h-f type) 


C:i—5-upfd. miniature ceramic, 
or 3” 75-ohm twinlead 
Co—500-pyufd. midget. mica 
C3—0.002-ufd. midget mica 
C:—50-upfd. midget mica 
C;—15-yupfd. midget mica 
Ce, C7—0.002-:fd. mica 
Cs—100-pufd. zero-coefficient 
ceramic capacitor S—Converter on-off switch (not 
Co—50-upfd. midget mica mounted in the chassis of 
Cio—0.002-yfd. midget mica unit) 
Ri—47 ohms 12 watt Coils—See coil table 


with other types of feed line and other receivers it may be 
possible to obtain slightly improved bandwidth and perhaps 
a small increase in overall gain with other types of input and 
output circuits. Two alternative input circuits suitable for 
feeding the cathode of a broad-band grounded-grid amplifier 
are shown in the “signal lifter” described in Chapter 18. The 
circuit shown for the 6-meter portion of the signal lifter 
may be found to be slightly better for feeding this converter 
from a 52-ohm coaxial cable. Improved performance with this 
type of converter may be obtained, when space is available, 
by adding an additional 6J4 broad-band amplifier stage ahead 
of the one shown, using identical circuit constants. 


Chapter Twenty 


V-H-F and U-H-F Receiver Construction 


ALTHOUGH it is relatively easy to build ,eceivers for use up 
to about 200 -Mc., receivers for the frequency range above 300 
Mc. are difficult to construct in the home workshop. In fact, 
obtaining operation with conventional tubes at frequencies as 
high as the 420 to 450 Mc. band is impracticable. However, 
tubes of the acorn type can be used in conventional circuits at 
this frequency range if sufficient attention is given to the prob- 
lem of obtaining low lead inductances. Miniature tubes such 
as the 6J6 may be used as mixers at frequencies as high as 
600 Mc., but if we go much above this frequency limit with 
conventional negative-grid circuits the use of disc-seal tubes 
such as the lighthouse series becomes necessary. 

The practicability of conventional coil-capacitor tank cir- 
cuits becomes questionable at frequencies above about 300 Mc. 
One reason for this condition lies in the fact that the induc- 
tance of the stator plates becomes of the same order of magni- 
tude as that of the coil required to hit such a frequency range. 
One way of extending the range of the coil-capacitor circuit 
is to use a tank circuit whereby the tank inductance is split 
and one half placed on either side of the tuning capacitor. 
Through this expedient it is possible to cause the currents in 
the stator plates to flow in opposite directions from the two 
halves of the tank coil and hence to reduce the effective induc- 
tance of the capacitor. The use of the new midget butterfly 
u-h-f tuning capacitors is a further help in extending the 
frequency range since the rotor of the butterfly capacitor has 
a much lower effective inductance than the rotor of the con- 
ventional split-stator tuning capacitor. A tank circuit using 
one of the new midget butterfly capacitors in conjunction with 
a split tank inductor is shown as the tuned circuit for the 6J6 
mixer stage in the u-h-f superheterodyne converter shown in 
this chapter. 

Through the use of an arrangement whereby the tank in- 
ductance is. made up of continuations of the stator plates of a 
butterfly tuning capacitor the frequency range of a coil- 
capacitor circuit may be extended to frequencies as high as 
3000 Mc. Such tank arrangements are called “butterfly” cir- 
cuits and have been discussed in Chapter 5. An example of 
such a tank circuit is shown in Figure 36 of Chapter 5. 


Figure 1. 


FRONT VIEW OF THE SUPER- 
REGENERATIVE RECEIVER. 


Even though the practicability of the coil-capacitor circuit 
may be extended well into the u-h-f range through the use of» 
the butterfly arrangement, much better tank circuit Q may be 
obtained in the u-h-f range through the use of short sections 
of coaxial fine or through the use of the resonant cavity. The . 
shortened coaxial line is most practicable in the frequency 
range from perhaps 200 to 2000 Mc. The resonant cavity 
becomes practicable at frequencies of the order of 1500 Mc. 
and above about 2500 or 3000 Mc. it becomes the most satis- 
factory sort of resonant circuit. 

The frequency range of the coaxial tank circuit when oper- 
ating with disc-seal tubes may be extended considerably 
through the use of 3/4-wave lines in either the grid or the plate 
circuit. This expedient becomes useful when the nodal point 
for a 1%4-wave line would fall inside the tube structure. If a 
Y/4-wave line may be used in one circuit satisfactorily, then a 


-34,-wave line may often be used in the other circuit connected 


to the tube and still obtain satisfactory operation. 

The most practicable type of low- -powet oscillator fer fre- 
quencies greater than about 750 Mc. is the reflex klystron. 
This tube type is available in a large range of frequencies of 
operation up through the 20,000-Mc. range. Such tubes are 
very effective as the local oscillator in a receiver, and they 
may be used for transmission with highly directive antennas 
over moderate line-of-sight distances. 

Mixers for frequencies above perhaps 600 Mc. can most 
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satisfactorily be of the silicon-crystal type. The 1N21B crystal, 
" of which large quantities are available on the surplus market, 
is specifically designed for use as a mixer in the 3000-Mc. 
range. Such crystals may be used, however, on the amateur 
1200-Mc. band as mixers as well as on the higher frequency 
bands. In fact, at frequencies as low as the 420-Mc. band the 
crystal mixer begins to give a good account of itself. When 
used in a mixer circuit the 1N21B is normally fed sufficient 
local-oscillator voltage so that from 0.4 to 0.8 milliampere of 
rectified crystal current is flowing. 


SUPERREGENERATIVE RECEIVER FOR 2, 11%, 
AND 3% METERS 


The difficulty of constructing a receiver for the 144-Mc., 
235-Mc., and 420-Mc. bands can be greatly reduced through 
the use of one of the excellent oscillator units manufactured 
by the Cardwell Mfg. Co. These oscillators are designed to 
use a relatively new u-h-f acorn tube called the 6F4 and are 
provided with coil sets for each of ‘the three above bands. 
However, in the case of several of the coil sets tested in the 
laboratory it was impossible to reach a frequency much above 
400 Mc. on the highest frequency coil. Consequently, new coils 
were made for the oscillator from strips of copper. In the _ ore 
process of determining the exact size of the coils for the 420 to ee oe Aue OO 5e aS 
450 Mc. band it was found that there is comparatively little : ; : 
difficulty in getting the oscillator up to a frequency as high as 


: j Figure 2. 
570 Mc. using short pieces of copper strap at each end of the REAR VIEW OF THE SUPERREGENERATIVE RECEIVER 
oscillator assembly. Also, it is very simple to use a slightly SHOWN REMOVED FROM ITS CABINET. 


CARDWELL OSCILLATOR 


se Nat SN ae 
wh 
i 
H UML E - 
| \/ “6F4 
ms Ce PHONES 
E AL tere C3 6C4 C4 6AQ5 Ta 
1 — 
= | SEZ A | 3 Coenen 
ee ee oe Sas 
i 
= = a = R4 R7 = 
Sa a a See ene ee 
M = = 
: SF SO 
1] CH 
TO HEATERS Ca 
FOR D.C. ice 
OPERATION OPERATION 
$2 OT, 
si\, () ood ) () 
00 Q T1 
-B 6V. +135V. 115 V.A.C. 
SHOT” 2 
. Figure 3. 
re SCHEMATIC OF THE 2, 14%4, AND 34 METER SUPERREGEN. 
Ci—-0.005-yfd. midget Cs—0.05-pfd. 400-volt Cs—8-fd. 450-volt elect. Re—220,000 ohms T:—55-ma. power trans., 
vtec tubular Ri—1000 ohms 2 watts Yq watt 6.3 v. fils 
2—22,000 ohms 2 watts T:—Midget pentode 
C-—500-putd. midget C;—25-pfd. 25-volt elect. Rs—500,000-ohm R;—270 ohms 2 watts chitpat a¢anstoraet 
i Co—8-ufd. 450-volt elect. potentiometer Rs—5000 ohms 10 watts eee 
: ase seg R:—3300 ohms 2 watts ne amy al il ne 
Cs—0.003-yfd. midget C;—16-ufd, 450-volt Rs—100,000 ohms CH—10-hy. 55-ma. filter Oscillator assembly— 


mica elect. 2 watts choke Cardwell 20,024 


Figure 4. 


SIDE VIEW OF THE 144-Mc. SUPER- 
REGENERATIVE RECEIVER. 


LE 


shorter piece of strip than the dimensions given below for 
operation on the 460-Mc. citizens-radio band. 

The actual inductors used for the 420-450 Mc. band can be 
seen in the photograph of Figure 1. The two inductors are the 
same and are cut from 1/32-inch copper. The strips are % 
inch wide and 234 inches long before bending. The two mount- 
ing holes are spaced 234 inches on centers. After the strips 
have been cut and the holes drilled they are bent into the 
shape shown in Figure 1, and then mounted on the oscillator 
assembly. The plate-voltage connection- for the oscillator is 
soldered to the center of the loop on the same side as for the 
coils supplied with the unit. 


Checking — 
Frequency _ 


The frequency of the superregenerator may be 
checked first with the aid of a pair of lecher 
wires. With a conventional lecher frame having 
a pair of no. 14 wires spaced about 14% inches the successive 
drop-outs in the hiss of the receiver should come at approxi- 
mately 40 inches for the 144-Mc. band, at 25 inches for the 
235-Mc. band, and at somewhere between 13 and 14 inches for 
the 420 to 450 Mc. band. For this test the ends of the wires of 
the lecher frame should be coupled to the antenna terminals 
of the receiver. 
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Figure 5. 


UNDERCHASSIS VIEW OF THE 144-Mc. SUPERREGEN- 
ERATOR. 


A more accurate check for calibration of the receiver on the 
420-Mc. band may be obtained by listening to the third har- 
monic of a 144-Mc. transmitter, since the third harmonic of 
the 144-Mc. to 148-Mc. band falls inside the band limits of 
the 420 to 450 Mc. band. An accurate check on the center of 
the 235-Mc. band may be obtained by listening to the 8th 
harmonic of a transmitter on 29.7 Mc. 


The only critical portion of the superregenera- 
tive receiver is the oscillator portion which 
comes as an assembled unit. In the particular receiver shown 
the power supply is placed upon one end of the chassis, with 
the filter components underneath, the oscillator is placed upon 
the other end, and the audio amplifier is placed in the center 
of the chassis. 

Provision has been made for feeding either a pair of phones 
from the center tap of the output transformer, or for feeding 
the voice coil of a dynamic loudspeaker from the secondary 
of the output transformer. Although the unit has a 115-volt 
a-c power supply built on the chassis, provision has been made 
for operation of the receiver from batteries or from a storage 
battery and a vibrator pack merely by inserting an octal plug 
with the proper connections into the socket on the rear of the 
chassis. 

The receiver is mounted in a small cabinet housing, with the 
antenna terminals consisting of a pait of feedthrough insula- 
tors on the side of the cabinet. A length of stiff hookup wire 
running from the antenna terminals with a two-turn loop on 
the end is coupled to the tank coil of the superregenerative 
detector. 


Construction 


SIMPLE 144-MC. SUPERREGENERATIVE 
RECEIVER 


If operation only on the 144-Mc. band is desired of a supet- 
regenerative receiver the construction problem is greatly simpli- 
fied. Figures 4 and 5 illustrate a very simple superregenerator 
which may be constructed with a minimum of difficulty of 
simple materials. 

The receiver employs a HY615 tube as the superregenerative 
detector followed by a 6C5 and a 6F6 audio amplifier to drive 
the loudspeaker. There are only two controls, a main tuning 
dial and a regeneration control which also serves as the volume 
control. The regeneration control knob is directly under the 


main dial where it may be seen clearly in Figure 5. The jack | 


to the left of the regeneration control receives the plug from a 


permanent-magnet-type loudspeaker. The output transformer 


to couple the 6F6 to the loudspeaker has been included in the 
receiver. However, if the particular loudspeaker used 1s 
equipped with an output transformer the plug may be con- 
nected to the plate and screen of the 6F6 tube. 
Construction The layout of components is clearly visible in 
the photographs of Figures 4 and 5. The two 
coil L, and L,, tuning capacitor C; and the r-f choke RFC, 
are mounted behind the panel directly in back of the main 
tuning dial and as close to the top cap terminals of the HY615 
as is possible. This type of construction results in short leads 
which are so important in successful v-h-f apparatus. The 
antenna terminals are mounted on a small polystyrene strip 
supported from the rear Corner of the front panel. 
For best results coil L: should be soldered directly to the 
two terminals of capacitor C, as shown in the photographs. 
When the superregenerative receiver is in opera- 
tion a continuous hiss will be heard from the loud- 
speaker. This noise disappears completely when a strong signal 
is tuned in and is reduced considerably by weaker signals. The 


Operation 


U-H-F Converter 


Ci—15-uufd. ultra-midget variable 


ANTENNA HY-615 6C5 C7 6F6 483 
TER 1 


MINALS 


TO CHASSIS AND 


R3 
GROUND CONNECTION 


‘REGENERATION 
CONTROL 


180 TO 250 VOLTS 


SCHEMATIC OF THE SUPERREGENERATIVE RECEIVER | 
FIGURE 6. 


C2—100-yufd. midget mica 
J C;—0.001-yfd. midget mica 

C.— 0.005-yfd. midget mica 

C;—0.002-pfd. midget mica — 

barra Cc—10-ufd. 25-volt elect. 

C;—0.01-yfd. mica 

Cs—25-ufd. 25-volt elect. 

Cox —0.25-ufd. 400-volt tubular 

Ri—10,000 ohms 12 watt 

R2—100,000 ohms 12 watt 

R;—100,000-ohm potentiometer 

Rs—2200 ohms 1 watt 

R;—47,000 ohms 1 watt 

Re—470,000 ohms 34 watt 

R;—350 ohms 2 watts 

Rs—100,000 ohms, 2 watt 

Li—-Single turn of no. 18 enam. 12-inch 
dia. and near grid end of Lo. 

Lo—For 2 meters: 2 turns no. 14 tinned, 
Y-inch dia., turns spaced 4 inch. 
Tap '% turn from plate end. 

J—Open-circuit phone jack 

RFCi—-Oh mite Z-1 v-h-f choke 

RFC2—2.5-mh. 125-ma. r-f choke 

Ti—2-to-1 ratio interstage trans. 

T2—Universal output transformer 


best position of regeneration control Rz will be that which 
gives strong signals with best voice quality and lowest hiss. 

The spacing between the two coils Li and L. must be ad- 
justed by bending L, to or away from L, until the point is 
found where the antenna has the least effect upon the receiver. 
When coupling is too close a dead spot in the tuning range 
will be found at one or more points on the dial. Signals will 
disappear at these dead spots; hence it is undesirable to have 
them within the normal tuning range of the receiver. When 
the coupling is of the proper amount no such dead spots will 
occur within that part of the tuning range of the amateur 
bands, although they will probably appear outside of this 
range on either one side or the other. 

The operation of a superregenerative receiver causes the 
radiation of a signal which may produce serious interference 
in the receivers of other stations in the immediate vicinity. It 
is therefore advisable to use the smallest amount of voltage on 
the HY615 detector which will give satisfactory reception. 


Figure 7. 
REAR VIEW OF THE U-H-F 
CONVERTER. 


The coils for the 420-Mc. band are 
in place in this photograph. 


U-H-F SUPERHETERODYNE CONVERTER 


If serious work is contemplated on the frequency bands of 
144 Mc. and above a superheterodyne receiver is the only 
satisfactory answer. Aside from the fact that the superregen- 
erator is likely to cause serious interference to local stations 
working on the same band, the fact remains that the super- 
regenerator is a less satisfactory receiver from all standpoints 
except simplicity for u-h-f work. The superregenerator is a 
poor receiver of FM signals unless they have a large deviation, 
and although such a receiver is satisfactory for reception of 
AM signals, it does not have as good a signal-to-noise ratio 
and has far less selectivity than a superheterodyne. Of course 
the point may be made that a large number of the signals on 
the u-h-f bands do not have sufficient stability to warrant the 
use of a selective superheterodyne receiver. But the use of a 
superheterodyne will permit greatly improved reception of 
those signals having good stability. Also, if the converter is 
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Figure 8. 
UNDERCHASSIS VIEW OF THE CONVERTER. 


operated ahead of a receiver having a broad i-f channel satis- 
factory reception may be obtained even from the modulated- 
oscillator type of transmitter if the operator of the station is 
requested to turn down the gain on the transmitter, and if the 
signal is then received as a wide-band FM signal. 

The superheterodyne converter shown in Figures 7 and 8 
has been designed for operation into a receiver operating 
somewhere in the 42 to 54 Mc. range and having both broad 
i.f. and provision for the reception of FM signals. One of the 
most satisfactory types of tail end for use with this converter 
is an FM receiver or converter of the type designed for use on 
the pre-war FM band from 42 to 50 Mc. A large number of 
these receivers and converters are not being used at this time, 
since the FM band has been moved up to the 88 to 108 Mc. 
range, hence their use as an i-f to audio system for the con- 
verter being described is an excellent application. 


Circuit Since the oscillator units tested covered the ap- 
of the proximate frequency range from 360 to, 410 Mc., 
Converter this range may be used unchanged for operation 


into an i-f channel of approximately 50 Mc. in 
covering the 420-Mc. band. Trimming to the exact frequency 
range desired is discussed in the instructions furnished with 
the oscillator units and involves merely the adjustment of the 
_setting of two screws. 

One of the tank coils of the oscillator is inductively coupled 
to the grid tank on the 6J6 mixer stage. The stage is operated 
with the grids in push-pull and the plates in parallel with a 
50-Mc. tank circuit as a load for the plates of the tube. The 
50-Mc. tank is link coupled to a coaxial cable which runs over 
to the receiver. The input circuit of the receiver is, of course, 
tuned to 50 Mc. or to some frequency in this range which has 
been chosen as the first if. of the complete receiving system. 

The tank coils for the grid of the mixer stage in the con- 
verter were made from no. 12 bare copper wire. For the 420- 
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Figure 9. 


SCHEMATIC DIAGRAM OF THE U-H-F CONVERTER. 


Ci—8-ppfd, midget butterfly R2o—100 ohms 2 watts 
C2=—50-yufd. midget mica Li—One-turn antenna loop 
Cs, Ci, Cs—0.003-ufd. midget Le—See text 

mica L:—7 turns on 32-inch dia. form 
Ri—50,000 ohms 12 watt Oscillator assembly 


Mc. band the coils each consist of half-loops, with the loops 
extending out about 7% inch on each side of the tuning capact- 


tor. The grids of the 6J6 are tapped up on the coil on one 


end of the capacitor about one-third the distance from the! 
center of the coil to the tuning capacitor. Connections to the 
ends of the no. 12 wire conductors have been made by pound- 


ing the ends of the wire flat and then drilling for the screws 


on the stator of the capacitor. The coils for the 235-Mc. and 
144-Mc. band are made in the same general way except that 
the 235-Mc. coil consists of 2 turns on each side of the tuning 
capacitor about one-half inch in diameter and the 144-Mc. 
coil consists of 4 turns on each side. The inductance of the 
coils may be trimmed by squeezing and the sharpness of reso- 
nance of the grid circuit of the mixer may be varied by adjust- 
ing the distance either side of the center of the tank coil where 
the grids of the 6J6 are tapped. 


The output circuit coil L; is tuned by turning up the gain 


on the receiver into which the converter operates and then 
adjusting the tuning slug for the greatest noise level. The 
oscillator and mixer circuits are tuned separately, the signal 
being tuned in by the oscillator and then C; is peaked for 
maximum signal strength. The tuning range of C.-L: is quite 


large so that some pulling of the oscillator frequency will _ 


probably take place when the mixer grid circuit is tuned to its 
lowest frequency. A slight increase in the hiss level will be 
noticed, with an antenna coupled to the mixer grid, when the 
mixer grid circuit is tuned through resonance—this frequency 
is of course the intermediate frequency chosen piss the oscil- 
lator frequency. 


Chapter Twenty-one 


Hl-F Exciters and Low-Power Transmitters 


IN ASSEMBLING an amateur station it is wise, whenever 
practicable, to purchase and construct units toward a definite 
goal. This is particularly true in regard to the transmitting 
equipment. Thus it is wise to start out with a simple trans- 
mitter which may later serve as the exciter for a higher- 
powered r-f amplifier. In most cases the first transmitter will 
be crystal controlled, but provision should be made for the 
addition of an external variable-frequency oscillator at a later 
date. If a rack-mounted transmitter is the ultimate objective, 
the transmitter which is later to be used as an exciter should 
be mounted on a standard rack panel. 

V-f-o operation is much to be desired on all the bands below 
54 Mc. The use of a v.f.o. is almost a necessity for operation 
in the phone bands below 29.7 Mc. and for c-w operation on 
the 14-Mc. band. But provision for the use of one or more 
crystals alternative to the v.f.o. should be made for edge-of- 
band operation and for working on spot frequencies for nets. 

Transmitters for the beginning amateur usually are con- 
structed on a wood baseboard or frame so that when more 
experience and knowledge is acquired the units may be dis- 
assembled for components with as little loss as possible from 
scrapped panels and chassis. 


SIMPLE C-W TRANSMITTER FOR 3.5 AND 
7.0 MC. 


Figures 1, 2, and 3 show a simple and stable c-w transmitter 
of the type frequently used by newcomers when first getting 
on the air. All components required in the set are quite inex- 
pensive. While a keyed crystal oscillator working directly into 


Figure 1. 


THE 40-80 METER TRANS- 
MITTER AND POWER 
SUPPLY. 


the antenna system could be used, the additional stability, 
power output and absence of keying chirps usually encountered 
when the crystal oscillator is keyed directly, make the extra 
few parts well worthwhile. 

The Circuit - A type 6J5 tube operating as a grid-plate Pierce 
oscillator is fed into a 6L6 power amplifier or 
frequency multiplier. While glass tubes have been shown, 
metal ones would be as satisfactory if pin no. 1 of the metal 
tubes is connected to the ground bus. The transmitter will 
deliver between 10 and 15 watts to the antenna on the 80-meter 
band and approximately 5 to 8 watts on the 40-meter band 
with the same crystal and coil being used on both bands. 
Construction Both the power supply and the transmitter are 
mounted on simple wooden chassis constructed 
of “battens” having dimensions of 134 x 34 inch. More than 
enough material to build these two chassis can be obtained 
from a lumber mill for around twenty cents. The pieces are 
nailed together with one-inch long thin nails called brads. 
Several coats of gray paint improve the appearance consider- 
ably. In the units illustrated in Figures 1 and 2 the power 
supply chassis is 8 inches long and 434 inches wide and 24% 
inches high. The transmitter chassis is 14 inches long with the 
other dimensions being the same as the power supply. 

As a safety precaution the circuit has been designed so that 
no parts above the chassis have high voltage on them. Connec- 
tions between the transmitter and the power supply are made 
by means of Fahnestock clips bolted to the rear of the chassis. 


Circuit Details A dial lamp of the type used with 2-volt 
battery sets and drawing 60 ma. is incor- 
porated as a tuning indicator. It may be seen in front of the 
6L6 tube in Figure 1, A regular 0-150 d-c milliammeter 1s, 
however, much to be preferred for making more accurate 
adjustments. Antenna and ground connections to the trans- 
mitter are made to two Fahnestock clips attached to the rotor 
and stator respectively of the righthand variable capacitor. 
No additional antenna tuning network is required when 
using a “pi” network tuning system. However, a good ground 
must be connected to the B- lead of the transmitter. On the 
-g0-meter band both the crystal oscillator and the power ampli- 
fier operate on the crystal frequency. On 40 meters the crystal 
continues to operate on 80, but half the turns in the coil Li 


are shorted out by the flexible shorting wire and clip seen 


extending over the coil in Figure 1, permitting the power ampli- 
fier to double to the second harmonic of the crystal frequency. 
To permit operation within the limits of the 40-meter band, 
however, the crystal frequency must be between 3500 and 
3650 kc. 2 


Tuning the 
Transmitter 


Apply plate voltage to the transmitter and 
hold the key down. Then, watching the indi- 
cator light, rotate C; very slowly until the light 
dims and then comes back as the’capacitor is rotated further. 
The center of this dip is the correct adjustment of Cs. If no dip 
is found, rotate capacitor C, one way or the other and try 
again until the point of dip is found. A loop of wire connected 
to a flashlight or dial light bulb and held near the coil will 
light up brightly as will a small neon bulb touching the antenna 


Figure 2. 


BOTTOM VIEW OF THE 80-40 
METER TRANSMITTER. 


No high voltage appears above the 
chassis. Note busbar to which all 
grounds are made. 


terminal. Connect the antenna to the antenna terminal and 
retune C; for either minimum dip in the bulb or maximum 
brightness of the lamp which is coupled to the tank circuit by 
means of the loop. If the antenna is a half wavelength long 
tune both capacitors for maximum brilliance in the neon bulb 
‘touching the antenna terminal. If the antenna is a quarter 
wavelength long or shorter, use the loop as an indicator that 
the greatest amount of energy is present in the output tank 
citcuit. The use of a milliammeter in place of the 60-ma. dial 
lamp greatly facilitates this tuning procedure since it permits 
a more accurate indication of how the antenna is drawing 
power from the amplifier. As the antenna loading increases 
the current reading at minimum dip will go up, while the 
dip itself will be found to be less and less pronounced. With 
350 volts from the power supply the amplifier when properly 
loaded will draw between 60 and 70 ma. Plate voltage on the ~ 
oscillator and screen voltage on the 6L6 will be 130 volts 
under these conditions. 

For 40-meter operation follow exactly the same tuning pro- 
cedure except that half of the coil should be shorted out by 
means of the flexible lead attached to one end of the coil. Do 
not look for a dip in the indicator light but tune instead for 
maximum brilliance in the lamp which is connected to the 
load. ; 


7€5/807 TRANSMITTER EXCITER 


The transmitter shown in Figures 4, 5, and 6 is capable of 
approximately 40 watts output on all bands from 80 through 
10 meters. Plug-in coils are used both in the plate circuit of 
the oscillator-multiplier and the 807 final amplifier. 


SOCKET NUMBERS CORRESPOND TO 
BOTTOM VIEW OF SOCKET. KEY FIL” 


115 V.A.C. 


SCHEMATIC OF THE 6J5-6L6 TRANSMITTER 


2838 


Figure 3. _ 


Ci—50-upfd. midget mica 

C2—0.002-ufd. midget mica (6 needed) 

Cs, C1—260-upfd. variables (2 needed) 

C;—8-ufd, 450-volt elect.. (2 needed) 

Ri—22,000 ohms, 2 watt E 

R2—47,000 ohms, 12 watt 

é R3s—25,000-ohm 10-watt wirewound 

Ri—47 ohms, 2 watts 

R;—50,000 ohms, 20 watts 

i—60-ma. dial lamp bulb 

RFC—2.5-mh. 125-ma. r-f choke 

SW:i, SW2—S.p.s.t. toggle switch 

Ti—700 v. c.t., 90 ma.; 5 v. 2 a.; 

6.3 v. 3.5 amp. 

Li—20 turns of hookup wire closewound 
on 2-inch tube, tapped at 10th 
turn 

Le—8-hy. 85 to 100 ma. choke 

X—80-meter crystal 


= ee, =: Simple All-Band Transmitter 
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Circuit. The transmitter consists of a 7C5 crystal oscillator 

in a hot-cathode Colpitts circuit. The plate circuit 
of the crystal oscillator may be tuned to two, three or four 
times the crystal frequency, or the oscillator may be run 
straight through on the crystal frequency. The 807 amplifier 
may be run either as a doubler or as a straight amplifier on 
the éxcitation frequency. Any ctystal from 80 through 20 
meters may be employed in the oscillator stage so that it ts 
possible to run the 807 as an amplifier on all amateur bands if 
the proper crystal frequency is used for the 7C5. 


The transmitter is built on a 7 x 17 x 3 inch 
metal chassis. Open chassis type of construc- 
tion has been employed, but the unit may be enclosed in a 
cabinet or mounted behind a standard relay-rack panel if it 
is so desired. The oscillator coils, which are wound on 1144 
inch diameter polystyrene forms, are plugged into a 4-contact 
socket and covered by the 24 inch diameter metal shield can 
seen directly behind the 7C5 tube in Figure 4. This shield can 
is held to the chassis by four thumb screws and is replaced 
each time the oscillator coil is changed. The manufactured 
plug-in coils for the 807 amplifier: may be of the fixed link or 
variable link type and are mounted in the jack base which is 
supported on ceramic pillars just to the right of the 807 ampli- 
fier. The 80-meter coil is shown in place in the photograph. 
Another 214 inch diameter shield can surrounds the 807 tube. 
Both of these shield cans are important to proper operation of 
the transmitter and must not be omitted in construction of the 
equipment. Jacks J; and J, are mounted directly through the 
front drop of the chassis since they do not require insulation. 
- Jack Js, however, is in the high voltage plate lead to the 807 
and must be insulated from. the chassis. This jack may be seen 
mounted on a small lucite sub-panel under the chassis and 
slightly back from the front in the photograph of Figure 5. 
The coaxial output fitting J; is mounted directly on the rear 
drop of the chassis. 

Each of the tuning capacitors C, and Ci and the coupling 
capacitor C; likewise must be insulated from the chassis. 
Capacitors C, and C, are mounted on the small polystyrene sub- 
panel supported from the front drop of the chassis by four 
studs and are connected to the tuning dials through flexible 


Construction 


¢ 
Figure 4. j 
TOP VIEW OF THE 7C5-807 
TRANSMITTER. 


The plate coil for the 7C5 is in the 
shield can behind and to the right 
of the tube. The jack for the plate 
milliammeter on the 807 is behind 
the hole on the front drop of the 
chassis. 


705-807 TRANSMITTER 
Oscillator Coil Table, L; 


80-METER BAND. 30 turns no. 20 d.c.c. wire closewound on a 
1¥2-inch diameter plug-in form. 

40-METER BAND. 16 turns no. 20 d.c.c. wire on a 14-inch 
diameter plug-in form. Space to 1% inches. 

20-METER BAND. 8 turns no. 20 d.c.c. wire on 1Y2-inch 
diameter plug-in form. Space to 11/2 inches. 

10- and 11-METER BANDS. 6 turns no. 16 enamelled wire on a 
14-inch diameter plug-in form. Space to 1¥2 inches. 


couplings and bakelite rod. The amplifier tuning capacitor Cw 
is mounted by long cerami¢ posts on top of the chassis and is 
tuned by means of the large bakelite knob seen in the top view 


, photograph. 


Operation With antenna disconnected from the transmitter, 
connect a jumper between the terminals 4 and 5 
on the rear chassis terminal strip. Plug in a crystal and a coil 
combination which will deliver output on the desired band. 
Connect the power supply unit and apply plate voltage. 

Insert-a 0-10 d-c milliammeter into jack J, and tune capact- 
tor C, for maximum deflection of the meter. Adjust capacitor 
Cs, readjusting C,, until the maximum meter deflection is not 
more than 5 ma. 

Connect a. 0-100 or 0-150 d-c milliammeter in jack Js and 
adjust tuning capacitor Cw for dip. Do not permit the trans- 
mitter to run very long in this condition since the screen of 
the 807 tube will be exceeding its dissipation rating. Coaxial 
transmission line from the antenna or antenna coupler may 
now be plugged into jack J, and Ci. returned to dip. The plate 
current with normal loading on the stage will be from 90 to 
100 ma. 

For c-w operation plug the key into jack J,. For AM phone 
transmission remove the jumper terminals 4 and 5 on the rear 
chassis terminal strip and connect in its place the output leads 
from the external modulator unit. The amplifier will present 
a load impedance of approximately 5000 ohms to the modu- 
lator, and approximately 25 watts of average audio power 
will be required for complete modulation. 
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Figure 5. 
UNDERCHASSIS VIEW OF THE 
-7C5-807 TRANSMITTER/EX- 
CITER. S 
6L6-809 TRANSMITTER The output from the stage when doubling will be practically 
: Scat : : : as great as when operating straight through, but the plate 
The unit shown in Figures 7 and 8 isa modernized version — Current will be found to run somewhat higher. A split-stator 
of af CXGHEE ean snthee that has proven MSO) popular. in tuning capacitor has been used in the plate circuit of the 809 
previous editions of the Rapto HaNpBOOK. It is capable of to insure that neutralization will be accurately maintained over 
30 to 60 watts output on all bands from oD through 30 Mc. the complete frequency range of the transmitter. 
and will serve equally well as an exciter for driving a high- For normal operation of the equipment the 6L6 oscillator/ 
powered amplifier of as a transmitter when used to feed the multiplier is normally used to excite the 809 as a straight 
antenna directly. amplifier on all bands through 14.4 Mc. Crystals in the 3.5-Mc. 
band or the 7-Mc. band may be used with the 6L6 for this 
Circuit A 6L6 crystal oscillator of the hot-cathode Colpitts type of operation. With a 40-meter crystal in the grid circuit 
type is used with crystals from 3.5 to 10 Mc. The of the 6L6 and the plate circuit tuned to 14 Mc., the 809 will 
oscillator circuit is not satisfactory for use with harmonic cut give quite satisfactory power output as a doubler to the 28-Mc. 
crystals but will give excellent results with the conventional band. However, slightly greater power output can be obtained 
type of crystal which is normally used in the above frequency from the 809 by utilizing a crystal in the 9 to 10 Mc. region 
range. Plug-in coils, which are described in the accompanying in the grid circuit of the 6L6 and tripling in the plate circuit 
coil table, are used in the plate circuit of the 6L6 oscillator of the 6L6 to the 28 Mc. band. 
multiplier, The 809 stage is neutralized and therefore may be All tuning capacitors in the amplifier are operated at ground 
used either as a straight amplifier or as a frequency doubler. potential so far as plate voltage is concerned. So there is no 
Bone aOR CONTROL RGPLIEIER H : 
Figure 6. 
Ci—-40-upfd. midget mica 2 
RMPSCIER eS C2—250-upfd. midget mica | 
Uy Cs—0.002-ypfd. midget mica 
C:—100-pfd. midget variable fe 
= eee C;:—50-ppfd. midget variable 
JACK Cs, Cz, Cs, Co—0.005-pfd. mica = 
Cio—100-ppfd. variable x 
Cu—0.005-ufd. mica 
sas D Ri— 100K Y2-watt carbon i 3 
Re—150-ohm 5-watt wirewound 
Rs—10,000-ohm 1-watt carbon e r 
Ri—47-ohm 1-watt carbon ; 3 
1 R;—10,000-ohm 1-watt carbon i 
cassis 6.3 V. TO HEATERS Ro, R7—47-ohm 1-watt carbon 4 
Rs—300-ohm 5-watt wirewound ec) 
O & ® & & /TERMINAL STRIP ON Ro—40,000-ohm 10-watt wirewound 
BE AR inom o ae RFCi, RFC2—212-mh. 125-ma. r-f 
7 —— -B +B +8 MODULATOR chokes : 
300 V. 400V. TERMINALS 
aN T—6.3-volt, 2-amp. fil. trans. 
rf AREBOTTOM VIEW. Ji, Jo, Jsa—Midget closed-circuit jacks 
Ja—Coaxial r-f output jack é 
: 115 V.A.C. SCHEMATIC OF THE 807 TRANSMITTER Bb aad: Sug tg ares 


Le, Ls—Manufactured end-link assembly 
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danger of electrical shock from these components. Shunt feed 
of the plate current is used on the 809 and series feed with a 
separate blocking capacitor is used for the plate current of 
the 6L6. 

Keying of the exciter unit is accomplished in the cathode 

return of the 6L6 oscillator multiplier. With crystals of normal 
activity quite satisfactory keying for break-in operation may 
be obtained by this method. 
Operating Conditions | Normal plate voltage for the 6L6 
stage is 300 volts. At this value of 
plate voltage and with normal tuning with an active crystal 
in the grid plate current will be approximately 35 ma. The 
grid current to the 809 stage varies from 20 to 30 ma. for 
normal tuning. The amplifier is designed for from 600 to 750 
‘volts on the plate of the 809. If it is desired to run higher 
plate voltage than this on the amplifier stage, 150-watt coils 
may be substituted in the plate circuit of the 809 for the 50 
watt series of coils used in the equipment shown. If this 
change is made, voltages up to 1000 may be used with an 809 
tube in the final amplifier and voltages as high as 1250 may 
be used with an 811 tube substituted for the 809. 

A 0-100 d-c milliammeter has been mounted on a small 
sloping panel atop the chassis of the unit. The meter switch 
in the center of the front panel selects the circuit whose cur- 
rent is to be measured by this instrument. When the meter is 
switched to the plate of the 6L6 or to the grid of the 809, its 


full scale reading is 100 ma. However, when the meter is 


switched to the plate circuit of the 809 stage, a shunt is placed 
across the meter so that its full scale reading then becomes 
200 ma. The value of the shunt must be determined experi- 


mentally, but in the unit shown the shunt was made by using , 


approximately a 14 inch length of resistance wire obtained 
from a 50-ohm center tap resistor of the open-wound type 
frequently used as a filament center.tap. The 809 stage may be 
amplitude modulated for phone operation as long as the tube 
is operating as a straight amplifier if the plate voltage on the 
tube is not allowed to exceed 600 volts under carrier conditions. 


Figure 9. 
SCHEMATIC DIAGRAM OF THE 6L6-809 TRANS- 
MITTER. 


Rs—-100 ohms 2 watts 
R:—100 ohms 2 watts 


Ci—75-puufd. variable 
Co—100-uufd. per section split 


stator variable capacitor 
Cs—10-pufd. ceramic capacitor 
C:—-100-pufd. midget mica 
Cs, Cs, C:—0,003-yfd. midget 
mica 
C:—100-pufd. midget mica. 


-Co—18-ppfd. 3000-volt neut. 


Cw, Cui—0.003-pfd, midget mica 
C1x—0.002-ufd. 1250-volt mica 
Cis—0.001-ufd. 1250-volt mica 
Ci: — 0,003-ufd. midget mica 
Ci;—0.01-ufd, midget mica 
Ri— 100,000 ohms 12 watt 
R2>—47,000 ohms 2 watts 


R5;—1.0 ohm shunt resistor 
R;—4700 ohms 2 watts 
RFC:, RFC2—2.5-mh. 125-ma. 
chokes 
REC;—1-mh. 300-ma. r-f choke 
Li—80 meters: 43 ft. no. 24 
enam. 
40 mtrs: 16 t. no. 24 enam, 
spaced to 1 inch 
20 mtrs: 10 t. no. 24 enam. 
spaced to 1 inch 
L2—50-watt center-link mfd. 
coils 
S$i—2-pole 3-position sw. 


Figure 7. 
TOP VIEW OF THE 6L6-809 TRANSMITTER. 


Figure 8. 
UNDERCHASSIS VIEW SHOWING COMPONENT 
PLACEMENT. 


The 200-ma. meter shunt can be seen wound around a two- 
terminal tie point near the rear of the chassis. 
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Figure 10. 
LOOKING DOWN ON THE ALL-BAND BANDSWITCH- 
ING EXCITER 


Decals have been used to identify the various controls. 


807/HY69 ALL-BAND BANDSWITCHING 
EXCITER 


The all-band exciter shown in Figures 10, 11, and 12 is 
capable of. 25 to 30 watts output on all bands from 3.5 to 
30 Mc. and will deliver approximately 15 watts on the 50 Mc. 
band with the output tube acting as a doubler. Either a HY69 
or an 807 may be used interchangeably in the final stage. The 
socket for the final tube is connected in such a manner that 
no changes are required when changing from one tube type to 
the other. Crystals from 1.5 Mc. to 9 Mc. may be used for 
operation on any band from 3.5 through 54 Mc. as long as the 
output frequency is equal to or higher than the frequency of 
the crystal. The exciter has positions for 10 crystals and an 
eleventh position for v-f-o input. Excitation energy from the 
v.f.o. on any frequency from 1.5 to 9 Mc. may be used. Provi- 
sion has been made for plate modulation of the final amplifier 
tube simply by removing the jumper on the terminal strip at 
the rear of the chassis and applying the output voltage from 
the modulator between these two points. A keying circuit has 
been provided which operates by blocking the grid of the 
6AG7 first amplifier/multiplier when the key is up. With the 
particular values of resistance and capacitance shown in the 
keying circuit a very cleanly keyed signal without chirps or 
clicks will be obtained. For operation on telephony or in con- 
junction with an FM exciter the key positions on the terminal 
strip are shorted. 


The schematic diagram of the equipment is 
shown in Figure 13. A 6V6 tube, triode con- 
nected, is used’as a cathode-follower crystal oscillator when 
crystal excitation is being used for the transmitter. A voltage 
regulator tube has been used to apply a constant potential of 
105 volts to the plate of the crystal oscillator stage. Through 
this expedient complete absence of keying chirps is obtained 
even for straight c-w operation with crystal control.on the 
50 Mc. band. When v-f-o input is in use the 6V6 is inoperative 


The Circuit 


and the signal from the v.f.o. is used to excite the 6AG7 first 
amplifier or multiplier: An input voltage of only about 15 volts 
peak is required across the coaxial input line for full output 
from the 6AG7 stage. The plate circuit of the 6AG7 tunes 
from 3.1 to 9 Mc. and may be used in excitation position A to 
excite the grid of the HY69 or 807 final amplifier. In excitation 
positions B or C the 6AG7 output is used to excite the first 
6L6 multiplier. 

The plate circuit of the first 6L6 multiplier tunes from 7 to 
14.9 Mc. and is normally used for exciting the 807 or HY69 
over this frequency range. Any tendency toward self-oscillation 
in the 6L6 when it is operating as a straight amplifier on the 
7-Mc. band is eliminated by inductively coupling the output 
of the tube to the grid of the 807 or HY69. The coupling coil 
L; is wound in the opposite direction from the plate coil L; and 
the capacitance between the leads going to and from S: serves 
as neutralizing capacitance for the 6L6 tube. 

The second 6L6 multiplier tunes over the frequency range 
from 21 to 30 Mc. and is normally used for excitation of the 
final amplifier on the 15 meter band, the 10 and 11 meter 


bands, and is further used for exciting the final stage as a fre- 


quency doubler on the 50-Mc. band. 

The HY69 or 807 final stage receives its excitation from 
either the 6AG7 or the first or second 6L6 by selecting the 
proper switch position of S.. Five tank coils have been provided 
in the plate circuit of the final stage to permit front panel 
selection of operation on all the amateur bands previously 
listed. The coil which has been specified for the 10-meter band 


also tunes with capacitor C,; at nearly full capacitance to the — 


15-meter band. Separate links on each of the tank coils are 
selected by a section on S; for coupling the energy into the 
output coaxial transmission line. Another function of switch 
S; is to short the coil which tunes to the 80-meter band when 


the transmitter is operating on any other band. In addition, — 


Figure 11. 
REAR VIEW OF THE EXCITER. 


The output circuit band switch and the associated tank circuits 

can be seen in the left front of the chassis. The coaxial output 

connector is on the extreme left of the rear drop of the chassis 

and the input connector for the v-f-o signal is just to the right 
of the output connector. 
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Exciter 


another section of this switch shorts the 40-meter coil when 
the unit is operating on any other band than 40. Some experi- 
mentation with the grounding of capacitors C; and Cy may be 
required in order to obtain completely stable operation of the 
stage on all frequency ranges. Although an 807 or HY69 ts 
shown as being used in the output stage, a 2E26 tube could be 
used with no change in the equipment other than the tube 
socket. 
Power Supply A self-contained 400-volt, 150-ma. power sup- 
ply and a 120-volt bias supply have been in- 
cluded within the equipment. Meter switching is used to 
measure the current drain of each of the tubes other than the 
crystal oscillator in the transmitter. Normal plate currents on 
the various tubes are as follows: 6AG7, from 5 ma. to 30 ma., 
dependent upon the amount of excitation required; first 6L6, 
15 ma.; second 6L6, 25 ma.; HY69 or 807 final amplifier, 70 
to 85 ma. 

Potentiometer R; serves as an excitation control for the entire 
exciter by varying the screen voltage and hence the power out- 
put of the 6AG7 first stage. This control should be varied until 
the point of maximum power output from the final stage is 
reached and then the control should be increased slightly past 
this point to insure that adequate excitation is provided for 
all stages. 

Two terminals on the connection strip on the rear of the 
chassis have been provided to control application of plate 
voltage to the transmitter. A plate voltage switch was not 
included on the front panel of the unit since it is intended to 
serve as an exciter in a high powered transmitter where plate 
voltage will be controlled by a set of contacts on the main 
power relay. 


Figure 12. 


UNDERCHASSIS VIEW SHOW- 
ING PLACEMENT OF COM- 
PONENTS. 


From right to left the panel con- 
trols are: meter switch, excitation 
switch to grid of output stage, sec- 
ond 6L6 tuning capacitor, first 6L6 
tuning capacitor, 6AG7 tuning ca- 
pacitor, crystal/v.f.o. switch. The 
resistor board parallel to the panel 
holds the screen resistors and the 
meter resistors. The other resistor 
board holds the bias pack filter and 
the voltage divider on the h-v 
supply with the exception of Ri: 
which is mounted vertically from 
the chassis. The components asso- 
ciated with the keying circuit can 
be seen just to the left of Rus. 


COIL TABLE 
807/HY69. All-Band Exciter 


Li— 3.5 Mc.: 44 t. no, 22 closewound on XR-2 form. Output fink 
8 t. hookup wire on cold end of coil. 

L-—7.0 Mc.: 26 t. no. 18 enam. closewound on XR-2 form. 
Output link 5 t. hookup wire on cold end. 

Ls—14 Mc.: 14 t. no. 18 enam. closewound on 34” polystyrene 
form. Output link 5 t. hookup wire on cold end. 

Li—28 Mc.: 9 t. no. 14 enam. closewound on 34” polystyrene 
form. Output link 4 t. hookup wire on cold end. 

L:—50 Mc.: 4 t. no. 14 enam. spaced to 34” on 34” poly- 
styrene form. Output fink 2 t. hookup wire on cold end. 

Le—17 turns no. 18 enam. spaced to 34” on 1” XR-2 form. 

L:—11 turns no. 18 enam. spaced to 54” on 1” XR-2 form. 

Ls—15 turns no. 18 enam. closewound on 34,” polystyrene form 
inside coil form of Lz. 

Ls—7 turns no. 14 enam. spaced to 7%” on 34” polystyrene form. 


SIMPLE OPERATING-TABLE V-F-O UNIT 


The convenient v.f.o. shown in Figures 14 and 15 is the 
result of considerable experimentation in an effort to develop 
a simple operating-table v.f.o. giving adequate frequency 
stability that could be home constructed. The output circuit 
of the unit covers the total frequency range from 3100 kc. to 
4050 kc. in four discreet frequency ranges. The output power 
is approximately 0.5 watt over the entire frequency range. 
Coupling to Transmitter The v-f-o unit is designed for place- 
ment on the operating table with a 
52-ohm coaxial cable of RG-58/U running from the v.f.o. 
to the transmitter. At the transmitter the 52-ohm cable 
should be coupled into the first stage of the exciter unit. 
The center conductor of the coaxial cable may be coupled 
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CIRCUIT DIAGRAM OF THE BANDSWITCHING EXCITER © 


Rs—47,000 ohms 1 watt 
Re—20,000 ohms 17 watt 
R:—50,000-ohm potentiometer 
R:—47,000 ohms 2 watts 
Ro—100,000 ohms 2 watts 

Rio —47,000 ohms 2 watts 
Ru—5000 ohms 10 watts 
Rio—10,000 ohms 20 watts 
Ris—1500 ohms 20 watts 


Riz—9000 ohms 20 watts (5000 
ohms and 4000 ohms in 
series) 


C:—50-pufd. midget variable 

C-—365-yufd. variable 

Cs—140-upfd. midget variable 

C:—35-ppufd. midget variable 

C:—50-uufd. midget mica 

Cs, Cz, Cs, Co, Cw—0.004-pfd. 
mica 

Ci11—20-ppfd. midget mica 

Ciz—50-pufd. midget mica 

Cis—0.004-ppfd. midget mica 

Cu—75-uptd. midget mica 

Cis —0.2-pfd. 600-volt bathtub 

Cus, Cir-—0.005-pfd. midget mica 

Cis—50-ppufd. midget mica 

Cio, C2oo—0.004-pfd. midget mica 

C2:—50-pufd, midget mica 

C2», C22-—0,004-ppfd. midget mica 

C1, Co—40-ufd. 150-volt elect. 

Cos, Co—B8-pfd. 600-volt oil 

Cos—25-uufd. midget mica 

Cx, Cw—Dual 0.1-ufd. bathtub 

Ri—15,000-ohm 10-watt wire- 
wound 

R2—20,000 chms 2 watts 

R3s—25,000 ohms 10 watts 

Ri-—47,000 ohms 12 watt 
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UNIT. 


Ris—100,000 ohms 2 watts 
Ris—100 ohms 2 watts ; 
Riz, Ris, Riso—100 ohms 1 watt 
Roo—1500 ohms 10 watts 
$:—4-pole 5-position ceramic 
S2—2-pole 3-position ceramic 
$3s—2-pole 11-position ceramic 
Si—2-pole 4-position ceramic 
T—700 v. c.t. 200 ma.; 5 v. 
3 a.; 6.3 v. 6 a. 
CH—8-hy. 150-ma. fiiter choke 
RFC—2.5-mh,. 125-ma. r-f choke 
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directly into the grid circuit of a 6L6, 6V6, 6AG7, or 7C5 stage as an amplifier or as a frequency multiplier. Of course 
tube. The output from the first tube in the transmitter the v.f.o. may be coupled to the grid of the first tube by link 4 
will be small with this circuit, however, since only a small coupling the coaxial line to a tuning circuit in the conventional 
amount of exciting voltage will be applied to the grid. A better manner. However, this system requires an additional tuning 


arrangement affording a much improved impedance match 
from the coaxial cable to the first tube is to operate this first 
stage as a grounded-grid amplifier in the manner shown in 
Figure 17. With this circuit arrangement the inner conductor 
of the coaxial cable is connected directly to the cathode of the 
first tube. With this grounded. grid arrangement as shown no 
tendency toward oscillation will be experienced and improved 
output from the tube can be obtained either operating the 


control and in addition a tendency toward oscillation may be 
encountered unless a well-shielded tube such as a 6AG7 or 
2E26 is used in the first stage of the exciter. 


On all frequency ranges the funda- 
mental of the 6SK7 oscillator is on the 
160-meter band. The 6AG7 tube operates as a broad band © 
frequency doubler covering from 3100 to 4050 kc. On range 3, 
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Figure 14. 


FRONT VIEW OF THE OPERATING-TABLE YV-F-O 
UNIT. 


. 


the fundamental frequency range of the unit, the oscillator 
hits 3500 kc. at 10 on the dial and 3750 kc. at 90. Thus the 
10 meter band covers most of the dial, 20 covers about 40%, 
and the 40 meter band covers about 60%. Note from Figure 
16 that there is no additional impedance connected to the tank 
circuit on this frequency range by S:. This has been done to 
obtain the highest degree of stability on this most commonly 
used range of the v.f.o. for c-w operation on these bands. 

The balance of the 80 meter band is covered on range 4 by 
paralleling L: across Lz. This additional coil L, is wound on 
a National XR50 slug-tuned coil form. Adjustment of the 
tuning slug will allow placement of the 3750 kc. point at about 
10 on the dial and 4000 kc. at about 85. 


Figure 15. 


INTERIOR VIEW OF THE SIMPLE 
V-F-O- UNIT. 


Ope rating-Table yy F.O 


Frequency Stability 


The 11-meter band and the range above 52.5 Mc. on the 
6-meter band are covered on range 2 by paralleling additional 
capacitance across the tank circuit of the 6SK7 oscillator. On 
this frequency range the v.f.o. covers from approximately 
3250 kc. to 3500 ke, 

Range 1 is used for the 50 to 52.8 Mc. portion of the 6 
meter band by paralleling still more capacitance across the . 
tank circuit than was used for range 2. With the value of 
capacitance shown the range is from approximately 3100 to 
3300 kc., a frequency multiplication of 16 times being required 
to go from v-f-o output to the desired frequency in the 50 Mc. 
band. 

Any of these frequency ranges may be dropped simply by 
eliminating the additional capacitors and the switch position. 
It was felt most advisable, however, in the design of the 
v.f.o. to incorporate additional ranges for the non-harmonically 
related amateur bands to allow the greatest degree of band- 
spread on each range. This is particularly important in the 
case of the 14,000 to 14,400 kc. range. Constructional informa- 
tion for all coils for the v.f.o. has been given in Figure 16. 


The outstanding problem in any vari- 
able-frequency oscillator is to obtain 
adequate frequency stability for the use of a crystal filter at the 
receiving position on the 28-Mc. band. This is usually the 
limiting factor in so far as frequency stability is concerned 
for amateur band work. Thus the frequency must be stable 
with respect to warm-up, ambient temperature variations, line 
voltage shift, and the presence of a strong r-f field in the 
vicinity of the v.f.o. Stability with respect to tube heating has 
been obtained by using very high C across the oscillator tank 
circuit. At 3500 kc. there is nearly 900 uyfd. across the tank 
circuit. With this large value of tank capacitance tube heating 
causes substantially no effect on the oscillator stability after 
an initial warm-up period of approximately three minutes. 
Temperature stability in the v-f-o unit has been obtained 
by using zero-coefficient ceramic capacitors for the majority 
of the tank capacitors. In addition both a fixed and an ad- 
justable negative-coefficient compensating capacitor are used 
across the tank circuit to equalize for the positive temperature 
coefficient of the other components in the oscillator. An air 
padder capacitor has also been placed across the tank circuit 
to set the band edge and to reset the band edge when an 
adjustment in the amount of negative-coefficient capacitance 
has been made. As a further aid to temperature gtability the 
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C:i—125-pufd. zero-coefficient 


SCHEMATIC DIAGRAM OF THE OPERATING-TABLE V-F-O UNIT. 
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Figure 16. 


Cs—35-ppfd. negative-coeffi- 


Rs—100 ohms 2 watts 

Rs —2250 ohms 10 watts 

Re—20,000 chms 25 watts, 
slider-type divider 

Li—XR-50 form closewound 


QO) OuTPUT | 
J 


Ls—7 turns hookup wire cround 
cold end of Ls 

T—650 v. c.t. 40 ma., 5 v. 2 a,. 
6.3 v. 2 amperes 


CH—13 hy. at 65 ma. choke 


ceramic cient ceramic trimmer 
Co—250-pufd, zero-coefficient capacitor 

ceramic 7—100-ppufd. midget ceramic 
C3;—700-pufd. ceramic made up Cs, Co, Ci0o—0.003-pfd. midget 

of three 200-ypfd. zero mica 

coefficient, one 50-ypfd. Ciu—0.0001-pfd. midget mica 

zero coefficient, and one Cz, Ciz, Cis—0.003-ufd. malciget 

50-upfd. negative coeff., mica 


all in parallel. 
Cs—Main tuning capacitor, 150- 
fd. midget iable, dou- 
ee iat eg fees 2 dake Ri—1.0 megohm 12 watt 
C:—50-pufd. air padder capac- R2—100,000 ohms Y2 watt 
itor Rs—22,000 ohms 2 watts 


Cis, Cis—8-pfd. 450-volt otek: 
Ciz, Cis—0.003-ufd. midget mica 


with no, 30 enamelled wire « 


Le, Ls—20 turns no, 22° enam. 
tapped 5 turns up with 5- 
turn Lz interwound for the 
first 5 turns of Le, 1-inch 
dia. form, closewound coil. 

Ls—88 turns no. 28 enam. close- 
wound on l-inch dia. coil 
form 


Si—V-f-o range switch, 1-pole 
4-position 90° ceramic 
S2—A-c line switch, toggle 


Ss—Local plate-voltage switch 
for checking v-f-o freq. in 
receiver, s.p.s.t. toggle 


PL—6.3-volt pilot lamp 


ee 


components of the power supply which give off large amounts 
of heat have been placed on the outside of the housing. 
Frequency variations resulting from line voltage variations 
have been minimized through the use of an electron coupled 
oscillator circuit and through the use of VR tubes across the 
plate voltage supply for the oscillator. The effect of external 
r-f fields has been minimized by completely shielding the 
oscillator unit, by using a coaxial output fitting, and by the 
use of by-pass capacitors across the a-c line voltage leads as 
they enter the housing through the male a-c cord receptacle. 


6L6, 6V6 
6AG7, 7C5 


|» excitation TO NEXT TUBE 


COAX 
FITTING 


HEATER 
VOLTAGE 


+350 Vv. 


Figure 17. 


SUGGESTED COUPLING CIRCUIT FROM VY-F-O AT 
TRANSMITTER. 


Although any of the tubes shown may be used, the 6AG7 tube 
is recommended since the suppressor in this tube may be 
grounded to reduce coupling between the output circuit and the 
input line. For greatest_output the tank circuit C-L should be 
tuned to a frequency in the 3 to 4 Mc. range; however the 
stage may be used as a doubler with reduced output, 


The v-f-o unit is housed in a 7” by 8” by 10” 
sheet-metal cabinet. In order to improve the 
mechanical stability of the assembly the thin sheet-metal front 
panel provided with the cabinet is replaced by a piece of ¥” 
24ST dural. In addition, the entire r-f unit of the v.f.o. is con- 
structed on a piece of 4%” dural 514” by 614”. This dural sub- 
chassis is supported 2” behind the dural front panel by means 
of 4” flat-head brass bolts and spacers. The tube socket for 
the 6SK7 oscillator is supported 1” behind the dural sub- 
chassis by standoff pillars, the socket itself beige mounted 
upon a piece of ¥g” dural 114” by 3”. 


Construction 


Figure 18. 
FRONT VIEW OF THE SIX-BAND Y-F-O UNIT. 


The key jack is in the lower left-hand corner. Note that the 
dial shown on the v.f.o. is of an early type and has been super- 
seded by a slide-rule type dial. 


RFC—2.5-mh. 125-ma. r-f choke 


. v) ¢ 


Figure 19. 


TOP VIEW OF THE 15-WATT 
V-F-O UNIT. 


All the power supply components are mounted upon the 
sheet-metal back cover for the housing. The filter and by-pass 
capacitors are mounted inside and the tubes and bleeder re- 
sistors are mounted outside. 

Care should be taken to insure that all components are 
mounted as rigidly as possible and that short, heavy intercon- 
necting leads are used. Note that CG, the negative-coefficient 
trimmer capacitor, should be mounted in free air and not 
fastened to the chassis so that it will be affected by the air 
temperature inside the housing and not by the temperature of 
the chassis. 


SIX BAND EXCITER UNIT USING COLLINS 
70E-8 V.F.O. 


The v-f-o exciter unit shown in Figures 18, 19, and 20 is 

capable of delivering 10 to 15 watts output on the 3.5, 7.0, 
14.0, 21.0, 27.2 and 28 Mc. bands. A Collins 70E-8 perme- 
ability tuned variable-frequency oscillator is used in conjunc- 
tion with two broadly tuned multiplier stages and a 2E26 
transmitting beam tetrode in the output stage. The 2E26 out- 
put stage operates as an amplifier on the 3.5 Mc. and 14 Mc. 
bands and acts as a doubler on the 7, 21, 27 and 28 Mc. bands. 
Ample power output is available to drive a triode final ampli- 
fier to 200 to 400 watts input, and more than sufficient power 
is available to drive a pair of 4-125A’s, 4-250A’s or 813’s to 
one kilowatt input. 
The Circuit The Collins 70E-8 permeability-tuned oscillator 
unit is supplied with 210 volts which has been 
regulated by the two OB-2 voltage regulator tubes. This v-f-o 
unit, with fundamental on the 160-meter band; delivers an 
output signal on all the above bands having excellent stability 
characteristics and negligible drift. The particular Collins 
oscillator unit shown in the photographs is an early model. 
Present production units. incorporate an improved slide rule 
type dial such as is shown in the photograph of Figure 22. 

The 6AG7 amplifying doubler stage operates into a broadly 
resonant slug-tuned coil Li. When tuning up the exciter unit 
this coil is peaked at 3600 kc. The stage then will deliver sub- 
stantially constant output over the range from 3200 to 4000 kc. 
For operation of the 2E26 over this frequency range or -as a 


doubler for operation on twice frequency, the switch SW, ts 
placed in position two. 

The second 6AG7 operates either as a tripler or a quad- 
rupler. Hence its output circuit is tuned approximately to 10.8 
Mc. or to 14.2 Mc. Trimmer capacitor C; has sufficient range 
so that L. may be tuned to either frequency. Although this 
tuned circuit tunes rather broadly, if maximum output from 
the 2E26 stage is required on frequencies above 14 Mc., this 
tuned circuit should be peaked to the operating frequency. 

The 2E26 final stage operates with 400 to 500 volts on the 
plate and the plate current on the tube should be limited to 
75 ma. 

The Output Circuit The tank circuit of the 2E26 stage con- 
sists of a B&W BTEL 5-band ‘turret 
from which one coil has been removed to make room on the 
panel for the Marion 0-100 ma. hermetically sealed 2-inch 
meter. The regular coils are used for the 80, 40 and 20 meter 
bands. The 10-meter coil is removed from the'turret, and one 
turn is then removed from the 15-meter coil. This latter coil 
is then used for the 10 meter, 11 meter and 15 meter bands. 
It was found necessary to place capacitor Ci in series with the 
lead from tuning capacitor C: to the coil turret to avoid 
damaging the meter in the event of flashover of C,. The addi- 
tion of this series capacitor had no noticeable effect on the 
output of the exciter. A receptacle for RG-58/U coaxial cable 
has been placed on the rear of the chassis. At the transmitter 
the coaxial cable should be link coupled to the grid circuit of 
the stage being driven by the exciter. 

Control Circuit SW, is the off-tune-operate switch. In the 
tune ‘position a high value of resistance 1s 
placed in series with the 300-volt supply to the 6AG7's and 
the screen of the 2E26. With the switch in this position the 
unit delivers sufficient signal so that it may be heard on the 
28-Mc. band. Fixed bias of 50 volts is used on the grid of the 
6AG7 second doubler and the 2E26 final stage. This permits 
cathode keying of the first GAG7 stage and allows the oscillator 
to be run continuously for greatest stability. If a very short 
shielded lead is run from the oscillator unit to the grid of the 
first 6AG7, the signal in the receiver from the oscillator with 
the key up is sufficiently low so that it will not cause trouble. 
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JOE-8 
V.F.O. 


TO HEATERS OF 


GAGT‘S & 2E26 


6.3 V.AC. GND.,-B,+C 


C:i—25-pufd. APC capacitor 
2—50-ppfd, midget variable 
Cs, Ci, Cs—0.003-pfd. midget 
mica 

Cc—50-ppfd. midget mica 

Cz, Cs—0.003-pfd. midget mica 
Co—50-pufd. midget mica 

Cio, Cu, Ci2—0.003-pfd. mica 


50V. 


B+,300V. 


4 


3 3. TUNE 


SERIES WITH 
PLATE TRANS. 
PRIMARY 


Figure 21. 
SCHEMATIC DIAGRAM OF THE SIX-BAND V-F-O UNIT. 


Cis—50-pufd. midget mica 
Ci1— 0,003-ppfd. midget mica 
Ri—1000 ohms, 2 watts 
R2—47K ohms, 2 watts 
Rs—100K ohms, 2 watt 
R:—39K ohms, 2 watts 
Rs-——22K ohms, 2 watts 
Ro—10,000 ohms, 10 watts 


R:—47 ohms, 2 watts 
Rs—10,000 ohms, 10 watts 
Ro—47K ohms, 2 watts 

Ji—Key jack 

M—0O-100 d-c milliammeter 
SWi—2-pole 3-pos. meter sw. 
SWe—D.p.d.t. ceramic switch 
Li—XR-50 form with one layer 


Figure 20. 


UNDERCHASSIS VIEW OF THE 
EXCITER UNIT. 

Note that C: and SW2 have been 

mounted in the center of the chassis 


to shorten the leads to the second 
6AG7 stage. 


4-BAND 
S TURRET z 
RFCIo COAXIAL OUTPUT 6) 
= O 
Re Ci2 
J SW4 
SWi 2 | 4, OPERATE (m1) 0-100 MA. 
2, OFF 


SWo 


1. 2E26 RECEIVES 3.5 MC. EXCITATION 
FROM 1ST 6AG7. 2E26 AMPLIFIES 
ON 3.5 MC. OR DOUBLES TO 7 MC. 


2. 2E26 RECEIVES 10.5 OR 14 MC. 
EXCITATION FROM 2ND 6AG7. 
AMPLIFIES ON 14 MC. OR DOUBLES 
TO 210R 28 MC. 


© 
B+, 500V. 


close-wound and 22 turns 
on second layer no. 30 
enam. Scotch tape between 
layers, 


L2o—XR-50 form, 19 ¢t. no. 24 


enam. 
Output Turret—Modify per text 
_ RFC—2.5-mh. 125-ma. r-f choke 


Ni 


vod 


S Handbook 


Figure 22. 
FRONT VIEW OF THE COLLINS VERSION OF THE 
\ 80-METER V.F.O. 


This illustration also shows the new type dial assembly for the 
_ JOE-8& v-f-o unit as used in the six-band v-f-o unit also described : Figure 23. 


in this chapter. LOOKING DOWN INSIDE THE HOUSING FOR THE = 


80-METER V.F.O. 
The 6AG7 buffer-multiplier is mounted te the right of the 


3.5 MC. V.F.O. USING COLLINS TO0E-8 PTO oscillator unit and the two VR tubes are mounted on the 


other side of the p.t.o. 


Figure 24 shows the circuit of a simple exciter for output on 
the 80-meter band using a Collins 70E-8 permeability-tuned 
oscillator as the v.f.o. The unit uses a single GAG7 tube as a factured by the Collins Radio Co. and known as the no. 310-C2 


buffer-doubler stage with its plate circuit tuned to twice the is shown in Figures 22 and 23. 

exciter frequency as obtained from the oscillator unit. Approxi- It is important that a coaxial line be used to couple the 
mately 0.2 watts is obtained from the output tube over the output of the 6AG7 to the grid circuit of the succeeding am- 
frequency range from 3.2 to 4.0 Mc. This amount of output plifier if the back wave which is present when the key ts up 
is represented by approximately 80 volts r.m.s. across a 40,000- is to be minimized. Also, this feed line should be as short as 
ohm resistor at the end of a 5-foot length of coaxial cable possible in order to provide the greatest amount of voltage at 
connected to the output of the 6AG7. This amount of energy the grid of the succeeding amplifier. A length of five feet has 
is adequate to excite the crystal stage of a transmitter in place proven to be quite satisfactory, although the use of a length 
of the crystal or, if desired, an 807 may be excited as a doubler even less than this will provide greater excitation to the fol- 
or as an amplifier. A version of this exciter unit as manu- lowing stage. 
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Figure 24. 
SCHEMATIC DIAGRAM OF THE 80-METER V.F.O. 
C:—_50-uufd. midget mica Cv. —150-pufd. midget mica Ri— 1000 ohms 12 watt 50 slug-tuned form 
Ce, Cs, Cs—0.01-pfd. 600-volt Ri—22,000 ohms 12 watt L—15-microhenry coil; 34 t. no. a 
tubular R2—47,000 ohms 1 watt 24 enam. on 34” form, or Si—3-pole 4-position wafer 


C:—100-iufd. midget variable R:—2200 ohms 1 watt 36 t. no. 26 enam, on XR- switch 


In certain cases when the cable is coupled directly into the 
crystal socket of a crystal oscillator stage the crystal oscillator 


tube may oscillate as a t.p.t.g. oscillator. ‘By inserting a small 


capacitor of 10 to 20 wyfd. in series with the lead from the 
center conductor of the coaxial cable to the crystal socket most 
of these cases of oscillation can be cured. The r-f output of the 
exciter will be reduced somewhat but it will be ample to excite 
all of the usual crystal oscillator stages. 

Inspection of the photograph will show that the buffer- 
doubler assembly is mounted on an aluminum plate which 
mounts behind the oscillator dial and the oscillator housing. 
The insertion of this mounting plate into the assembly necessi- 
tates loosening the dial from the v-f-o unit. After the unit has 
been reassembled with the mounting plate in place the recali- 
bration can be reset by checking the oscillator against WWV 
on 15 Mc. To recalibrate the oscillator it is simply necessary 
to tune a communications receiver to 15 Mc., set the 70E-8 dial 
to 15 Mc., and then to reach in between the panel and the 
mounting plate and adjust the oscillator tuning shaft by means 
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Figure 25. 


OVERALL VIEW OF THE 
NARROW-BAND FM 
EXCITER UNIT. 


of the flexible coupler until zero beat between the output of 
the oscillator and WW is obtained. After accurate recalibra- 
tion has been obtained the flexible coupler should be tightened. 
The exciter unit is keyed in the cathode circuit of the buffer 
stage. The keying of the unit with the component values shown 
in Figure 24 has proven to be quite satisfactory although softer 
keying can be obtained by inserting a 2.5 ‘millihenry r-f choke 
in series with the 1000-ohm resistor in the cathode of the 
6AG7. 


NARROW BAND FM EXCITER UNIT 


Difficulty has been encountered with several types of nar- 
row band FEM exciter units as the result of the fact that tuning 
of one or more of the circuits in the exciter is somewhat criti- 
cal for best operation. In some cases there is only a very 
narrow range of tuning which will give adequate deviation 
without distortion from the exciter unit. The simple exciter 
unit shown in Figures 25 and 26 and diagrammed in Figure 


Figure 26. 


UNDERCHASSIS VIEW OF THE 
NBFM EXCITER UNIT. 


As can be seen from the photo- 

graph, a somewhat smaller chassis 

could have been used for construc- 
tion of the unit. 
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Figure 27. ett 
SCHEMATIC DIAGRAM OF THE FM EXCITER UNIT. 


C:—0.002-yfd. midget mica 
C2—50-pfd. midget mica 

Cs, Cc —0.0001-p:fd. midget mica 
Cs, Ce, Cz, Cs, Co, Cio—O.002- 

ufd. midget mica 

Ciu—140-pufd. midget variable 
Ciz—100-ppp1fd. midget variable 
. Cis, Cu—0.05-pfd. bathtubs 


Co1—25-ufd. 25-volt elect. 

C22, C2os—10-pfd. 450-volt elect. 
Ri—22,000 ohms 2 watts 
R2—47,000 ohms ¥2 watt 

Rz, Ra—470 ohms 2 watts- 
R:—100 ohms 2 watts 
Rc—10,000 ohms 10 watts 
R:—100,000 ohms 2 watts 


Ris—47,000 ohms 2 watt 
Ric—470,000 ohms 12 watt 
Riz—1000 ohms 12 watt 
Ris—1.0 megohm 12 watt 
Ris—220,000 ohms 12 watt 
R2o—-500,000-ohm potentiometer 
R2—1800 ohms 2 watts 
R22—22,000 ohms 2 watts 


RFC—2.5-mh. 125-ma. r-f choke 


Li—42 turns no. 24 enam. close- 
wound on 3/4,” dia. form 


Le—30 turns no. 20 enam. close- 
wound on 34” bakelite tube 


Ls—5-turn link around cold end 
of Ly 


Cis —0.0005-yfd midget mica 
Cis—25-pfd. 25-volt elect. 
C1ur—0.25-pfd. 400-volt tubular 
Cis—0.003-ppfd. midget mica 
Cio, Co—8-pfd. 450-volt elect. 


Rs—47,000 ohms 2 watts . 

Ro, Rio—220,000 ohms ¥2 watt 
Ru—100 ohms 2 watts 
Rio—4700 ohms 2 watts 

Ris, Ris —47,000 ohms 2 watts 


R2s—100,000 ohms '2 watt 

X—Approx. 3.65 Mc. for 10- 
meter FM, 3.4 Mc. for 11 
meters, and 3.3 Mc. for 6- 
meter FM 


T:—600 v. c.t. 55 ma., 5 v. 2 a., 
6.3 v. 2.7 amperes 


CH—13 henrys at 65 ma. 
Si, Sz—S.p.s.t. toggle switches 
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27 is very simple to tune since there are no critical adjustments. 
It is simply necessary to plug a crystal whose harmonic hits 
the desired band of operation into the unit and tune Cu and 
Cx to resonance. The circuit tuned by capacitor Cu is resonated 
at the operating frequency of the crystal and the 6V6 stage 
is operated as a doubler, hence is tuned to the second harmonic. 
Crystals in the vicinity of 2200 kc. or 3300 kc. are used for 
FM in the 50-Mc. band, and crystals in the vicinity of 3650 
kc. are used for FM in the 29-Mc. band. The crystal frequency 
should be approximately 3400 kc. for operation in the 11-meter 
FM band. 
The Circuit The operation of the circuit used has been dis- 
cussed in some detail in Chapter 8. Suffice to 
say that C;-R; and C.-R, serve as a phase splitting network to 


-_ excite the grids of the two 6SA7 tubes from 90 to 135 degrees 


out of phase. The 6N7 phase inverter in the speech amplifier 
supplies out of phase audio voltage to the signal grids of the 
two 6SA7 tubes. The phase of the output signal is alternately 
advanced or retarded as the audio signal applied to the 6SA7’s 
reverses in polarity. The 6V6 stage merely acts as a multiply- 
ing amplifier. The two-stage speech amplifier is quite simple 


me 


Figure 28. ; 


FRONT-PANEL VIEW OF THE HK-57 
TRANSMITTER. 


EXCITER- 


in design and has a falling characteristic on frequencies above 
about 1000 cycles to compensate for the rising audio frequency 
characteristic of the phase-modulation circuit. The output of 
the 6V6 multiplier stage is fed to a coaxial cable and should 
be coupled to one of the multiplier stages in the transmitter. 
The unit is constructed on a chassis which is considerably 
larger than necessary. A chassis of approximately one-half the 
overall dimensions could be used and still leave ample room 
for all components. In fact, if each tube is replaced by its 
miniature type counterpart, the entire unit could be placed on 


a chassis approximately 4 x 8 x 3 inches deep. If this substitu- 
tion were to be made, 6AQ5 tubes would be used in place of 
the 6V6’s, type 6BE6 would be used in place of the 6SA7’s, 
6AU6 would be used in place of the 6SJ7, and a 6J6 would 
be substituted for the 6N7. Such a unit might fit in very well 
for use as the first few stages of an exciter for a mobile FM 
transmitter. In this case a vibrapack would probably be used 
for power supply. If a miniature tube version were to be used 
for a-c operation, the 5Y3-GT tube could be replaced by a 
6X4, and the heater of the 6X4 lighted from the 6.3 volt 
a-c line. 


150 WATT ALL-BAND EXCITER TRANSMITTER 


The unit shown in Figures 28, 29, and 30 has been designed 
to act as an exciter for a one-kilowatt final amplifier using 
triode tubes. Tests have shown that it is capable of delivering 
on the 50-Mc. band the maximum rated grid current of 200 
ma. at rated bias for AM phone operation to the push-pull 
250TH amplifier shown in Chapter 22. A still greater reserve 
of excitation power is available on the lower frequency bands 
down through 3.5 Mc. These tests were made with 1250 volts 
at 150 ma. on the HK57 ‘final amplifier stage. 

Since the low-voltage power supply and the bias pack for 
the unit are included on the chassis it is only necessary to sup- 
ply an external 1250 volt, 150 ma. power supply to obtain a 
transmitter which is capable of 200 watts input on all amateur 
bands from 3.5 Mc. through 54 Mc. An internal keying circuit 
has been provided for c-w use. If amplitude-modulated phone 
is desired an external 100-watt modulator may be connected 
in series with the positive high voltage terminal which feeds 
the HK57 tube. 


= Figure 29. 
REAR VIEW OF THE 150- 


TER. 


The coils for 50-Mc. operation are 
in place in the transmitter. The ver- 
tical shield just to the left of the 
meters serves both as a shield and 
as a chassis-supporting brace. 


* 


The Circuit A type 7C5 beam tetrode is used as a Colpitts 
hot-cathode crystal oscillator with plug-in coils 
in its plate circuit. The plate circuit of this stage may be 


tuned to the fundamental of the crystal frequency or to the 


COIL TABLE 
HK-57 Exciter/Transmitter 


Grid coils 


3.5 Me. 
7.0 Me. 
14 and 21 Mec. 
28 Me. 
50 Me. 


All grid coils wound on 1” diameter forms 


28 turns no. 20 enam. closewound 
14 turns no. 20 enam., spaced to 1 inch 
11 turns no. 20 enam. spaced to 5 inch 
5 turns no. 14 bare spaced to 34 inch 
2% turns no. 14 bare spaced to 34 inch 


Plate coils 


3.5 Me. 23 turns no. 14 enam. 17%,” dia. form close- 
wound, link 5 turns no. 14 closewound at 
cold end. t 
7.0 Me. 14 turns no. 14 enam. 17%,” dia. form spaced 
to 2 inches, link 5 turns closewound at 
cold end. 
turns no. 12 enam. 17%” dia. form spaced 
to 1% inches, link 3 turns no. 14 at 
cold end, 
turns 3/16” copper tubing 114” inside 
diameter spaced to 214 inches at top. Link 
2 turns no. 12 enam. wound outside and 
spaced 14,” from plate coil. Link coil cov- 
ered with high-voltage spaghetti, - 
turns 3/16” copper tubing 1” inside diam- 
eter spaced to 214 inches at top. Link 1 
turn no. 12 enam. wound outside and 
spaced 14,” from plate coil. Link coil cov- 
ered with high-voltage spaghetti. 


14 Me. 


21 and 28 Me. 


See Buyer’s Guide for suppliers of coil forms. 
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Figure 30. 


UNDERCHASSIS VIEW OF THE 
TRANSMITTER. 


Note the grounding strap which has 
been run completely around the 
socket of the HK-57. Separate by- 
pass capacitors have been run to 
each filament, screen, and suppres- 
sor lead of the final amplifier tube. 


second, third or fourth harmonic of the crystal frequency. The 
screen voltage on the 7C5 stage is varied by means of poten- 
tiometer R; to serve as an excitation control for the grid of the 
final amplifier stage. Note that resistors R. and R, have been 
placed in series with this potentiometer so that the. screen 
voltage may not be reduced below the point where the crystal 
will stop oscillating or raised to the point where excessive 
crystal current will flow. Positions for five standard crystals 
have been provided inside the equipment. In the sixth position 
of S: the grid of the 7C5 is grounded and excitation from an 


- external v.f.o. may be fed to the cathode of the 7C5. The 
output circuit of this stage may then be tuned to the excitation — 


frequency from the v.f.o. or to the second, third or fourth 
harmonic of the exciting frequency. 

The 6L6 multiplier stage also uses plug-in coils in its plate 
circuit. Actually the same coils are used either in the plate of 
the 7C5 or in the plate of the 6L6, depending upon the band 
of operation desired and the frequency of the crystal being 
used. This stage is normally used on the 28 and 50 Mc. bands 
and may be used if desired when operating on other bands 
with a low frequency crystal. Fixed minimum bias is used on 
the grid of the 6L6 stage so that plate current on this tube 
will be cut off when S, is in the position where excitation is 
being delivered directly from the 7C5 to the grid of the HK57. 

The HK57 stage is used as an amplifier on all bands through 


54 Mc. Provision has been made for suppressor-grid keying of 


this tube. The full output of the bias pack which uses a 


Figure 31. 


COMPLETE COIL COMPLEMENT FOR THE HK-57 
TRANSMITTER. 


6X5GT tube is applied to the suppressor grid of the HK57 
when the key is up. For AM phone operation the external key 
positions on the terminal strip on the rear of the unit are 
shorted. Two by-pass capacitors are used on both the screen 
grid and the suppressor grid of the HK57 tube to obtain mini- 
mum inductance in these by-pass leads. Plug-in coils wound 
on Millen no. 44001 coil forms are used in the plate circuit of 
the HK57 tube on all bands. The coil table gives data for the 
winding of these inductors. The by-pass capacitors shown 
across the grid and plate milliammeters were found to be nec- 
essary in operation of the unit. Note that leads from both 
sides of the plate tuning capacitor are run to the lugs on the 
tank coil socket. This must be done to reduce the inductance 
of the tank circuit leads so that the 50-Mc. band coil will hit 
the band properly with most of the inductance in the coil and 
not in the leads from the tuning capacitor. 
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Figure 32. 


SCHEMATIC DIAGRAM OF THE 


Ci—140-pyfd. variable capaci- 
tor 

Co—50-upfd. variable capacitor 

Cs—100-ppfd. 0.077” plate 
spacing 

C:—10-ypfd. ceramic fixed 

C:—0.003-yfd. midget mica 

Co—100-p fd. midget mica 

Cz, Cs, Co, Cio, C1i—0.003-ppfd 
mica 

Cie—50-ppfd. midget mica 
(both) 


Cis—0.003-pfd. 500-volt mica 
Cisx—0.01-pfd.- 600-volt tubular 
Cis, Cis, Ciz, Cis, Cio, Cor—0.003- 
fd. 500-voilt mica 
Cu—0.002-pfd. 2500-volt mica 
C22, Cos—8-ufd. 450-volt elect. 
Cor—8-ypfd. 450-volt elect, 
C25, Cor—0.003-pp:fd. 500-volt 
mica a 
Ri—100,000 ohms, 1% watt 
R2—22,000 ohms, 2 watts 
Rs—50,000-ohm potentiometer 


Note: 


HK-57 L3 


150-WATT EXCITER/TRANSMITTER. 


R:— 39,000 ohms, 2 watts 
Rs—100 ohms, 2 watts 
Re—100,000 ohms, 2 watts 
R7-—22,000 ohms, 2 watts 
Rs—68,000 ohms, 2 watts 
Ro—39,000 ohms, 2 watts 
Rio—100 ohms, 2 watts 
Rii—8200 ohms, 2 watts 
Riz—50,000 ohms, 20 watts 
Ris—50,000 ohms, 20 watts 
Ric—5000 ohms, 10 watts 
Ris—47,000 ohms, 2 watts 


The junction between Cz and Cu should be grounded. 


Ris—50,000 shan 20 watts 

RFC:, RFC2—2.5-mh, 250-ma. 
r-§ choke 

RFCs—i-mh. 300-ma, r-f choke 

$i—2-pole 2-throw ceramic 

S2—2-pole 6-position wafer 

Ss, S<—S.p.s.t. toggle sw. 

Ti—700 vy. c.t., 120 ma.; 5 v. 
3 a.; 6.3 v., 4.7 a. 

T2—5 volts 6 amperes 

CH—10.5-hy. 110-ma. choke 

Coils—See coil table 


It is possible to use one of the recently announced 4-65A 
beam tetrodes in the final amplifier stage of this exciter trans- 
mitter if a few changes are made. T:2 is changed so that it 
supplies 6 volts at 3.5 amperes instead of 5 volts at 5 amperes 
as required for the HK57. Since the 4-65A is a tetrode and not 
a pentode, suppressor keying is not possible. However, if the 
screen of the 4-65A is fed through a 2000-ohm protective 
resistor from the 300-volt power supply on the chassis, grid- 
block keying of the grid of the final amplifier stage may be 
used with the same circuit as employed with suppressor keying 
of the HK57. No tendency toward spurious or parasitic oscil- 


lations was encountered in testing of transmitter as shown. 
Power Supply _A simple 300-volt 100-ma. power supply and 
a 350-volt grid bias supply have been in- 
cluded for the sake of operating convenience on the chassis for 
the exciter unit. A plate voltage switch has been provided on 
the front panel of the equipment. Terminals are brought out 
to the rear of the unit for external control of the plate voltage 
to the exciter for operation by means of an external switch or 
control by the main power relay if the unit is used as a com- 
ponent of a larger transmitter. 


~ High-Frequency. 


THE t-f amplifiers shown in this chapter are typical of those 
which, through popular use, have become more or less stand- 
ardized for frequencies up through 30 to 54 Mc. and for power 
outputs of 125 watts to one kilowatt. On frequencies above the 
30 to 50 Mc. range special problems arise, and for this reason 
amplifiers and transmitters for the higher frequencies are 
treated separately in Chapter 23. 

Most of the amplifiers illustrated are of the push-pull type 
because of the relative superiority of the balanced circuit over 


a conventional triode amplifier stage at the higher frequencies.. 


The single-ended amplifier finds its widest application in low- 
power amplifier and multiplier stages, in tetrode amplifiers of 
which a bandswitched example is shown in the following 
pages, and in grounded-grid and grounded-plate triode ampli- 
fiers. 


STANDARD PUSH-PULL TRIODE AMPLIFIER 


Figure 1 shows a standard push-pull amplifier circuit. While 
certain variations in the method of applying plate and filament 
voltage and in obtaining bias are sometimes found, the basic 


_ circuit remains the same in all amplifiers. All of the push-pull 


triode amplifiers illustrated in this chapter use this basic cir- 
cuit, with such minor variations as are indicated in the de- 
scriptions of the individual amplifiers. 


Filament 
Supply 


The amplifier filament transformer may be placed 
right on the amplifier chassis, or it may be located 
in the power supply, if allowance is made for the 
voltage drop in the connecting leads. This voltage drop can 
reach serious proportions where amplifier tubes having low- 
voltage, high-current filaments are used. In any case, the fila- 


_ment voltage should be the correct value specified by the tube 


manufacturer when measured at the tube sockets. A filament 


_ transformer having a tapped primary often will be found use- 


ful in adjusting the filament voltage. Where there is a choice 


- between having the filament voltage slightly high or slightly 


low, the higher voltage is preferable. If the amplifier is to be ° 
greatly overloaded, a filament voltage: slightly higher than | 


the rated value will give greater tube life. 


ower Amplitiers | 


Plate Feed The series plate-voltage feed shown in Figure 1 
is the most satisfactory method for push-pull 
stages. This method of feed puts high voltage on the plate 
tank coil, of course, but since the r-f voltage on the coil is in 
itself sufficient reason for protecting the’ coil from accidental 
bodily contact, no additional! protective arrangements are made 
necessary by the use of series feed. 

The insulation in the plate-supply circuit should be adequate 
for the voltages encountered. In c.w. and grid-modulated 
stages, the insulation of the r-f choke and wiring should be 
capable of withstanding voltages at least as high as the plate 
voltage. Where plate modulation is used, the insulation should 
be able to withstand at least twice the d-c plate voltage. If the 
plate-current meter is placed in the positive lead, it, too, must 
have adequate insulation between the movement and case. 
Grid Bias The recommended method of obtaining bias for — 
c.w. or plate modulated telephony is to use just 
sufficient fixed bias to protect the tubes in the event of exci- 
tation failure and obtain the rest from a grid leak. However, 
the grid leak may be returned directly to the filament circuit if 
an overload relay is incorporated in the plate circuit, the relay 
being adjusted to trip immediately when excitation is removed. 
For grid modulation it is necessary that all the bias be obtained 
from a fixed source; this makes a grid leak impracticable for 
this class of service. 

The grid leak R; serves effectively as an r-f choke in the grid 
circuit because the r-f voltage impressed upon it is very low, 
and no grid r-f choke is required when a grid leak is used. 
Metering = [t will be noticed in Figure 1 that M2 is placed in 
the negative-to-filament return rather than in 
positive high-voltage lead. This is a safety precaution. When 
connected as shown in the diagram, M2 will read plate current 
only, as M, is returned to the “hot’’ side of Mz: instead of to 
the negative plate lead. This will require an extra external lead 
if fixed bias is used, as the positive of the bias supply cannot 
be connected to the negative plate voltage under these condi- 
tions without resulting in a short across M2. In the event that 
it is desired to use a common bias supply on more than one 
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Figure 1. 
STANDARD PUSH-PULL R-F AMPLIFIER CIRCUIT. 


The mechanical layout should be symmetrical and the output 

coupling provision must be evenly balanced. If it is desired to 

operate the amplifier stage with essentially fixed bias R1 may be 
made a 200-ohm 10-watt wirewound resistor, 


Ci—Approximately 1 pufd. per meter of wavelength per section. 

C2—Refer to plate tank capacitor design data in Chapter 6. 

Cs, Cs—Maximum usable capacitance should be greater and 
minimum capacitance less than the rated grid-to-plate 
capacitance of the tubes to be used. 50% greater air gap 
than Co. 

Cs, Co—0.002-ufd. mica, or larger 

C7—0.001 to 0.006 ufd. mica, dependent upon operating condi- 
tions of amplifier and characteristics of modulation trans- 
former if the stage is to be plate modulated. 

Ri— Of such value that normal rated grid current will produce 
rated grid bias including any fixed bias. Wattage equal 
to PR. 

RFC—All-band r-f choke suitable for plate current of tubes. 

Ti—Filament transformer of suitable voltage and current. rating. 
Tapped primary desirable if transformer remote from 
amplifier. 

Mi, Mo—Suitable instruments for d-c plate and grid currents. 


stage having the plate milliammeter in the cathode circuit, the 
simple circuit for this purpose described in Chapter 25 may be 
used. 

When measuring current in the filament return of filament 
type tubes, it is necessary that the stage have esther an individ- 
ual power supply or else a filament supply which is not used 

- to supply any other filament type tubes (heater tubes may be 
operated from the same filament supply). If this requirement 
is not met, a meter jack will read the current being drawn by 
more than one stage at the same time. If desired, meter jacks 
or a switch may be substituted for the individual meters in 
Figure 1. 
Plate Circuit In the circuit shown in Figure 1, the rotor of 

the plate tank capacitor is left ‘ ‘floating” (un- 
grounded). This permits a tank capacitor of less spacing to be 


used, as there is no d.c. impressed across it. When the rotor is 


“floating” it is imperative that the amplifier be symmetrical 
from a physical standpoint, and that the coupling to the exter- 
nal load be symmetrical. Because the rotor will be at high d.c. 
potential if the capacitor should arc over, it is advisable to use 
an insulated coupling between the rotor shaft and the tuning 
dial or knob. 

In certain cases it may be found difficult to obtain equal 
loading (usually indicated by plate temperature in a metal- 
plate tube) of the two tubes in a push-pull amplifier. If there 
is assurance that each of the two tubes is obtaining the same 
amount of excitation, it may be possible to improve the equality 
of loading by by-passing the rotor of the plate tuning capacitor 
to ground. If the stage is to be plate modulated it will be 


resistor. When the rotor is connected directly to the modulated — 


both r.f. and d.c. voltages are relatively low in the grid circuit, — 
‘the rotor of the capacitor can be grounded without ree 


destabte to connect the rotor of He tuning capacitor 
modulated plate voltage lead directly, or through a 25, 000- 
to 50,000-ohm 2-watt carbon resistor. When the rotor is con- 
nected through a resistor the value of the resistor should be 
chosen low enough so that at the highest audio frequency to b 
transmitted the reactance of the by-pass capacitor will be of | 5° 
approximately the same value as the resistance of the series a 


plate voltage the by-pass capacitor is effectively across the sec: a 
ondary of the modulation transformer and may be considered — 
as a portion of the network used to “build out” the modula-_ 
tion transformer for high-frequency cutoff as discussed in 
Chapter 7. When it is desired to operate a push-pull Class C — 
r-f amplifier at very high plate circuit efficiency, a slight im-_ 
provement in the overall efficiency will be obtained if the — 
rotor of the plate tuning capacitor is by-passed to ground. Z 

Plate tank coils for medium- and high- -powet amplifiers 
may be wound of bare or enameled copper wire (no. 14 or © 
larger) or of the smaller sizes of copper tubing. Coils for 28 
Mc: and sometimes for 14 Mc., may be made self supporting _ 
when wound with the larger sizes of wire or with copper — 
tubing. For lower frequencies, high-grade ceramic forms may 
be used, or the coils may be made mechanically rigid by 
cementing the turns to celluloid strips. 
Grid Circuit As the power in the grid circuit is so much © 
lower than in the plate circuit, it 1s customary _ 
to use a split stator grid capacitor with sufficient capacitance 
for operation on the lowest frequency band, and also to ground © 
the rotor. A physically small capacitor has a greater ratio of — 
maximum to minimum capacitance, and it is possible to get a — 
gtid capacitor that will be satisfactory on all bands from 10 to © 
160 meters without need for external auxiliary capacitors. As — - 


the cost appreciably, as very little more spacing will be required — 
and the capacitor is relatively small anyhow (in comparison — 
with the plate tank capacitor). Grounding of the rotor simpli- 
fies mounting of the capacitor, and also provides circuit balance 
and insures electrical symmetry. It also retards v-h-f parasitics 
by by-passing them to the ground i in the grid circuit. i 

Coils for the grid circuit may in most cases be mounted on 
small jack-bar or tube-base type supports. Wire sizes up to no. 
14 will be suitable for driving powers up to 100 watts. To — 
restrict the field and thus aid in neutralizing, the grid coils — 
should be physically no larger than absolutely necessary. 
Layout The most important consideration in constructing a 
push-pull amplifier is to maintain electrical sym- 
metry on both sides of the circuit. Of utmost importance in 
maintaining electrical balance is the stray capacitance between 
each side of the circuit and ground, 

Large masses. of metal placed near one side of the grid or 
plate circuits can cause serious unbalance, especially at the 
higher frequencies, where the tank capacitance between one 
side of the tuned circuit and ground is often quite small in 
itself. Capacitive unbalance most often occurs when a large 
plate or grid coil is located with one of its ends close to a met. 
panel..The solution to this difficulty is to mount the coil paral-— 
lel to the panel to make the capacitance equal from each end — 
to ground, or to place a large piece of metal opposite the “free é 
end of the coil to accomplish the same purpose. 

Wherever possible, the grid and plate coils shoals 
mounted at right angles to each other. If this.is not practi 
the coils should be separated as far as possible. A small amot 


mental, since it can usually be balanced out by the neutral. 
circuit, but the coupling will me wen coils are changed a 
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it will be necessary to aie the neutralization when chang- 
ing bands. : 

All r-f leads Soule be made as short and direct as possible, 
of course. The leads from the tube grids and plates should be 
connected directly to their respective tank capacitors, rather 
than to the coils. The connections between the coils and capaci- 
tors should be of wire or tubing at least as large as that used 
in the coils themselves. Plate and grid leads to the coils need 
not be as heavy as the tank circuit leads, and flexible tinned 
braid or flat copper strip may be used for these leads. 

Many of the troubles so often associated with neutralizing 
can be obviated by running the neutralizing leads directly to 
the tube grids and plates entirely separately from the grid and 
plate leads to the tank circuits. Having a portion of the plate 
or grid connections to their tank circuits serve as part of a neu- 
tralizing lead, or vice versa, can often result in apparently 
mysterious neutralizing troubles. The importance of eliminat- 
ing the common leads is shown by the fact that certain tubes 
designed for v-h-f work have entirely separate leads brought 
out from the elements for tank-circuit and neutralizing con- 
nections. 


The excitation requirements for high- and medi- 
um-power amplifiers vary so widely that it ts 
difficult to make definite general statements of the driving 
power which should be provided. However, a good average 
figure for the excitation power to modern triodes in a Class C 
amplifier is that it should approximate 10 per cent of the ex- 


“pected power output of the stage. Where extremely high effi- 


ciency in the amplifier is desired, the excitation may have to be 
as high as 20 or 30 per cent of the power output, and where 


the amplifier can be operated Class B for c-w purposes, the 


excitation power may sometimes be-as low as 5 per cent of the 
power output. Pentodes and tetrodes generally require con- 
siderably less excitation than triodes of equivalent plate dissi- 
pation. Excessive excitation to pentodes or tetrodes will often 
result in reduced power output and efficiency. Except in the 


§ 


Figure 2. ss 
FRONT VIEW OF THE MEDI- | 
UM-POWER GENERAL-PUR- 
~ POSE AMPLIFIER. 


“ Ae as far 


case of pentodes and tetrodes, it is best to err on the side of 
excessive excitation, since the surplus will do no harm and a 
scarcity of excitation will cause a loss in output and efficiency. 

The best rule to follow in adjusting the excitation to a triode 
amplifier is to use all the excitation available, and then adjust 
the bias until the grid current is at the rated operating figure 
given by the tube manufacturer. In push-pull or parallel stages, 
the current should be twice the value given for one tube, of 
course, 


Single-Ended 
Stages 


Most of the preceding discussion, except the 
section on circuit balance, applies equally well 
to single-ended as: well as push-pull stages. 
Even in single-ended stages, however, it is desirable to main- 
tain capacitive balance to ground from both sides of the plate 
circuit when a split-stator plate capacitor is used to obtain 
neutralizing voltage. In the single-ended stage, capacitive bal- 
ance is obtained by adding a capacitance from the “free” end 
of the plate tank to.ground, to make up for the tube’s plate- 
filament capacitance across the other side of the circuit. The 


‘balancing capacitance may be obtained by placing an actual 


capacitor equal to the plate filament capacitance between the 
free end of the tank circuit and ground, or in the case of tubes 
having a low plate-filament capacitance, vy locating the plate 
coil so that its free end is close to the chassis or panel. 
Because the single-ended circuit is not inherently balanced 
to ground, the necessity of obtaining proper ground connec- 
tions is all-important. The filament, grid, and plate by-pass 
capacitors should all be returned by the shortest possible sepa- 
rate leads to a common point on the chassis. Grounding these 
capacitors to widely separated points on the chassis, or to a 
common ground bus, is quite likely to lead to difficulties with 
feedback or instability due to coupling between the various 
circuits in the chassis or common lead. The connection between 
the filament by-pass capacitors and chassis should be as short 
as possible, with the other by-pass capacitors grounded to the 
point where the filament by-passes connect to the chassis. At 
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the higher frequencies it may be desirable to ground directly 
one side of the filament and then ‘to by-pass the other side of 
the filament and all other by-pass capacitors to the grounded 
filament terminal. 

The illustrations in this chapter will be found useful for the 
purpose of furnishing ideas for possible mechanical layouts. 
All the amplifiers shown have proven to be stable in operation 
and free of any parasitic oscillations. All of the arrangements 
shown permit relatively short r-f leads, but it is not necessary 
to use the particular tube types chosen in these examples. The 
individual constructor will often find it advisable and instruc- 
tive to alter the designs to suit components on hand, or to use 
different tubes than those shown. 


GENERAL PURPOSE AMPLIFIER 


A medium power push-pull amplifier is shown in Figures 2 
through 7. Tubes of a,number of types may be used in this 
amplifier with few changes. 35TG’s, 8005’s, 811’s and HK-54’s 
have performed excellently. A change of filament voltage to- 
gether with a slight rearrangement of plate and grid leads as 
described, permit a wide latitude in tube types. Power outputs 
fanging from 350 watts when plate modulated to 450 watts 
for c.w. service, depending on the tube type, are possible. 

The front panel is 19 x 1244 inches. Viewed from the front 
of this panel, the grid tuning capacitor is at the left and plate 
tuning capacitor on the right with plate and grid milliameters 
in that order from top to bottom in the center. A sub-chassis, 
9% x 5 x 3 inches holds the balance of the components. On 
the rear lip of this chassis is a large terminal for B+ together 
with a terminal block for filaments, ground and C—. If only 
one tube type is to be used, the proper filament transformer 
may be mounted either on this chassis as shown in Figure 3 or 
on the panel. : 

The two tube sockets are sub-mounted by means of 7%-inck 
ceramic pillars to shorten the grid and plate leads. The two 
neutralizing capacitors are mounted between these tube sockets, 
facing in opposite directions to bring their terminals closer to 
the plate and grid terminals of the tubes. If tubes having grid 
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leads coming out of the envelope are to be used; clearance 
must be allowed to permit insertion and turning of the tubes 


in their sockets without the grid lead hitting the neutralizing 


capacitors. 
The plate r-f choke is mounted vertically by its tapped ce- 


ramic core near the front of the amplifier on the chassis. Button — 


type feed-through insulators are used for the leads from the 
neutralizing capacitors to the grid terminal ofthe socket, again 


to allow clearance for inserting and removing the side grid — 


lead type of tube. Leads from the grid coil socket are brought — 


into the side of the chassis by 74-inch feed-through insulators. 

These grid feed-through insulators are only necessary when 
tubes having the grid lead in the base are used, such as the 
8005, 811 and 812 types. If tubes of the 35TG and HK-54 
type are used, flexible grid leads may be soldered direct from 
the grid clip to the neutralizing capacitors and solid wire run 
from there to the grid coil socket. It is advisable however, to 
run the center-tap of the grid coil through a feed-through 
insulator into the chassis so the grid isolating resistor and by- 
pass capacitor may be mounted out of sight and proper con- 


nection made to the C— terminal of the terminal strip. The 


grid meter leads are brought out of the top of the chassis 
through rubber grommets and the high-voltage lead through 
a button insulator. 

Liberal use is made of 1-inch cone insulators. Two on the 
side of the chassis provide terminals for r-f input while two 
on the rear of the plate tank capacitor make convenient termi- 
nals for output. The plate coil jack strip is held by two of 


these insulators which are attached to a metal bracket which. 


in turn is bolted to a supporting member of the plate tuning 


capacitor. To provide additional rigidity at the rear of this 


plate capacitor, an L shaped bracket is run to another cone 
insulator on the rear of the chassis. 

To provide adequate isolation between grid and plate coils, 
the grid capacitor is mounted right side up and the five-prong 
tube socket is mounted underneath it by attaching ceramic 
pillars to a metal strap which is run the length of the capacitor. 
The plate tuning capacitor is mounted upside down so the 
plate coil will be at the top of the amplifier. The construction 
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Figure 3. 


REAR VIEW OF THE GEN- 
ERAL-PURPOSE AMPLIFIER. 


amplifier as shown in this photo- 
graph. The filament transformer 
for these particular tubes has been 
mounted on the side of the chassis, 
The 28-Mc. coils are in place in this 
photograph. Note that it was found 
mecessary to remove one-half turn 
from each end of the Johnson 350- 
watt plate tank coil for 28-Mc. 
operation. 
necessary to remove one-half turn 


plug-in grid coil. All other coils 
_ are standard. 


Type 8005 tubes are in use in the © 


ft was similarly found . 


from each end of the 100-watt — 
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Figure 4. 
SHOWING THE AMPLIFIER WITH 811 TUBES INSTALLED. 


Figure 5. 
35TG TUBES ARE USED IN THE AMPLIFIER IN THIS 
PHOTOGRAPH. 


Note that the grid connection for the amplifier tubes is made to the 
feed-through insulator alongside the neutralizing capacitors, 


Figure 6. 


IN THIS PHOTOGRAPH HK-54 TUBES ARE USED IN 
THE STAGE. 
It is necessary to rotate the tube socket 90° when changing to HK-54 
tubes from 35TG’s due to differences in the basing arrangement of the 
i two tubes. 


of most variable tuning capacitors is such that it is simpler to 
mount coils or coil brackets on the bottom of the capacitor. 

Both plate and grid coils are manufactured units. On the 
ten-meter coils however, half a turn is removed from each coil 
to provide a better tuning range in the high frequency end of 
that band. A handy feature of the plate coils used is the 
rotating antenna coupling coil inside the coil form. 

The rotor of the grid tuning capacitor is grounded to the 
panel. The plate tuning capacitor rotor is left floating how- 
ever. Mounting to the front panel is accomplished with three 
1-inch cone insulators while the rotor,is attached to the dial 
through an insulated coupling and panel bearing. 

Tubes of the 35TG and HK-54 type have a very low grid- 
plate capacitance. With the neutralizing capacitors specified, 
neutralization is accomplished in these tubes at minimum 
setting of the capacitors. While not necessary in the amplifier 
illustrated, sawing off 4 to 34 of an inch of the upper cylinder 
will give a lower minimum capacitance and still provide suffi- 
cient range to neutralize higher internal capacitance tubes. 


Figure 7. 


SCHEMATIC DIAGRAM OF THE STANDARD PUSH- 
- PULL AMPLIFIER SHOWN. 


This standard amplifier circuit with but minor variations is used 
with medium-frequency medium-power r-f amplifier stages. In 
some cases it may be found desirable to connect a by-pass 
capacitor between the rotor of the plate tuning capacitor and 
ground. A 0.002-ufd. capacitor rated for the peak voltage 
which will be placed upon the amplifier (d-c plate voltage for 
c.w. and twice this value for AM phone) will normally be ade- 
quate for this position. If desired the lower end of the r-f 
choke (the end which goes to the plate milliammeter may be 
connected to the rotor of the plate tuning capacitor in addition 
to the by-pass capacitor just mentioned. In certain cases when 
using high-power low-filament-voltage tubes it will be found 
desirable to ground one side of the filament of each tube. The 
tubes may still be connected in series or in parallel, and fila- 
ment by-pass capacitors are not required. 


In the case of the particular amplifier shown in Figures 4, 5, 
and 6 the values of the circuit components are as follows: 
Ci—200-pufd. per section, Ci—0.003-pfd. midget mica 


0.045” spacing Ri—500-ohm 10-watt wirewound 
Se en eer nection RFC—500-ma, r-f choke 

0.125” spacing 
Cs—2-12 ppfd. neut. capacitors Coils—See Buyer’s Guide 
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Figure 9. 


REAR VIEW OF THE SHORT- 
PANEL AMPLIFIER WITH HK- 
54 TUBES. 

The shape of the aluminum pieces 
and the placement of components 
can be seen clearly in this photo- 
graph, 


Figure 8. 


TOP VIEW OF THE 834-INCH 
PANEL AMPLIFIER WITH 
3C24 TUBES. 


>; 
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The 500-ohm resistor R,, while providing a small amount 
of grid leak bias, is primarily used as a form of r-f choke and 


isolating resistor for the grid circuit, increasing circuit stability. 


Grid bias of the value necessary for the particular tubes used, 
may be obtained from a fixed source, by grid leak or by a 
combination of both. Grid excitation required will also depend 
on the tube type and will range from 40 to 65 ma. An exciter 
having an output of 30 to 40 watts will be adequate to excite 
this amplifier on either ‘phone or c.w. An 807 or other tube of 
equivalent output will provide this necessary power. 

Link coupling would be used between the exciter output and 
the input of this amplifier. 

If constructed as shown, no parasitics or tendency: toward 
self-oscillation will be evident with the tube types recom- 
mended. With correct excitation and grid bias, the amplifier 
is completely linear under 100 per cent plate modulation con- 
ditions. 


AMPLIFIER FOR LIMITED PANEL HEIGHT 


Figures 8 and 9 show a slightly different method of con- 
struction from that used in the amplifier just described. By 
mounting the grid and plate tank coils alongside their respec- 
tive tuning capacitors it is possible to reduce the panel height 
required for the unit from 1244 inches on the amplifier just 
described to 834 inches on the unit shown in Figure 9. In 
addition to mounting the coils alongside their respective capaci- 
tors the amplifier is constructed on two simple bent pieces of 
metal instead of a height-consuming chassis. 

The configuration of the two bent pieces of -1/16-inch 
aluminum can be seen in the two photographs. The aluminum 
sheet was ‘marked, sawed and filed to shape in the flat piece, 
and then bent on the “break”’ in a local tinshop. Note that the 
tube sockets are mounted above the metal base by means of 
standoff pillars. 


Figure 10. | 
REAR VIEW OF THE T-125/ 
810 KILOWATT AMPLIFIER. 


Type 810 tubes are shown in place 
in this photograph of the amplifier. 


Short-Panel Amplifier 
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‘The tuning capacitors used are essentially the same as those 
built into the amplifier just described, but B&W type JVL 
inductors are used as grid coils and TVL 500-watt coils are 
used in the plate circuit. Since it was contemplated to use 
only low-capacitance side-grid tubes such as the 54, 24G, and 
35TG the neutralizing capacitors were made from small pieces 
of aluminum sheet. The strips are 114 inches wide and the 
facing area between the two plates is 144 by 144 inches. The 
mounting hole on the movable plate has been slotted so that 
this plate may be moved back and forth to facilitate neutraliza- 
tion. Larger manufactured neutralizing capacitors may be used 
if it is desired to use tubes with higher grid-to-plate capacitance 
in the amplifier. The stationary plate for the neutralizing 
capacitors shown is attached to the bottom of the jack base 
for the plate tank coils. 


KILOWATT AMPLIFIER FOR T-125’s OR 810’s 


The final amplifier stage for a one-kilowatt transmitter may 
be constructed comparatively inexpensively around a pair of 
T-125 or 810 tubes in the manner illustrated in Figure 10. 
Such an amplifier would normally be operated at a plate 
potential of 2000 to 2500 volts at a plate current of 500 or 
400 ma. The tubes require an actual driving power of 25 to 40 
watts for the pair so that 60 to 80 watts of excitation power 
should be available. The operating grid bias should be 180 to 
200 volts for c-w operation at a grid current of 70 to 100 ma. 
For radiotelephony the bias should be 300 to 350 volts at 
approximately 100 ma. of grid current. The operating plate 
voltage for phone use should be limited to 2000 volts. 

All components for the amplifier are standard manufactured 
units. The plate tank capacitor is a Johnson 150DD70 and 
the grid tank capacitor is a Johnson 200ED20. Johnson 100- 
watt plug-in coils are used in the grid circuit and the one- 
kilowatt series is used in the plate tank circuit. The grid and 
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Figure 11. 
FRONT-PANEL VIEW OF THE HK-254 AMPLIFIER. 


Figure 12. 


REAR VIEW OF THE HK-254 AMPLIFIER SHOWING THE 
METHOD OF CONSTRUCTION AND THE TYPE OF VACUUM 
PADDER CAPACITOR USED. 


plate coils may be used without change if T-125 tubes are 
used but if 810 tubes are employed in the amplifier it will be 
necessary to trim the 14-Mc. coils due to the larger plate-to- 
filament capacitance of the 810 tubes. It was. found necessary 
to remove one turn from each end of the 14-Mc. plate tank coil 
to hit resonance. 

This amplifier was also in use for a period of time with 
250TH tubes in the sockets in place of the tubes mentioned 
above. If 250TH tubes are used it is only necessary to change 
the filament voltage, the grid and plate connectors, and then to 
wind out the N-250 neutralizing capacitors to the lower inter- 
electrode capacitance of the 250TH tubes. 


PUSH-PULL HK254 AMPLIFIER 


The high-power amplifier illustrated in Figures 11, 12, and 
13 is supported entirely from a standard 21-inch rack panel. 
The components associated with the amplifier are mounted on 
a 13 x 7 x 2 inch standard chassis which is mounted 6 inches 
behind the panel by means of a pair of standard 13-inch 
chassis-holding brackets. The construction of the amplifier is 
shown quite clearly in the accompanying photographs. 

This amplifier is capable of inputs up to 750 watts on either 
c.w.-or AM phone on frequencies from ‘3.5 through 30 Mc. 
Maximum operating plate voltage for coils of the type shown 
is approximately 2500 volts. If B&W HDVL coils are used in 
place of the coils of the general type of their 3400 series, inputs 
up to one kilowatt at 4000 volts on c.w. may be used. The 
particular 28-Mc. coil shown was made by cutting down an 
11-14 Mc. surplus coil to 5 turns. Two and one-half turns are 
used on each side of center with the last half turn brought 
directly down to the terminal as shown in Figure 12. 

The plate tank capacitor for the amplifier is a B&W type 
CX-40A-N3 with built-in neutralizing capacitors. This tuning 
capacitor has ample range for the 20, 15, 10 and 11 meter 
bands, but additional padding capacitance will be required on 
the 40 and 80 meter bands. It is recommended that a 50-pufd. 
vacuum capacitor of the type shown in the photograph of 
Figure 12 be used on the 80-meter band and a 25-yufd. capaci- 
tor of the same type be used on the 40-meter band. 


Figure 13. 


VIEW LOOKING UNDER THE CHASSIS OF THE HK-254 
AMPLIFIER. 
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The grid tank coils are 50-watt B&W variable-link coils. 
Approximately 60 watts of excitation power should be avail- 
able for phone operation, although c-w or FM operation can 
be obtained with as little as 40 watts of driving power. Normal 
grid current on the amplifier is. 90 ma. for the two tubes and 
the plate current may be as high as 450 ma. if the plate dissi- 
pation rating of the tubes is not exceeded. 


ONE KILOWATT 250TH AMPLIFIER 


The unit shown in Figures 14, 15 and 16 is very similar in 
construction to the 254 amplifier previously described with 
the exception that the panel has been cut out for the insertion 
of glass viewing windows, and that 250TH tubes are used. 
This amplifier runs very cool at one kilowatt input on fre- 
quencies from 3.5 through 54 Mc. for either c-w, plate modu- 
lation, or FM, and it may also be used for grid modulation. 
Approximately 100 watts of driving power should be available 
for phone operation; 50 watts of driving power is required for 
FM or c-w operation; and 10 to 15 watts of driving power is 
required for grid modulation. . 


Coils Both grid and plate circuit coils for the bands of 3.5 

through 30 Mc. are of the manufactured type. John- 
son 1 kw. coils are used in the plate circuit and the 350-watt 
series of coils by the same manufacturer is used in the grid 
circuit. Coils for the 6-meter band, which are shown in place 
in the transmitter in the photographs, are constructed as fol- 
lows: 

The plate tank coil consists of 4 turns of 3/16-inch copper 
tubing, 134 inches inside diameter, with 31-inch mounting 
centers. The grid coil consists of 4 turns of no. 12 enamelled “ 
wire, 1 inch in diameter, 114 inches in winding length, mounted 


. 


on a National XR13A coil form and attached to a Johnson Figure 14. 
668 plug strip. FRONT-PANEL VIEW OF THE 250TH KILOWATT 
> AMPLIFIER. 
x ; The front panel has been cut out so that glass viewing windows 
Capacitors The plate tank capacitor is a Johnson 50CD110 could be inserted. 


and the aluminum supporting brackets for the 
tank coil are bolted to the center ceramic strip of this capacitor. 
The grid tank capacitor is a Cardwell MT100GD, and the 
brackets for the plug-in coils are bolted directly to the stator 
terminals on the capacitor. The neutralizing capacitors for 
the 250TH tubes consist of 214-inch diameter aluminum disks 
mounted on ceramic strips facing 3-inch square aluminum 
plates. Neutralization of the amplifier is obtained with approxi- 
mately 14-inch spacing between adjacent faces of the neutral- 
izing plates. It is necessary to use a 25-pufd. vacuum capacitor 
across the tank coil for the 40-meter band and a 50-ypfd. 
vacuum capacitor for the 80-meter band. Plate voltage on the 
amplifier may be 3000 to 3500 volts for c.w., FM or plate 
modulation on frequencies as high as 30 Mc. For grid modula- 
tion 4000 to 4500 volts may be used up to 30 Mc. and 3000 
volts up to 54 Mc. For c.w. or plate modulation on the 50-Mc. 
band the plate voltage should be limited to about 2250 volts. 


Filament The center tap of the filament transformer -has ~ 
Circuit been grounded as has been one leg of the filament 
of each tube. This places the two tubes in series 
and allows the use of a 10-volt, 10-ampere filament trans- 
former instead of the 5-volt, 20-ampere filament transformer 
which would be required if the two tubes were in parallel. 
This filament arrangement has another advantage in that fila- 7 © onnasen| 
ment by-pass capacitors are not required when the filaments oo v hh lite Soa 


TS 


Figure 15. 
REAR VIEW OF THE 250TH AMPLIFIER. 
The 50-Mc. coils are in place in this photograph. 
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are operated with one filament lead of each tube connected 
directly to ground. 

Normal grid current on the amplifier will be 5 to 15 ma. 
for grid-bias modulation, 80 to 150 ma. for c-w or FM, and 
100 to 160 ma. for plate modulation. Maximum rated plate 
current for the two tubes is 0.7 ampere. 


BEAM-TETRODE AMPLIFIERS 


The beam tetrode tube is very well suited to use as a high- 
power r-f amplifier in a transmitter where it is desired to use 
a minimum number of stages in the exciter. Such tubes have 
very low excitation requirements and are capable of giving 
high-efficiency operation and good modulation linearity for 
radiotelephony. However, the high degree of power sensitivity 
of such stages means in itself that unusual precautions must 
be taken to insure that coupling between the output circuit 
and the input circuit must be held to an absolute minimum. 
This means that shielding must be used to minimize electro- 
static and electromagnetic coupling and that mutual imped- 
ances between the input and the output which may exist in 
the screen and cathode circuits must be held to a low value. 

The fact that a beam tetrode amplifier has the screen-supply 
circuit in addition to the grid and plate circuits means that 
further considerations are involved as compared to a triode 
amplifier. The proper values of screen voltage and screen cur- 
rent is just as important in a beam tetrode amplifier as the 
voltages and currents in the plate and grid circuits. The value 
of the screen voltage has just as important an effect on the 
plate current as does the grid voltage. And on the other hand 
the screen current is a function of both the plate voltage and 
the grid voltage. Assuming a fixed value of loading on the 
plate circuit of a tetrode amplifier, the screen current will 
increase directly with the grid current. Therefore the rated 
maximum value of grid current should never be exceeded, not 
necessarily from the standpoint of the grid itself, but because 
the screen current will be excessive with rated screen voltage 


Figure 16. 


UNDERCHASSIS VIEW OF THE 
PUSH-PULL 250TH AMPLI- 
FIER. 


if the grid current is excessive. Since all the power going to 
the screen of the tube is dissipated directly in the screen it is 
a simple matter to determine the screen dissipation to deter- 
mine whether or not the rating is being exceeded. 

If the screen circuit is being fed from a higher voltage supply 
through a.dropping resistor a high value of excitation and 
hence a high value of screen current will result in too low 
screen voltage which will reduce the efficiency and power sen- 
sitivity of the amplifier stage. 

For plate modulation of a beam-tetrode amplifier, one of the 
most satisfactory methods of obtaining screen-voltage modula- 
tion in accordance with the plate-voltage variation is to use a 
series screen impedance. The impedance may be either a rela- 
tively high value of resistance from the plate-voltage supply 
or a combination of a choke and a moderate value of resistance 
fed from the low-voltage screen supply. Both these methods 
have been used in the transmitters described in Chapter 26. 


150-WATT PUSH-PULL 807 AMPLIFIER 


The push-pull 807 amplifier shown in Figures 17 and 18 
is designed for use on 80, 40, 20, 10 and 6 meters. Plug-in 
coils provide quick change from one band to another and 
permit construction of the entire amplifier on a 19 x 7 inch 


panel. By using the type of combination tube socket ‘mounting 


and shield illustrated, it is possible to eliminate the need for a 
sub-chassis. Mounting the tubes horizontally brings plate and 
gtid leads close to their respective tuning capacitors and per- 


mits good isolation of these two parts of the circuit. Automatic _ 


protection for the 807’s in event of excitation failure is pro- 
vided by the 6Y6. 

The location of the major components can be seen from 
the illustrations. At the base of the tube sockets are mounted 
the grid tuning capacitor, filament transformer, 6Y6 tube, grid 
coil socket and input terminal strip. The plate coil jack strip 
is mounted on 414-inch ceramic rods which allows a 21%4-inch 


diameter meter to be mounted on the panel between the two 


q 


on 
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Figure 17. 
PANEL VIEW OF THE P-P 807 


AMPLIFIER SHOWING ALL 
COILS. 


rods-and_under the plate coil. The output terminal strip is 
above this meter. Below the meter is-a double-pole, three- 
position rotary switch used to measure either grid or plate 
currents or disconnect the meter entirely. The radio frequency 
choke is mounted by means of its cone mounting insulator 
and a small angle bracket to the plate tuning capacitor. 

The ceramic-type grid-coil socket is mounted on 34-inch 
cone insulators as are the input and output terminal strips. 
Both plate and grid tuning capacitors have their rotor 
grounded. Mounting to the front panel is by means of the 
threaded front rotor bearings. Grid coils are wound on 1-inch 
diameter, 5-prong coil forms using a split winding with the 
link turns between. A bakelite wafer socket mounted on metal 
pillars is used for the 6Y6 tube. Since the 807’s and 6Y6 
draw but 3.05 amperes of filament current, the small filament 
transformer necessary to supply this is incorporated on the 
panel. The two 115-volt leads for this filament transformer, 
together with the high voltage positive and negative are 
brought to a four-post terminal strip on the lower edge of the 
panel. . 

Transfer of the milliameter from grid to plate circuits is 
accomplished by placing 100-ohm 2-watt resistors in series 
with the grid return and B+ leads and switching the meter 
across these resistors. This eliminates the necessity of having 
an extra set of contacts on the rotary switch to close the circuit 


Figure 18. 


REAR VIEW OF THE PUSH- 
PULL 807 AMPLIFIER. 


not being measured, and the resistors do not alter the meter 


calibration appreciably. The rotary switch has a third position 
which disconnects the meter entirely from the circuit. 

The plate tank circuit uses standard manufactured plug-in 
units. The antenna coupling coil is mounted on the jack strip 
and consequently does not require removal as coils are 
changed. It was found necessary to reduce the inductance of 
the 6-meter coil by removing the winding from the form and 
reducing its inside diameter from 15% inch to 144 inch, cutting 


COIL TABLE FOR 807 PUSH-PULL AMPLIFIER 


Li 


80 meters—50 turns #28 enamelled close wound in two 25-turn 
coils separated 1 inch with an 8-turn link between. 


40 meters—26 turns #28 enamelled in two 13-turn coils spaced 
to occupy ¥% inch each with 4-turn link between. 


20 meters—13 turns #24 enamelled in two 612-turn coils 


spaced to occupy ¥% inch with 3-turn link between. 


meters—8 turns #20 enamelled in two 4-turn coils spaced 
to occupy 3% inch with 3-turn link between. 


meters—4 turns *20 enamelled in two 2-turn coils spaced 
to occupy % inch with 2-turn link between. 
Le 
Manufactured 150-watt plug-in coils for all bands. 


OFCO 
- B+ 


115 V.A.C, i=} 
Figure 19. 
SCHEMATIC DIAGRAM OF THE PUSH-PULL 807 
AMPLIFIER. 


R:—47 ohms, 2 watts, 7 turns 
bare wire wound around 


Li and L2o—See coil table 
€i—-Dual 100-pyfd. variable 


capacitor resistor 
C2—Dual 75-uyufd variable R;—100 ohms, 2 watts ; 
capacitor Ss M—0O-300 d.c. ma. 214 inch case 


Cs—0.002- ufd. mica capacitor, 
receiving type 
R;—7,000 ohms for c.w., 12,000 
ohms for ‘phone, 10 watts 
R2—50,000 ohms, 20 watts 
R3s—470 ohms, 2 watts 


RFC—1 mh., 300 ma. radio 
frequency choke 

SW—Two-pole three-position 
rotary switch 

T—6.3 volt, 2 amp. filament 
transformer 


off the surplus wire, and resoldering the coil back into the 
form. : 

Grid-leak bias is provided by resistor R: which also serves 
to bias the 6Y6 to cut-off when excitation is present. Without 
excitation, bias on the 6Y6 is removed and the plate current 
drain of this tube causes a large voltage drop to occur in screen 
resistor R, which drops the screen voltage‘on the 807’s to a 
small value. This action effectively reduces the plate current 


“What would stabilize operation on one band would make it 


al for breale! -in suecdtion. While the: value of the bia 
resistor R: might have to be changed, depending on the excita- 
tion and plate voltage used, 7,000 ohms for c.w. and 12, Suk 
ohms for phone will satisfy most requirements. — . 

Resistor R;, while providing a small amount of grid bias, i is 
used more as a grid isolating resistor for stability than ee grid 
bias. 

While beam power tubes such as the 807 can use be 
made to operate on one band without too much trouble, when 
operation on widely different frequencies is required, difficulties 
with self-oscillation and parasitics often occur. This amplifier 
was no exception. Ordinary neutralization was ineffective. 


erratic on another. Trial and error evolved the incorporation — 
of parasitic suppressors R,, made by winding 7 turns of bare 
hookup wire around 47-ohm resistors and inserting them in the 
gtid leads at the tube sockets, together with .002-yfd. by-pass 
capacitors wired directly on the tube sockets from screen to- 
cathode terminals. This stabilized the amplifier except for a 
small tendency toward self-oscillation on 10 and 6 meters. 
Increasing the grid-plate capacitance of one tube by running 
a wire from the grid terminal to the vicinity of the plate lead 
and adjusting the amount of capacitance by changing the 
proximity of these wires to each other, completely cured the” 
trouble. ° 

This condition of instability on the higher frequencies, par: 
ticularly where shielding is good, is due principally to screen- 
lead-inductance effects necessitating the introduction of in- 
phase voltage from the plate circuit into the grid circuit. Tt: 
may sometimes be cured by series tuning the screen to ground 
by a small variable capacitor. The method used here, however, 
has the advantage of simplicity. The piece of hookup wire 
used to give this in-phase voltage is brought from the grid 
terminal of the socket through the porcelain pillar seen adja- — 
cent to one of the tube shields. It is bent into a 1-inch long 
piece which lies close to the plate terminal lead interconnecting _ 
the plate cap of the tube and the tuning capacitor. On bands 
other than 10 and 6 meters, it is moved away from the plate 
lead since on those bands it does exactly what it cures on the 
higher frequencies. An amplifier cannot be declared to be stable 
unless its plate current remains absolutely constant through- 
out the range of the plate tuning capacitor except at resonance.’ 
This condition is met in the amplifier described. AE © 


Figure 20. 


REAR VIEW OF THE 813° M- 
PLIFIER. Sle 

Showing the amplifier removed Gaus 

_ the rack with the 28-Mc. plate coi 
in place. This coil also hits the 2 

_ Mc. band, The single-turn antenn 
coupling link can also be seen in the — 

_ photograph at the low-potential end 

{ of the plate tank coil. The r-f choke 
extending upward from the tan : 
capacitor for the stage receives 
plate voltage from the meter 


Neer 


 Ri—5000-ohm 10-watt wirewound 


Figure 21. 
SIDE VIEW OF THE AMPLI- 
FIER. 


Showing the internal construction 
‘of the grid-filament portion of the 
amplifier stage. The 80, 40, 20, and 
10 meter coils can be seen; the 15- 
meter coil is located in the same 
plane as the 10-meter coil and di- 
rectly behind it. The coaxial input 
fitting for excitation to the stage 
can be seen on the rear of the 
housing. 


Grid excitation should be limited to 10 milliamperes. Plate 


voltage and plate current should follow the tube manufac- 


turer’s specifications for c.w. and ’phone use. 


BANDSWITCHING 813 AMPLIFIER 


_ The amplifier illustrated in Figures 20 and 21 and dia- 
grammed in Figure 22 is a unit of the 450-watt 813 transmitter 
described in Chapter 26. Plug-in coils are used in the plate 
circuit, but the grid coils for all bands are included within the 
completely shielded grid-circuit shield can. The coil table gives 


the winding data for the five coils for the 10-11, 15, 20, 40, 


and 80 meter bands. Each of the coils was trimmed so that it 
would resonate in the center of the appropriate band with the 
trimmer capacitor C. at approximately mid-scale. Quite low C 


has been used on all coils so that a variable frequency exciter 
may be swung over the major portion of a band without any 
adjustment being required of C:. However, the plate-tank 
tuning capacitor C, must be retuned if the frequency of oper- 
ation is moved more than approximately 50 kc. When tuning 
the exciter over a considerable frequency range Cz should be 
repeaked to give grid current of 6 to 9 ma. on the 813 stage. 
Neutralization of the 813 amplifier stage was found to be 
unnecessary as long as the amplifier is loaded even moderately 
by the antenna. However, for the stage to be completely stable 
it is important that the exciter unit be shielded in such a man- 
ner that r-f fields within the room will not be coupled back 
through the exciter feed line into the 813 stage. The plate 
circuit by-pass capacitor Cs, consisting of 0.002-ufd., 3500 
working’ voltage mica, is physically attached by means of 
brackets between the frame of the plate tank capacitor and the 


Figure 22. 
SCHEMATIC WIRING DIA- 
GRAM OF THE 813 AM- 
PLIFIER. i 
Ci—100-pufd. 7000-volt variable 
Co—15-upfd. midget variable 
Cs—-0.002-yfd. 3500-volt working mica 
Ci, Cs—O.002-p:fd. midget mica 
Cco—0,002-ufd. 1250-volt working mica 
C:—0.002-yfd. midget mica 


RFC—2.5-mh. 500-ma. r-f choke 
T—10-volt 5 to 8 amp. transformer 
Coiis—See coil table 
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COIL TABLE 
Bandswitched 813 Amplifier. 


- 6 turns no. 18 spaced to 1” on XR-2 

form 
8 turns no. 18 spaced to 1” on XR-2 

form 

14 turns no. 18 spaced to 1” on XR-2 
form 

28 turns No, 24 spaced to 1” on XR- 
13A form 

57 turns no. 24 close spaced on. XR-13A 
form 

Johnson 350-watt coils for these bands 

Johnson 667 form, 8 turns 3/16” copper 
tubing; link, Lz, 2 turns no. 10 

Johnson 666 form, 4 turns 3/16” copper 
tubing; link, Lz, 1 turn no. 10 


L:i—10/11 meters 


Lo—15 meters 


ls—20 meters 
L:—40 meters 
L;:—80 meters 


Lo—80 and 40 mtrs. 
Lc—20 meters 


Le—10/11/15 meters 


panel by means of one of the bolts that holds the frame for 
the glass window. 

Fixed bias of approximately 100 volts is provided for the 
grid circuit of the amplifier from a separate supply. Extra bias 
for the stage is afforded by the added drop across resistor Ry. 


This resistor accomplishes the additional purpose of acting as . 


an 1-f choke to isolate r.f. from the bias lead. 

Normal operating conditions for the amplifier on the bands 
from 3.5 through 28 Mc. are as follows: grid current, 8 ma.; 
plate voltage, 2000 (modulated_for AM phone); screen ‘volt- 
age, 400 (fed through a series screen choke for plate modula- 
tion); plate current, 175 ma. for phone and 225 ma. max. for 
c.w. The amplifier runs quite cool and very stably under these 
operating ‘conditions. Approximately 5 watts of grid driving 
power should be available to insure that adequate grid current 
can be obtained on all bands. 


DE LUXE ONE-KILOWATT AMPLIFIER USING 
_ BEAM-TETRODE TUBES 


The amplifier unit shown in Figures 23 and 24 is the final- 


stage of the de luxe one-kilowatt transmitter described in 
Chapter 26. A pair of 4-250A tubes have been used in the 
amplifier in the transmitter shown in Chapter 26 since the final 


amplifier is plate modulated for radiotelephony. If the stage 


is to be used for c-w or FM work only, the 4-250A’s may be 
replaced by a pair of 4-125A’s. These smaller tubes ate capable 
of a full kilowatt for c-w use but are rated at 760 watts maxi- 
mum input for high-level plate modulation. 


The amplifier stage is driven by a single 807 operating as 
an amplifier at a plate potential of 600 volts. Ample excitation 
is obtained on all bands from 3.5 through 29.7 Mc. A standard 
bandswitching turret assembly is used in the grid circuit of the 


amplifier tubes. The plate of the 807 is connected to one side — 


of the grid circuit and a small balancing capacitor is connected 
to the other side to compensate for the plate-to-cathode capaci- 
tance of the 807. The complete circuit diagram of the amplifier 
is given in Chapter 26 along with the balance of the description 
of the de luxe one-kilowatt transmitter. 


Screen voltage for the tubes is fed from a 600-volt power 
supply through a current-limiting resistor of 3000 ohms and 
the series screen choke for deriving screen-voltage modulation 
along with the modulation of the plate voltage of the stage. 


Normal screen voltage on the stage is about 400 volts with a 


screen current of 70 ma. The grid current is approximately 25 
ma. with about 240 volts of bias on the grids. The operating 
plate voltage is 3000 and the plate current is 330 ma. The 
4-250A tubes show no plate color at a full kilowatt input.on 
all the bands for which the amplifier is designed. 
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Figure 23. 
TOP VIEW OF THE DE LUXE KILOWATT FINAL. 


The variable link and its driving mechanism cannot be seen in this 
photograph since the assembly is supported from the cabinet which 
houses the amplifier. 


Figure 24. 
UNDERCHASSIS VIEW OF THE BEAM-TETRODE FINAL. 


The placement of components and the construction of the simple neu- 

tralizing capacitors can be seen in this photograph. The blower for 

cooling the bases and the plate seals of the tubes is mounted on the 
bottom cover of the amplifier chassis. 
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g hapter Twenty-three 


—V-H-F and U-H-F Transmitters 


AT THE present time there are allocated ten frequency bands 
for amateur use in the v-h-f and u-h-f frequency range (above 


~ 30 Mc.). These frequency bands are as follows: 50 to 54 Mc., 


144 to 148 Mc., 235 to 240 Mc., 420 to 450 Mc., 1215 to 1295 


_Mc., 2300 to 2450 Mc., 3300 to 3500 Mc., 5650 to 5850 Mc., 
10,000 to 10,500 Mc., and 21,000 to 22,000 Mc. It will be 


observed that the limits of these bands are not in harmonic 
relation as was the case with the pre-war amateur bands in the 
spectrum above 30 Mc. Equipment designed for use in these 
frequency ranges generally is quite different from apparatus 
for use at frequencies below 30 Mc. This chapter will deal with 
equipment for the 50 to 54 Mc., 144 to 148 Mc., 235 to 240 
Mc., and 420 to 450 Mc. frequency ranges. No equipment for 
use on frequencies above 1000 Mc. is described since apparatus 
for these frequency ranges is very difficult mechanically to 
construct, almost invariably requiring the use of a lathe and 
other machine tools. Most of the amateurs operating on the 
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Figure 1. 
FRONT VIEW OF THE 60- 
WATT FM TRANSMITTER IN 
ITS HOUSING. 


frequencies above 1000 Mc. are using converted surplus radar 
equipment in which the plumbing of the r-f circuits may be 
used substantially intact. 

It is desirable to use m.o.p.a. or crystal-controlled operation 


- on the v-h-f range, and wherever practicable on the u-h-f 
‘range above 300 Mc. However, great simplicity is obtainable 


in transmitters for frequencies above 144 Mc. by directly 
modulating the t-f power oscillator. But even in modulatéd 
oscillators some attempt is usually made to stabilize the oscil- 
lator through the use of a high-Q tank circuit as the frequency- 
controlling element. 


60-WATT FM TRANSMITTER 


Figures 1, 2, 3, and 4 show a 60-watt FM transmitter 
designed for narrow-band FM on the 10 and 11 meter bands 
and either narrow-band FM or medium band FM on the 
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Figure 2. 


REAR VIEW OF THE FM 
TRANSMITTER. 


a 


Figure 3. 


UNDERCHASSIS VIEW OF THE 
FM TRANSMITTER. 


The phase modulator unit is iso- 
lated by the shield at one end of 
the chassis, 


\ 


Ci, Co—140-ppfd. cir-padder 
type with shaft 

Cs, C:—75-pufd. air-padder type 
with shaft 

Cs, Co—30-upfd. midget split 
stator 

Cz, Cs—0.003-pfd. midget mica 

Co—50-ufd, midget mica 

Cio—0.003-pfd. midget mica 

Cur, Ciz—50-pufd. midget mica 

Ci2, Cit, Cis, Cic—0.003-pfd. 

j mica 

Ci7—50-pufd. midget mica 

Cis—0.003-pfd. midget mica 


Cio, Coo—75-upfd. midget mica 


Ca, C2—0.003-ufd, midget 
mica 


 “Co3——50-pufd. midget mica 


a ed 
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Figure 4. 
SCHEMATIC OF. THE 60-WATT FM TRANSMITTER. 


Cu—200 to 250 pyufd. variable 
Co;—0.003-ufd. midget mica 
Coe—-25-volt 25-ufd. elect. 
Cer—0.25-ufd. 400-volt tubular 
Cos—500-pfd. midget mica 
C2—0.003-pfd. mica 
Cao—8-pfd. 450-volt elect. 

Cs1, Cse—0.003-pfd. mica 
Css—25-ufd. 25-volt elect. 

Csi —8-ufd. 450-volt elect. 
Css —25-pfd. 150-volt elect. 
Cace—8-ufd. 500-volt elect. 
Cs7—0.003-ufd. mica 


-Cas—5-ufd, 600-volt oil 


Ri—100,000 ohms 12 watt 
Ro—100,000 ohms 2 watts 
Rs—22,000 ohms 2 watts 
Ri—Both 100,000 ohms 2 watts 
Rs—100,000 ohms 2 watts 


Rc—39,000 ohms 2 watts 
R:—100,000 ohms 2 watts 
Rs—39,000 ohms 2 watts 
Ro—12,000 ohms 2 watts 
R1io—10,000 ohms 10 watts 
Ru—47,000 ohms 2 watt 
Ri2—22,000 ohms 2 watts 
Ris, Ru—470 ohms 2 watts 
Ris—100 ohms 2 watts 
Rice—10,000 ohms 10 watts 
Riz—100 ohms 2 watts 
Ris—10,000 ohms 10 watts 
Riv—100,000 ohms 12 watt 
Roao—470,000 ohms 1 watt 
Rer—1000 ohms 12 watt 
R2-—470,000 ohms 12 watt 
Ro:—220,000 ohms 12 watt 
R2—500,000-ohm potentiometer 


* 815 # 


NEUTRALIZING 
SEE TEXT 


R2—1800 ohms ¥2 watt 
Reo, Rer—220,000 ohms 12 watt 
Res, Ree—47,000 ohms 2 watts 
R3so—100,000 ohms 12 watt 
Rs, Rae, Rss, Rat, Rss—100 ohms 
2 watts : 
Rsc—2000 ohms 10 watts 
R37—500 ohms 10 watts 
Rss—1000 ohms 10 watts 
T:—6.3-volt 6-ampere trans. 
T2—1230 vy, c.f. 250 ma. 
Ts—2.5-volt 5-ampere trans. « 
CH:—300-ma. swing choke 


CH»—10.5 hy, 110-ma. choke 


S$i—2-pole 5-position meter sw. 
Ss—3-pole 2-position ceramic 
Ss, $i—S.p.s.t. toggle sw. : 
MA—0O-200 d-c milliammeter 
Coils—See coil table 
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6-meter band. In addition, the unit may be used as an exciter 
for a high-power amplifier on either of these bands or as an 
exciter on the 144-Mc. band by tripling in the 815 stage. Coils 


ate also provided for operation of the 815 stage as a tripler 
to the 78 to 80 Mc. range for feeding the grid circuit of another, 


tripler to the 235 Mc. band. 


 Phose 


The portion of the unit shown enclosed within 
dashed lines in the schematic of Figure 4 and 
enclosed by means of a shield in the photograph 


Modulator | 


B08 Figure 3 is essentially the same as the front end of the 
_ NBFM exciter described in Chapter 21. The unit is designed 


for the use of a crystal in the vicinity of 2:2 Mc. for the 50 Mc. 
band, a crystal in the vicinity of 2.05 Mc. for the 144 Mc. band, 
a crystal in the vicinity of 2.2 for the 235 Mc. band, and a 
crystal from 3.4 to 3.7 Mc. for the 10 and 11 meter bands. 

The operation of the phase modulator as used to obtain an 
FM signal is described in connection with the NBFM exciter 
in Chapter 21, and in somewhat more detail in Chapter 8 
which is devoted to FM theory. 


The frequency multiplication section of the 
transmitter is designed to deliver excitation to 
the grids of the final amplifier on either 8, 12 


The Frequency 
Multiplier 


COIL TABLE 


60-Watt FM Transmitter 


bi 10 turns no. 20 enam. closewound 1” dia. form 

Le 8 turns no. 20 enam, spaced to 34” on 1” dia. form 

Le, Ls 5 turns no. 16 bare spaced wire dia. on 1” dia. 
form with 2-turn link hookup wire at cold end 

Ls, Lo 10 turns no. 16 bare spaced wire dia. on 1” dia. 
form, center tapped, 2-turn fink hookup wire 
at center 

L; 3 turns no. 18 tinned pre-wound coil with 2-turn 
link at cold end 

Ls Link between Lz and Lo 

Lo 6 turns no. 18 tinned pre-wound coil, center 
tapped, with 2-turn link of hookup wire at 
center 

Lio 28-Mc. Band—12 turns no. 14 enam. 1” dia. by 


14” long, center tapped, air wound 
50-Mc. Band—6 turns no. 12 enam. 34” dia. by 
34,” long, center tapped, air wound 
80-Mc. (for tripling to 240-Mc. band)—4 turns 
no. 14 enam, 34” dia. by 34” long, c.t., 
air wound 
bu Link of one or two turns around Lio for each band 


or 24 times the frequency of the crystal. For operation on the 
6 and 2 meter bands the plate circuit of the 6SG7 multiplier 
is tuned to the vicinity of 6.6 Mc. The plate of the first 6V6 is 
tuned to approximately 13 Mc., the plate of the second 6V6 is 
tuned in the vicinity of 26 Mc. and the plate of the 6L6 is 
tuned to 48 to 54 Mc. The 815 then either runs straight 
through as an amplifier on the 6 meter band or can be used as 
a tripler to the 144 Mc. band. 

For operation on the 144 meter band the grids of the 815 
are excited from the tank»in the plate circuit of the second 6V6 
on about 26 Mc. and the 815 is used as a tripler to the 78 to 
80 Mc. region. Excitation for the 815 is obtained either from 
the second 6V6 multiplier or from the 6L6 multiplier by 
moving switch S,. The-output of this stage is then used to 
excite the grids of another tripler, which might be the 829B 
amplifier-tripler described in this chapter, to deliver output 
on the 235-Mc. band. 

On the 10 and 11 meter bands the 6SG7 is used as a aeules 
to the region of 7.4 Mc., the first 6V6 is tuned to 14.8 Mc., and 
the second 6V6 is tuned to the range from 27.16 Mc. to 29.7 
Mc. The grid circuit of the 815 is switched to the plate circuit 
of the second 6V6.by_S, for operation on this frequency range, 
and the 6L6 multiplier stage is not used. 


Power 
Supply 


A pait of 816 mercury vapor rectifier tubes are used 
in the 400-volt 250-ma. power supply for the trans- 
mitter. A choke-input filter system with the choke in 
the negative lead is used. The ripple voltage across the input 
» choke is rectified by means of a 6XSGT tube to provide about 


Figure 5. 
829B AMPLIFIER-TRIPLER UNIT. 2 


The front view of the unit shows the 0-500 d-c milliammeter . 
and its meter switch, and the tuning capacitors for the grid 
and plate circuits. 


60 volts of bias for the multiplier stages in the transmitter. 
Meter switching is used to measure the plate current of each 
of the high level stages in the transmitter. Normal operating 
current for the 815 final amplifier is from 125 to 150 ma. 


829B AMPLIFIER-TRIPLER UNIT 


The unit illustrated in Figures 5, 6, and 7 has been designed 
for operation on the 50 Mc., 144 Mc. and 235 Mc. bands with 
grid excitation derived from an external exciter unit. Without 
forced cooling on the envelope of the 829B the amplifier is 
capable of 120 watts input on 50 and 144 Mc. as an amplifier 


at a plate voltage of 500 to 750 volts. This rating is for opera-- 


tion as a Straight c-w amplifier or for FM use. It is rated at 
90 watts input maximum at 600 volts as a plate modulated 
amplifier on the 50 and 144 Mc. bands. The unit is capable of 
an input of approximately 50 watts at 500 volts as a tripler 
from 48 to 144 Mc. or for tripling from 80 to 240 Mc. From 
2 to 4 watts of excitation power should be available for all 
types of operation, although somewhat less excitation may be 
used for c-w operation straight through as long as the plate 
dissipation of the tube is not exceeded. 

With forced air draft on the envelope such as can be 
obtained with a small blower or fan, and with cooling radia- 
tors on the anode connections of the tube, the input may be 
run approximately 20% above the figures in the preceding 


paragraph. Either an 829B or 3E29 tube may be used in the - 


amplifier. The type 3E29 tube is more generally available on 
the surplus market since this tube was used as a pulse amplifier 


Figure 6. 


REAR VIEW OF THE 829B 
UNIT. 
The 144-Mc. plate coil is in place 
in the plate circuit and the 50-Mc, 
coil is in the grid circuit. The unit 
is set up in this manner for tripling 
from about 48 Mc. into the 144- 
Mc. band. The 50-Mc. and 235-Mc, 
plate coils can be seen below the 
plate end of the unit and the 144- 


below the other end of the amp- 
lifier-tripler. 


Pe te ya ee eee. ae Fane 


Mc. and 80-Mc. grid coils are visible — 


4d) 


246 V-H-F Amplifier : 


829Bor 
3E29 


Figure 7. 
SCHEMATIC OF THE 829B AMPLIFIER-TRIPLER UNIT. 


C:—30-uufd. per section midget Rs—10,000 ohms 10 watts 


- Es eee be ‘= Ri—100 ohms 2 watts 
buttery prichidahl oo: get Rs—Shunt removed from milli- 
C2, C1, Cs, C—0.002-yfd. midget ceameter: MA 
E mica Li, Le—See rear-view photo 
Ri—500 ohms 10 watts T—6.3-volt 2.5-amp. trans- 
R2—100 ohms 2 watts former 


in a number of low-power radar equipments. However, the 
internal construction of the 3E29 is substantially: the same as 
the 829B. 

The amplifier operates quite stably on all three of the bands 
mentioned with no necessity for neutralization as long as some 
antenna load is coupled to the output circuit. If a type 815 

tube is substituted for the 829B, the input must be reduced to 
Ps a maximum of 75 watts at 500 volts; satisfactory operation 
Ein the 235 Mc. band will probably not be obtainable. 
; Coil Coils for all bands are indicated in the accompanying 
. Data coil table. A one-turn link is wound in the center of the 
_ grid coil for each of the three grid coils shown. Grid 
coils for the 50 and 80 Mc. regions are wound on Amphenol 
- no. 24-5H coil forms. The grid coil for the 144 Mc. band is 
_ made by sawing off the top of one of these forms a distance 
about Y% inch above the base. The coil itself is then made 
_ self-supporting from the prongs in the base of the coil form. 
Plate coils for all bands are self-supporting. 
: The plate inductor for the 235-Mc. band can be seen in the 
; photograph of the unit in Figure 6. This inductor is constructed 
from a piece of 1/32-inch copper strip 4 inch wide and 6 
inches long bent into a “U” with 5 inch between the sides. 
Fahnestock clips are soldered to the ends of the copper strip. 
The tuning capacitor mounted on the panel is not used on the 


Figure 8.— 


LOOKING DOWN ON THE 
_PUSH-PULL (24G/3C24 AM- 
-~PLIFIER, 


COIL TABLE 


829B Amplifier/Tripler Stage 


Grid coils 


50 Mc.—512 turns c.t, no. 14 bare 34” dia. by 34” long. 
1-turn link. 
80 Mc.—3%, turns c.t. no. 14 bare 34” dia, by 34” long, 
‘ 1-turn fink, 
144 Mc.—2 turns c.f. no. 14 bare 2” dia. by 5%” long, 
1-turn fink. 


Plate coils: 
50 Mc.—10 turns c.t. no. 14 bare 34” dia. by 142” long. 
144 Mc.—3 turns c.t. no. 12 bare 2” dia. by 1-inch long. 
-235 Mc.—See text for description and photo for appearance. 


235-Mc. band; rather, a trimming capacitor is mounted upon 
the copper strip. This capacitor consists of a 1-inch diameter 
circle of sheet copper soldered to the end of a 6-32 screw and 
threaded through a 6-32 nut which is soldered to one side of 
the strip. The output circuit is tuned to resonance on the 235 
Mc. band by rotating the 6-32 screw with a plastic neutraliz- 
ing screwdriver to adjust the spacing between the copper disk 
and opposite side of the plate inductor. After proper adjust- 
ment has been obtained the movable disk is fixed in position 
by means of a locking nut on the 6-32 screw. 


Meter 
Circuit 


Metering of the plate current and grid current of the 
amplifier-tripler unit is obtained through the use of 
a Simpson 127 0-500 d-c milliammeter with the aid 
of a meter switch. The shunt is removed from the inside of the 
meter and Soldered across the plate circuit contacts on the 
meter switch. In the grid current position a 100-ohm resistor 
is soldered across the contacts of the switch. Full scale in the 
grid current position will be approximately 30 ma. In the 
plate coil position full scale is the normal value of the milliam- 
meter or 500 ma. Hence for normal operation of the amplifier 
both grid current and plate current should come approximately 
to one-half scale on the indicating instrument. 


24G/3C24 AMPLIFIER FOR 6 AND 2 METERS 


The 24G/3C24 amplifier unit is illustrated in tH€ photo- 
gtaphs of Figures 8 and 9. It was designed primarily for opera- 
tion on the 6 and 2 meter bands, but both the grid and plate 


tank capacitors are large enough for operation on frequencies 


as low as 14 Mc. if appropriate coils are used. Operation on the 
40 and 80 meter bands is possible if a small padder capacitor 
is placed across the tank capacitor for these bands. The unit 
has given satisfactory results when operated with 200 watts 
input at 1250 volts on both the 50-Mc. and 144-Mc. bands. 
Normal grid current is 30 to 40 ma. with 125 volts of bias. 
Adequate driving power has been obtained from an 807 
doubler to the 50 Mc. band with 450 volts on the plate of the 


807. Excitation for operation on the 144 Mc. band can be 
obtained from an 829B or 815 tripler with 400 volts on the 
plate of either tube. Eight to 10 watts of driving power should 
be available for exciting the amplifier. 


Tuning 
Circuits 


Split-stator tuning capacitors with rotors grounded 
are used in both the grid and plate circuits of the 
amplifier. The grid tank capacitor is a Hammar- 
lund HFD-30X and the plate tank capacitor is a Cardwell 
NP-50-DD. The grid circuit coils are wound on Amphenol 


24-5H coil forms and the same coils are used in the grid circuit. 


of this amplifier as are used in the grid circuit of the 829B 
amplifier/tripler just described. The plate tank inductors for 
the 6 and 2 meter bands are self-supporting. The 50 Mc. coil 
consists of 6 turns of no. 10 enamelled wire 114 inches in 
diameter and 3 inches long. A 2-turn link of the same wire 
with spaghetti tubing covering it is used for antenna coupling 
on the™6-meter band. The 144-Mc. plate inductor is cut from 
a sheet of 1/16-inch copper and is 314 inches long by 114 
inches wide with a 9/16-inch slot cut down the center. This 
inductor may be seen behind the amplifier in the eal 
of Figure 8. 

Neutralizing 
Capacitors 


The two neutralizing capacitors for cross neu- 
tralization of the two tubes are made in the 
following manner: Two strips of 1/16-inch 
aluminum, 114 inches Wide and 2%, inches long are bent so 
that 144 inches of each strip extends downward from the 
plate tank capacitor. The horizontal portion of these two strips 
is mounted by means of the two bolts for each stator section 
of the plate tank capacitor, as can be seen in Figure 8. The 
small neutralizing plates that are connected to the grids are 
mounted on 1-inch cylindrical ceramic standoff insulators and 
are cut from 1/16-inch aluminum strip 34-inch wide. The 
strips themselves are bent so that 1 inch of each strip extends 
upward from the mounting insulator. Neutralization of the 
stage is obtained when the two adjacent plates of each neu- 
tralizing capacitor are spaced approximately 1% inch from 
each other. The amplifier may be neutralized on the 144 Mc. 
band and neutralization will hold over the other bands. It is 
important that the shortest possible leads between the filament 
terminal of each socket and ground be employed. One-half 
inch flexible braid is run from the plate connectors of the 
tubes to the plate tank tuning capacitor. One-quarter inch 
flexible braid is run from the grids of the two tubes to the bus 
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Figure 9. 
UNDERCHASSIS VIEW OF THE 
24G/3C24 AMPLIFIER. 


pass capacitors to ground have been 
run to the chassis of the unit with 
the shortest possible connections. 
The operation on the 144-Mc, band 
was improved materially by this 
change in leads. 


bar running from each neutralizing capacitor to the grid 
tuning capacitor. ; 

It was found necessary to mount an aluminum balancing 
plate on the rear of the chassis approximately the same distance 
from the rear tube as the panel of the unit is spaced from the 


front tube. The plate shown in the photographs is 334 inches 


high and 6% inches long. The rear of the plate tuning capaci- 
tor is bolted to this plate in the same manner that the front 


of the plate capacitor is bolted to the panel. Before this plate __ 


was installed the unbalanced capacitance to ground from the 
two tubes caused them to load unevenly on the 144-Mc. band. 
A 0-300 d-c milliammeter in conjunction with a meter switch — 
is used to measure either the grid current or the cathode cur- 
rent of both tubes simultaneously. The plate circuit radio fre- 
quency choke is installed on a 44-inch diameter polystyrene _ 
standoff insulator 2¥% inches long. This choke consists of 15 
turns of no. 22 enamelled wire spaced to 114 inches followed 
by a space of ¥4 inch and then followed by % inch of close- _ 
wound no. 22 enamelled wire. 


ANTENNA 
OR OUTPUT 


T 


115 V.A.C. +8 


Figure 10. 


SCHEMATIC DIAGRAM OF THE 3C24/24G 
AMPLIFIER. 


_ wound 
Re, Rs—100 ohms 2 watts 
MA—0-300 d-c milliammeter 
T—6.3 volts, 6 amperes 
RFC—See text 
Coils—See text ae 


Ci—30-upfd. per section 
C2—50-ypufd. per section 
Cs, Ci—Neut. cap. See text 

5, Co—0.0025-pfd. midget mica 
C:—0.003-yfd. midget mica 
Ri—1000-ohm 10-watt wire- 


Since this photograph was taken a 
the leads from the. filament by- 


V-H-F Power Oscillator 
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Figure 11. 


LINE=STABILIZED TRANS- 
MITTER FOR 144 and 235 
MC. 

A kit-form y-h-f oscillator is used 
in. conjunction with the. 8-watt 
audio amplifier to make up a con- 
venient low-power v-h-f transmitter. 


SELF-EXCITED TRANSMITTER FOR 144 
AND 235 MC. 


Figure 11 shows a relatively simple combination of: units 
which may be grouped to provide a transmitter of approxi- 
mately 10 watts output on the 144 and 235 Mc. bands. The 
r-f portion of the transmitter is a line-stabilized oscillator, 
which is available as a kit or a manufactured unit, using a 
HY-75A tube. The modulator is the single-6L6 amplifier 


described in Chapter 24 with the output transformer removed) 


and replaced by a 10-watt modulation transformer. This 
amplifier when used as a modulator is capable of modulating 
an input of 18 to 20 watts to the r-f stage. The plate voltage 
on the HY-75A oscillator is 400 volts and the antenna coup- 
‘ling is adjusted until the oscillator tube draws 50 ma. of 
plate current. 

By proper adjustment of the plate lines on the oscillator it 
is possible to use the transmitter either on the 144-Mc. band 
or on the 235-Mc. band. The transmitter will hit the 144-Mc. 
band with nearly all the parallel-rod line in the circuit, and it 
hits the 235-Mc. band with the rod length reduced to approxi- 
mately 5 inches. Adjustment of the frequency of transmission 
can best be made with the aid of a pair of lecher wires using 
the table of wavelengths given in Chapter 29 as a guide. 
Accurate frequency checking can be done with the aid of the 
harmonics of a lower-frequency transmitter whose output fre- 
quency is known. The harmonics of the low-frequency trans- 
mitter may be used to calibrate the v-h-f receiver, and the 
frequency of the v-h-f transmitter, may then be checked by the 
calibration on the v-h-f receiver. The lecher wires should be 
used first, however, to determine the approximate frequency 
of the transmitter. 


PUSH-PULL 257B/4E27/8001 HIGH-POWER 
AMPLIFIER 


The amplifier shown in Figures 12 and 13 was constructed 
_ for operation in the five lowest frequency amateur bands, with 
600 watts input for c-w operation or 500 watts plate modula- 
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; Figure 12. 
REAR VIEW OF THE HK-257B AMPLIFIER. 


Note the center-drive four-section, split-stator tuning capacitor 

and the worm-drive mechanism for the variable -antenna- 

coupling loop. The coils for the 50-Mc. band were in place when 
this photograph was taken, 


tion. An output of approximately 75 watts’ can be obtained 
with suppressor modulation. Using type HK-257B pentodes, 
the grid drive requirements are extremely low. Alternate desig- 
nations for the same tube type are 4E27 and 8001. 

The cabinet is constructed entirely of 20 gauge sheet metal, 
and is 17” x 17” x 11”. The front and side section is bent from 
one sheet and joined to the top, bottom, and chassis by 8-32 
bolts and 1/4,” square aluminum stock. The chassis is 177 xl 
x 3”, with a small opening at the rear to accommodate the 
plug-in type grid coil. 

Five-band operation is accomplished through the use of a 
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The Radio 


Figure 13. 


UNDERCHASSIS VIEW OF THE H-F OR V-H- F Owen 
AMPLIFIER. 


specially constructed plate tank capacitor with four isolated 
stator sections. The low-capacitance section (2  stators-3 
rotors) is used on 10 and 6, with all sections required for ne 
lower frequency bands. 

Inspection of the photos and the circuit schematic will reveal 
how the correct stator connections are made by modification 
of manufactured 80, 40, and 20 meter coils, and home con- 
structed 10 and 6 meter coils. The necessary changes for 
B & W type TVL coils involve removing the two separate 


center-tap connections and soldering them to a banana plug 
added at the center of the ceramic plug-bar. Two shorting bars 
are then added between ends of the coil and adjacent plugs. 

The plate tank capacitor is assembled from parts of two _— 
standard 85-yufd. transmitting variables with a plate spacing _ 
of approximately 0.135 inches. The insulating plate is con- 
structed of two layers of 3/16” polystyrene stock for strength. 
The addition of stator support pillars, rotor shaft with right 
angle drive, and end- plates of appropfiate height forms a 
capacitor with which it is possible to maintain optimum LC 
ratios over a wide range of frequencies. 

Wiring of this amplifier is conventional in most respects, “ 
except for the practice of by-passing each of the dual termina- 
tions of the screen and suppressor grids at the socket. The 
internal lead inductance of these elements can be appreciable 
in the v-h-f range, hence adequate by-passing, short leads, and 
a good ground are necessary to insure stable operation. The 
good ground is obtained by grounding one side of the filament 
of each tube and the center-tap of the 10-volt filament trans- 
former at a common point at each socket. The metal base of 
each tube is grounded by spring steel wiping contacts. 

A switch is provided to measure either control-grid or screen- 
gtid current with one 0-25 d-c milliammeter. The shunt in the 
screen lead should be constructed to multiply the meter reading | 
by ten to give an adequate range for a variety. of operating 
conditions. Provision is made for connecting external meters, 
though space is available to mount them on the panel if 
desired. 

The control circuit to limit the screen voltage in the case of 
excitation keying, or excitation failure, is external and uses 
an 807 tube. Either suppressor-grid or plate-and-screen modu- | 
lation of the tubes may be used. An appropriate value of screen 
dropping resistor should be used for the plate voltage in use 
on the stage. 

The excitation requirements for the Stage are very low, ost 
about 0.5 watts of driving power being required for 500 watts 
input, plate modulated, at a plate potential of 2000 volts. — 
Approximately twice this value of driving power is required 


Ci—100-uufd. per section 
balanced-rotor split-stator 
capacitor — 

Co—Special four-stator tuning 
capacitor, see text 

Cs, Cs, Cs, Co—0,003-pp:fd. midget 
mica 

Cz, Cs, Cs, Cio—0.002-ufd. 1250- 
volt working transmitting 
micas 

Cu, Cio—0.003-yfd. midget mica 'NPUT 3 

Cis—0.001-ufd. 5000-volt work- 
ing transmitting type mica 

Ci:— 0,003-pfd. midget mica 4 

Ri—10,000 ohms 10 watts 

R2—100 ohms 2 watts 

Ra—Shunt for measuring screen 
current 

Ri—25,000 ohms 10 watts; may 


be eliminated if capaci- 
tance of Cis is desired 
across secondary of mod. 
trans. 


Rs—Screen resistor determined 
by type of service. Approx. 
75,000 ohms for plate 
modulation. 

RFC:i—2.5-mh. 125-ma. choke 

RFCo—0.5-mh. 500-ma. choke 

Mi—0-25 d-c milliammeter 


(external) [TO CONTROL 
M2—0-500 d-c milliammeter i 
(external) 
RY—D.p.d.t. ceramic change- 


T—10 v. 8 a. filament trans- 
former (10 volts used 


| 
| 
over relay | 
| 
1 
for series tubes) f 


SCHEMATIC DIAGRAM OF THE 500-WATT AMPLIFIER. 
HK257B’s 


115V.A.C SCREEN 


Figure 14. 
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Figure 15. 


FRONT VIEW ,OF THE 425- 
MC. TRANSMITTER. 


The parallel-strip resonant tank 
circuit can be seen mounted be- 
tween the two tubes, The filament 
‘lines; with their grounding straps, 
can be seen extending from the 
bases of the tubes toward the 
right-hand end of the chassis. 


Figure 16. 


UNDERCHASSIS VIEW OF THE 
425-MC. TRANSMITTER. 


The power supply and the audio 

amplifier portion of the transmitter 

are grouped toward one end of the 
chassis. 


for suppressor-grid modulation of the stage. The maximum 
permissible plate current to the stage is 270 ma. for plate 
modulation and 300 ma. for c-w operation. The suppressor 
terminal of the amplifier may be grounded, but a slight de- 
crease in the excitation requirements will be obtained if the 
suppressors of the tubes are operated at a positive potential of 
60 volts. The operating value of screen voltage on the tubes 
should be limited to 750 volts for c-w use, to 600 volts for 
plate modulation, and to 600 volts fed through a 2000-ohm 
_dropping resistor for suppressor-grid modulation. 


—8025/8025A 425-MC. TRANSMITTER 
‘Through the use of the 8025A type of tube it is possible to 
obtain quite respectable amounts of power in the 420-Mc. 
amateur band. The unit shown in Figures 15 and 16 operates 


- 


with 300 volts at approximately 100 ma. on the plates of the 
tubes. Either type 8025 or 8025A tubes may be used. Although 
the particular arrangement shown uses only 300 volts on the 
tubes, the maximum ratings for a circuit such as shown are 
800 volts at 130 ma. on the pair of tubes, or approximately 100 
watts input. With this amount of input the air stream from an 
8-inch fan should be directed against the envelopes of the 
tubes. However, with a plate power input of less than 65 watts 
to the oscillator, fixed air cooling is not required by the spect- 
fications of the tube manufacturer. 


The parallel plate oscillator tank circuit, as 
can be seen from the photographs and the 
drawing, is quite unusual. The circuit actually 
consists of a parallel plate push-pull oscillator with the equiva- 


Oscillator 
Tank Circuit 
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NATIONAL TYPE 8 
sg A-PLATE RETURN LUG | ye GRID GRIPS FOR, 
| TUBE CAPS 
POLYSTYRENE INSULATOR : 
Figure 17. 

MATERIAL: 35° SHEET COPPER ~~GRID RETURN LUG SCHEMATIC DIAGRAM OF THE TRANSMITTER. 
C:—8-pfd. 450-volt elect. Ri—100 ohms 2 watts R7—500,000-ohm potentiometer T—700 v. c.t. 120 ma.,-5 v. 
C2—25-pfd. 25-volt elect. R2—1000 ohms 2 watts Rs—470,000 ohms 2 watt 3 a., 6.3 v. 4.7 amperes 
Cs—0.0025-ufd. midget mica R3s—10,000 ohms 10 watts Ros—1000 ohms ¥2 watt CHi—13 henrys at 65 ma. 
C:—25-ufd. 25-volt elect. Rz—22,000 ohms 2 watts Rio—1.0 megohm 1 watt CH2—10.5 henrys at 110 ma. 
C;—0.1-yfd. 400-volt tubular Rs---3300 ohms 2 watts Ru—1,0 megohm %% watt SW:i—S.p.s.t, a-c line switch 


Ce, Cz, Cs—8-ppfd. 450-volt elect. Re—100,000 ohms 12 watt Ri2o—47,000 ohms ¥2 watt So—S.p.s.t. plate voltage sw. 


lent of half-wave lines between the grids and plates of the 
‘tubes. The dimensions shown in the drawing of Figure 17 
should be followed quite closely to hit the center of the ama- 
teur band. Frequency changes within the band may be obtained 
by varying the spacing between the centers of the two parallel 
plates. This variation can be accomplished by cutting down 
the length of the polystyrene spacer for an increase in fre- 
quency or by adding additional spacing washers to the length 
of the insulator for a decrease in frequency. 

To assemble the tank circuit the tubes are first mounted in 
their sockets and their four grid grips are attached to the grids 
of the tubes. Then the lower plate is soldered in place to the 
grid grips of the tubes. After the assembly has cooled, four 
more grips are clipped onto the plate caps of the tubes and 
the top plate is soldered in place. Note that the tube sockets 
are mounted on ceramic spacers about one inch above the 
chassis of the equipment. This expedient was found to be | 
necessary to reduce dielecttic loss in the sockets and the base 
of the tubes since the filament terminals of the tubes at the 
socket are not at r-f ground potential. 


Frequency The frequency of operation of the oscillator can 
Checking be checked approximately by means of_Lecher 
wires. With a pair of no. 16 Lecher wires-spaced 
about 144 inches and a frequency Of oscillation of approxi-— 
mately 425 Mc., the successive resonances on the wires will 
be obtained at 1314 inches spacing. An accurate check on the 
frequency may be obtained with a precision wavemeter such © 


Figure 18. 


SIMPLE FOLDED-DIPOLE ANTENNA FOR THE 420- ~—? has been available on the surplus’ market. If such an-instru- 
MC. BAND. ment is not available and it is desired to know the oscillator 


frequency quite accurately, a check may be obtained after the 
approximate frequency has been determined by listening to 


the harmonics of a 2-meter crystal controlled transmitter in a 


420-Mc. receiver. If the 2-meter transmitter is operating on 
144-Mc. the harmonic in the 420:Mc. receiver will come at 
432 Mc. Adjustment of the frequency of the 420-Mc. oscillator 
so that it‘will beat with a harmonic of the 2-meter transmitter 
will give accurate knowledge of the transmitting frequency of 
the 8025 oscillator. 

The use of the filament lines as shown in the photographs 
and drawing is required for satisfactory operation of the oscil- 
lator. Adjustment of these lines is fairly critical if maximum 
output is to be obtained. A method of adjustment is to couple 
the output of the oscillator to a lamp bulb for a load ‘and 
then to adjust the strap which shorts the filament lines to the 
chassis until maximum output is obtained. 


A 420-Mce. 
- Antenna 


A simple folded dipole antenna for the 420-Mc. 
band is shown in Figure 18. The dipole itself is 
1314, inches long and is constructed of 3/16 inch 
- copper tubing. The method of construction can be determined 
from the photograph. The dipole may be fed by means of a 
short length of 300-ohm twinlead transmission line. Long 
lengths of feed line should not be used due to the high attenu- 
ation of this type of transmission line on the 420-Mc. band. 
The dipole may be used as the entire radiating system or it 
may be used in conjunction with a reflector and director each 
spaced about 0.2 wavelength from the driven element. Also 
the dipole may be used at the center of a corner reflector as 
described in Chapter 29. 


Grid-bias modulation of the oscillator has 
been used in this transmitter to provide fre- 
quency modulation. The output of the transmitter can be 
received with excellent quality on a wide-band FM receiver 
of on a superregenerative receiver. When this transmission is 
received with an AM receiver, best reception will be obtained 
with the receiver detuned slightly to one side of the transmitter 
frequency. The speech system is quite simple and is designed 
for operation from a crystal microphone. One half of the 6SN7 
tube is used as a cathode follower to provide gtid-bias modu- 
lation of the oscillator. 


The Modulator 


Figure 20. 


UNDER SIDE OF THE MOBILE 
TRANSMITTER. 


The antenna-changeover relay is 
built into the chassis. Since coaxial 
line is used to feed the antenna, 
the other set of contacts on the 
d.p.d.t. relay is used to apply the 
current to the “primary of the 
vibrator power pack. 


Figure 19. 
TOP VIEW OF THE MOBILE TRANSMITTER. 


20 WATT 6 AND 10 METER MOBILE 
TRANSMITTER 


The simple mobile transmitter shown in Figures 19 and 20 
has been rebuilt on the chassis of an older mobile transmitter 
which saw intermittent automobile service over a period of 
years. The unit may be operated on either the 6 or 10 and 11 
meter bands simply by changing the crystal, retuning the two 
exciter tank circuits and changing the output tank coil. The 
unit is designed to take the full output of a standard 300-volt 
100-ma. vibrator power pack. The operating currents of the 
various stages normally are: oscillator plate current, 8 ma.; 
multiplier plate current, 15 ma.; final grid current, 6 to 9 ma.; ° 
final plate current, 75 ma. 


Modulation 
System 


The unit has been designed for use with a com- 
pletely separate audio channel for amplitude 
modulation of the final stage. In many cases it 
may be possible to use the audio system of an automobile 
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C:—50-upfd. air-padder 
capacitor 

Co—100-uufd, per section split- 
stator capacitor 

C3:—35-uufd. per section split- 
stator double spaced 

C:—10-pufd. midget ceramic 

C;—100-yufd. midget mica 

Cc, C7—0.005-pfd. mica = ei 

C:—500-yufd. midget mica O 

Co, C1 —0.005-pfd. mica z 

Ci1, Cio—Neutralizers, see text 

C13—0.003-ufd. mica 

Cu, Cis—Dual 10-ufd. 450-volt 
elect. 

Ri—220,000 ohms ¥ watt 

R2—100,000 ohms 2 watts 

Rs—220,000 ohms 12 watt 

Rui— 39,000 ohms 2 watts 

R:—4700 ohms 2 watts 

Roe—10,000 ohms 10 watts 

R:-—47,000 ohms 2 watts 

RFCi, RFC2—2.5-mh. 125-ma. 
choke 

Si—Local on-off switch 


BR ATOR 


CAR FRAME 


Js—Final amp. grid current 
J:—Final amp. plate and screen 
current 
RY—D.p.d.t. 6-volt ceramic- 
insulated changeover relay 
CH—10-hy. 110-ma. choke 
Vibrator Pack—300 v. 100 ma. 
Li—-10 turns no. 18 tinned, 1” 
So—Remote on-off switch dia., spaced to 34 inch 
Jj:x—Oscillator plate current Lo—5 turns hookup wire inside 
Jo—Multiplier plate current Lz 


. Ls—7 turns no. 12 enam. 7” 


TO*HOT” SIDE 
OF TUBE HEATERS 


TO RECEIVER =) 


White Mitel OF 


MODULATOR 
OUTPUT 


Figure 21. 
SCHEMATIC OF THE 20-WATT MOBILE TRANSMITTER. 


For 50 Mc.: 6 turns 1” dia. 

dia. spaced to 114 inches no. 14 enam. spaced to 

Li—11 turns no, 14 1” dia. by ly,” s 
134 inches long: 28 Mc. Ls—z2-turn link 


receiver as the modulator. Several of the larger automobile 
receivers provide up to 10 watts of average audio output 
power which is more than adequate for full modulation of this 
transmitter. If a separate modulator is desired, a simple 
arrangement using one 2E30 as a driver and a pair of 2E30's 
as modulators may be used. An alternate modulator for use 
only with a carbon microphone could use a pair of 2E30’s in 
class A: with the grids fed in push pull directly from the 
microphone transformer. Modulators using both the circuit 
arrangements are described in a bulletin on the type 2E30 tube 
which is available from Hytron Radio and Electronics Corp., 
Salem, Mass. 


The oscillator circuit uses a GV6GT tube in a 
_hot-cathode Colpitts oscillator-multiplier as de- 
scribed in Chapter 6. The unit is designed for 
use with a 6790 to 7425 kc. crystal for the 11 meter and 10 
meter band, and for use with an 8.3 to 9.0 Mc. crystal for the 


Transmitter 
Circuit 


6-meter band. The plate circuit of the oscillator is tuned to. 


twice the crystal frequency for the 10 and 11 meter bands and 
to three times the crystal frequency for the 6-meter band. The 
coil dimensions shown in the caption to Figure 21 are for coils 
which will give tuning of both bands. 

The multiplier stage uses another 6V6GT and its plate cir- 
cuit is inductively coupled to a split-stator tank circuit which 
excites the grids of the push-pull final amplifier stage. This 
tank circuit tunes from 27 to 54 Mc. 

The final amplifier uses a pair of 6F6 tubes, although 6V6's 
may be used if 6F6’s are not available. The 6V6’s may give a 
tendency toward instability if the amplifier is mistuned, but 

/ 


the 6F6’s have proven to be perfectly stable due to their lower 
Gm and lower inter-electrode capacitances. The neutralizing 


capacitors Cy and Cy in Figure 21 actually consist only of _ 


leads running from the plate of each tube to the no. 6 pin on 
the socket -of the opposite tube. The no. 6 pin on the tube 
socket is mot connected within the tube. Nevertheless, its 
capacitance to the opposite grid acts as a neutralizing capaci- 
tance and has proven to be approximately the correct value to 
obtain stable operation from the tubes. 


Control 
Circuit conventional. A d.p.d.t. isolantite-insulated relay in- 

side the chassis of the transmitter is used for antenna 
changeover and also to apply 6-volt power to the vibrator pack. 
With this circuit arrangement it is anticipated that a heavy- 
current relay or a switch directly at the car battery will be 
used to light the heaters of the transmitter tubes and place 


the transmitter in the stand-by condition. 


50 WATT MOBILE OR FIXED STATION TRANS- 
MITTER WITH QUICK-HEATING TUBES | 


Figures 22 and 23 illustrate a 50-watt 27 to 29.7 Mc. and 50 
to 54 Mc. transmitter which may serve a dual purpose as 
both a mobile transmitter when installed in an automobile 


and as a medium-power fixed-station transmitter. It is only — 


necessary to install the transmitter in the appropriate place 
with the proper power supply for either type of operation. 


Quick-heating filament type tubes have been used so as to_ 


eliminate power drainage from the battery during the stand- by 
period when the unit is in use for mobile work. ae 


The control circuit of the transmitter is more or less — 
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Figure 22. 
FILAMENT-TUBE 50-WATT MOBILE TRANSMITTER. 


Power 
Supply 


For mobile use the unit is designed to operate from 
a 450 to 500 volt, 150 to 200 ma. dynamotor. The 
surplus model PE103 dynamotor which has been so 
widely available is excellent for the job. For fixed station use 
a 450-volt 175-ma. power supply is required for the complete 
transmitter. 

Although the use of filament tubes in a mobile transmitter 
is a great operating advantage, there is an attendant disadvan- 
tage brought about by the fact that cathode bias cannot be 
used on any of the stages. Hence in the unit being described it 
was deemed best to include a small 22.5-volt tapped C battery 
for grid bias supply on the speech amplifier stage and upon the 
modulator stages. Since the current drain on this battery 1s 
substantially negligible, the rated shelf life of the unit should 
be obtained in service. Straight grid-leak bias is used on all the 
r-f amplifier stages in the equipment. 

_Microphone current for mobile operation of the equipment 
is obtained by connecting pin 3 on the power cable to pin 8. 

If ripple is encountered it may be desirable to use a separate 
4.5-volt battery for the microphone as shown on the schematic 
diagram. A filter system consisting of a 1000-ohm resistor and 
a 25-pfd. capacitor is used to* attenuate dynamotor ripple 
which may appear on the 6-volt filament line. Make sure that 
capacitor Cy is poled correctly. For fixed station operation a 


Figure 23. 


UNDERSIDE OF THE FILA- 
MENT-TUBE MOBILE TRANS- 
MITTER. 

The bias battery for the. audio 
stages of the transmitter may be 
seen mounted in one corner of the 
chassis. 


4.5-volt C battery may be used for microphone current supply 
or, as would be more likely, the output from a conventional 
speech amplifier may be fed into terminals 5 and 2 on the 
power plug. The complete method of connecting the power 
plug for the. equipment for both fixed station and mobile 
operation is shown in conjunction with the schematic diagram 
of Figure 24, 

A 2E30 tube is used as a hot-cathode Colpitts crystal oscil- 
lator with its plate circuit tuned to twice the frequency of the 
crystal in use. Since a filament type tube is in use for this 
stage, it was necessary to wind a bifilar type coil for insertion 
in series with the filament of the tube. With the coil con- 
structed as shown in the coil table and with the values of 
capacitance given in the circuit diagram of Figure 24, quite 
satisfactory operation with good harmonic output is obtained 
with crystals over the 6.5 to 9 Mc. range. The second 2E30 
tube is used as a doubler to: the 10-meter band and may be 
used either as a doubler or as a tripler to the 6-meter band. 
If this stage is used as a tripler, the plate circuit of the first 
2E30 is tuned to twice crystal frequency as mentioned previ- 
ously. However, it may be possible to obtain slightly greater 
excitation power on the grid of the final amplifier by operating 
the first 2E30 as a tripler and the second stage as a doubler to 
the 6-meter band. The plate circuit of the second 2E30 tunes 
over the complete frequency range from 27 to 54 Mc. 

The 5516 push-pull final amplifier is quite conventional in 
its cifcuit arrangement. It was determined to be unnecessary 
to neutralize this amplifier since complete stability was ob- 
tained on both frequency bands of operation. Plug-in coils are 
used in the plate circuit of the 5516 final r-f amplifier. Data 
for these coils is given under the schematic diagram. 

High-level plate modulation of the final amplifier stage is 
used in the transmitter unit. The speech amplifier system con- 
sists of a pentode audio voltage amplifier with sufficient power 
output to drive the grids of a pair of 2E25 tubes which are 
used as a Class AB: power amplifier. Ample gain for operation 
from a single-button carbon microphone is provided by this 
circuit arrangement. 

A 0-10 d-c milliammeter is used in conjunction with a meter 
switch to measure the significant currents in the transmitter 
equipment. Provision has been made for measuring the grid 
current of the 2E30 multiplier stage and the grid current of the 
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V-H-F and U-H-F Transmitters 


° s 5516 


27-54 MC. 


6.5-9MC. 


Kaew 
Ri7 
Cia 2ZE25 
TH 2E30 Toa coy 
> Rig a oe = 
Jt C19 Ee oS 2 = 
; +7 || Sle | 7 
Ris Xi a 
-16.5V. C20 DED5 - 
a ae 


T4 


115 V.A.C. 


FOR A.C. OPERATION ‘ 


Ci—100-y1pfd. APC with shaft 
C2—100-uufd. per section, 
: midget split-stator 
capacitor 
Cs—30-pufd. per section, midget 
double-spaced split stator 
Ci:—15-yufd. midget ceramic 
C;—150-upfd. midget mica 
Cs, Cz, Cs, Cx—O.003-ppfd. mica 
Ci —50-pfd. midget mica 
Cu, Cir, Cis, Cis, Cis, 
Cis, Ciz—0.003-pfd. 
midget mica 
Cis—8-ufd, 450-volt elect. 
Cis—25-pfd. 25-volt elect. 
Ca—8-pfd. 450-volt elect. 
Cai, Coo—5-pfd. 600-volt oil 
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Figure 24. 


SCHEMATIC DIAGRAM OF THE 50-WATT TRANSMITTER. 


R:i—100,000-ohm 12-watt 
R2—100,000 ohms 2 watts 
R3s—100 ohms 2 watts 
Ri—100,000 ohms ¥2 watt 
Rs—100 ohms ¥% watt 
Rc—100,000 ohms 2 watts 
R:—10,000 ohms 10 watts 
Rs—22,000 ohms 2 watts 
Ro, Rio, Ru, Ri2—100 ohms 

2 watts 
Ris—200-ma. shunt for M 
Ris, Ris—15,000 ohms 10 watts 
Ric—22,000 ohms 2 watts 
Riz—47,000 ohms 2 watts 
Ris—1000 ohms 2 watts 
Ris—500,000-ohm potentiometer 
R2o, Ra—100 ohms 2 watts 


T3 


YVQOQ0 


HEATER 
GROUND 
MIC. VOLTAGE 


X—6.5 to 7.4 Mc. for 10-11 
meter band; 8.33 to 9.0 
Mc. for 6-meter band 

T:—Carbon mike to grid trans. 

T-—Small single tube to Class 
B grids driver transformer 

Ts—20-watt universal mod. 
trans. 

T:—200-ma. plate trans. for 
450 v. 

$i—2-pole 3-position meter sw. 

So—S.p.s.t. toggle switch 

M—0O-10 d-c millammeter 

CH—200-ma. filter choke 

RYi1—6.3-volt a-c relay 

B—22.5-volt tapped “C” bat- 
tery 


TO EXTERNAL 
MICROPHONE 


500 V.; GND. & At 


NUMBERS ON 
PE-103A PLUG 


Li—20 turns of two strands no, 
22 enam. wound side by 
side. Closewound on 34” 
dia. coil form 

L2—13 turns no. 20 enam. spaced 
to 1” on 34” dia. coil form 

i2—8 turns no. 14 enam. air- 
wound, 34,” dia. spaced to 
114”, center tapped, with 
6 turns hookup wire wound 
Y,” dia. inside as plate 
coil on 2E30 stage 

Li—28-Mc.: mfrd. 50-watt cen- 
ter-link plug-in coil; 
50-Mc.: 8 turns 34” dia. 
spaced to 11/2”, 2-turn fink 

I 
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push-pull 5516 final amplifier. Also through the use of a shunt 
in series with the plate voltage lead for the 5516's it is possible 
to measure the plate current of this stage. The shunt was con- 
structed of two lengths of resistance wite approximately one 
inch long of the type removed from an old filament center-tap 
resistor. The value of resistance of the shunt was varied until 


the full scale reading of the 0-10 milliammeter was increased 
to 200 ma. 

_ When a PE-103 dynamotor is used to power the transmitter 
it may be necessary to short out circuit breaker 3E5 to eliminate 
the drop across the coil of this circuit breaker which is in 
series with the filament circuits. ee 
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‘Chapter Twenty-four 


Speech and Amplitude-Modulation 


IN THIS chapter there are shown two conventional speech 


amplifiers, a clipper-filter speech’ amplifier, a representative 
Class B modulator of standard design, and a bias pack and 
grid-modulator unit designed from a new: standpoint’ which 
simplifies the operation and adjustment of a grid-modulated 
stage. 

The audio equipment required in an amplitude-modulated 
phone transmitter will vary widely with different types of 
microphones, different modulation systems, and differing 
amounts of power to be modulated. Since it would be virtuaily 
impossible to show designs for the complete audio system for 
any type of application, three practical types of speech ampli- 
fier circuits are shown, and a particular design for a more or 
less standard type of Class B modulator has been included. The 
design of any other Class B or Class AB modulator is a rela- 
tively simple process, and can be done with the aid of Table 
III of Chapter 4. 


Figure 1. 


LOOKING DOWN ON THE 8- 
WATT 6.6 FEEDBACK 
SPEECH AMPLIFIER 


Equipment 


The speech amplifier which drives the high-level modulator 
may be either a separate unit such as those shown in the first 
past of this chapter, the speech amplifier may be included with 
the modulator in the manner shown in the complete 807 trans- 
mitter described in Chapter 26, or the high-level stages and the 
driver may be included with the modulator and the combina- 
tion fed from a zero-level line driven by a speech amplifier 
such as the clipper-filter amplifier shown at the end of this 
chapter. A complete modulator built around a BC-375E trans- 
mitter housing is described in Chapter 32. 


SPEECH AMPLIFIER, DRIVER, OR GRID MODU- 
LATOR WITH DEGENERATIVE FEEDBACK 


Figures 1, 2, and 3 illustrate a simple 8-watt amplifier spe- 
cifically designed to operate from a crystal microphone and 
to be used as a speech amplifier for an amplitude-modulated 


Figure 2. 


UNDERCHASSIS VIEW OF THE 8-WATT SPEECH 
AMPLIFIER/DRIVER UNIT. 


ES 


phone transmitter. A single-ended 6L6 is used as the output 
stage with degenerative feedback from the plate of the 6L6 
back to the plate of the preceeding amplifier. The use of degen- 
erative feedback greatly lowers the effective plate impedance 
of the 6L6 and affords a considerable reduction in the harmonic 
distortion normally introduced by the operation of a single 
ended beam-tetrode stage. The reduction in the plate im- 
pedance of the 6L6 feedback effectively improves the regulation 
of the output voltage with respect to changes in loading such 
as caused by variation in grid impedance of a Class B modu- 
lator stage. 


The Feedback 
Circuit 


The addition of a single resistor, Ri, from the 
plate of the 6L6 back to the plate of the 6SJ7 
amplifier stage provides the feedback circuit 


Ci—25-ufd. 25-volt elect. 

Co—8-pfd. 450-volt elect. 

Cs—0.01-pfd. 600-volt tubular 

C:—25-ufd. 25-volt elect. 

Cs—0.1-yfd. 600-volt tubular 

Cco—0.05-ppfd. 600-volt tubular 

C:—25-yfd, 25-volt elect. 

Cs, Co, Cio—B8pfd, 450-volt elect. 

Ri—47K 12 watt 

R2—1.0 meg. 12 watt 

Rs—1000 ohms 2 watts 

Ri—22K 2 watts 

Rs—220K 12 watt 

Rc—500K potentiometer 

R:—1800 ohms 2 watts 

Rs—1.0 megohm 1 watt 

Ro—220K 12 watt. 

Rio, Riu—470K V2 watt 

Ri—47K 2 watts 

Ris—5@00 ohms 10 watts 

Rii— 200 ohms 10 watts 

J—Microphone jack 

Ti—Single plate to Class B grids driver 
transformer 

T2—700 c.t., 90 ma.; 5v. 3 a.; 6.3 v. 
3.5 a. 

CH—38.0 hy. at 85 ma. 

S—A-C line switch 

PL—6.3-volt pilot lamp 


115 V.A.C. 


The Power 


SCHEMATIC DIAGRAM OF THE 8-WATT AMPLIFIER. 


for the amplifier. The incorporation of this resistor reduces 
the harmonic distortion, as measured at the output of the am- 
plifier, from approximately 14% down to less than 3% at 8 
watts output. The addition of the resistor for the shunt feed- 
back arrangement reduces the gain of the amplifier by approxi- 
mately 12 db. However, a single-ended 6J5 triode amplifier _ 
stage has been incorporated ahead of the 6SJ7-6L6 feedback 
pair to give ample gain for operation from a conventional 
diaphragm-type crystal microphone. The gain of the amplifier 
is such that full output from the 6L6 can be obtained with — 
approximately 30 millivolts applied to the grid of the 6J5. 


Power supply bias is used on the 6L6 stage. This 
bias voltage is obtained by the drop across re- 
 sistor Ry in series with the center tap of the 
power transformer. The hum voltage which is present across 
Rx is filtered out by the network Ri2-C, to provide a fixed bias 
voltage of approximately 18 volts for the grid of the 6L6. The 
balance of the power supply circuit is conventional with suc- 
cessive decoupling networks to the low-level speech amplifier 
stages. 


Supply 


The Output The plate of the 6L6 is coupled to the load by 
Circuit means of the transformer T;. This transformer 
is designed for a maximum of 80 ma. primary 

current and is intended to feed directly the grids of a Class B 
modulator stage. The transformer may be used in this manner — 
if desired or the two secondaries may be connected in series to 
feed a 500-ohm line which may then be matched to the grids 
of the Class B modulator stage at a remote point. The optimum - 
value of load impedance for the 6L6 stage is approximately 
4000 ohms. : . 

This 8-watt feedback amplifier is fully capable of driving 
any of the Class B modulator combinations listed on Table III 
of Chapter 4 where the maximum signal driving power is listed 
as being less than approximately 5 watts. It is not ordinarily 
considered good practice to utilize the full output capability of 
a driver stage for feeding the grids of a Class B modulator. 
Some reserve of audio power should always be available if 
distortion is to be held to a minimum. 

The speech amplifier described is also quite satisfactory for 


Rio 6L6 ay 
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Figure 3. 


use as a modulator in a grid-bias-modulated transmitter. In 
this application it is capable of grid modulating Class C ampli- 
fier stages with as much as one kilowatt input. The amplifier 
described has been used for quite a period of time as speech 


-amplifier-driver for the 200-300 watt Class B modulator de- 


scribed later in this chapter (Figures 7, 8, and 9). 


-HIGH-FIDELITY 20-WATT AMPLIFIER 


Many amateurs desire to use the speech amplifier of the 


transmitter as a high-quality phonograph amplifier on various , 


occasions. The 20-watt amplifier shown in Figures 4, 5, and 6 
is designed to fill this need and also to serve as a wide-range 
low-distortion phonograph amplifier for amateurs not inter- 
ested in radiotelephony and for persons primarily interested 
in high-quality reproduction. 

Although no bass-boost or high-boost circuits have been 
provided, there is ample overall gain so that such circuits may 
be inserted between the plate circuit of the first 6SJ7 and the 
volume control. 


Figure 5. 


UNDERCHASSIS VIEW OF THE 
AMPLIFIER. 


Figure 4. 


TOP VIEW OF THE 20-WATT 
HIGH-QUALITY AMPLIFIER. 
The components on the front drop 
of the chassis are: microphone jack, 
high gain-low gain switch, gain 
control, pilot lamp, a-c fine switch, 
and output impedance control. 


The Circuit of 
the Amplifier 


A 6SJ7 tube has been used in the conven- - 
tional manner as a high-gain input stage. 
The volume control has: been inserted be- 
tween the plate circuit of this tube and the grid circuit of the 
succeeding amplifier. A pair of 6SJ7’s are used in a “floating 
paraphrase” phase inverter to excite the grids of the push-pull 
6L6 final amplifier. 14 db of degenerative feedback from the 
plate of one 6L6 to the cathode of the first 6SJ7 phase inverter 
has been incorporated into the amplifier to improve the fre- 
quency response and phase characteristics, and to reduce the 
harmonic distortion and inter-modulation distortion toa very 
low value. 

The frequency response of the amplifier as shown is down 
1.5 db at 90 and 10,000 cycles from the 1000 cycle gain. It is 
down 3 db at 60 and 15,000 cycles and down 5.2 db at 30 
cycles. The total harmonic distortion of the amplifier is less 
than one per cent up to about 18 watts output and the peaks 
of the output wave are slightly flattened at 20 watts output 
into a 500-ohm resistive load. 

Resistor Ra is adjusted until under normal line voltage con- 
ditions the plate to cathode voltage on the 6L6’s is 360 volts. 
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Ci:—25-ufd. 25-volt elect. 

C2—0.5-ufd. 400-volt bathtub 

Cs—8-pfd. 450-volt elect. 

C:—0.025-pfd. 400-volt bathtub 

Cs—25-pfd. 25-volt elect. 

Cc—0.05-pfd. 600-volt tubular 

C;—50-upfd. midget mica 

Cs, Co—O.1-pfd. 600-volt bath- 
tub ‘ 

C10, Cu—0.003-yfd. mica 
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TO 6SJ7 HEATERS 


TO 6L6 HEATERS 


Figure 6. 
SCHEMATIC DIAGRAM OF THE HIGH-QUALITY AMPLIFIER. 
Cu—30-pfd. 150-volt elect. Ro, Rio—220,000 ohms 12 watt 
Cis—40-ufd. 450-volt elect. Ru—47,000 ohms 2 watts 
Cie—25-ppfd. 25-volt elect. Riz, Ris—100,000 ohms 12 watt 
Ri— 47,000 ohms watt Ris —47,000 ohms 12 watt 
R2—1.0 megohm 2 watt Ris—250 ohms 10 watts 
Re—1800 ohms 2 watts Ris, Riz—100 ohms 2 watts 
Rs—2.7 megohms Y2 watt Ris, Rio—4700 ohms 2 watts 
Rs—470,000 ohms 2 watt R2o—47,000 ohms 2 watts 


9SiB 6SJ7 Rit 
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A Be 
Ro 
a 
\@. me 
6SJ7 
OUTPUT IMPEDANCE CONTROL 
Bee POSITION IMPEDANCE 

j 1.3 OHMS. 
2 3 “ 
3 5 ” 
4 8 ” 
5 16 - 
6 50 “ 
7 200 ” 

ae 8 500~ “ 
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R23s—10,000 ohms 10 watts 
R2s—5000 ohms 10 watts 
R2s—47,000 ohms 2 watts 
Ti:—850 c.t. 200 ma., 5 v. 3 a.,. 
6.3 vy. 5 a., 6.3 v. 3 a. 
T2—30-watt plates to line or 
voice coil : 
CH—10-hy. 200-ma. filter choke 


Rs—500,000-ohm potentiometer 


R:—1000 ohms 2 wafts 
Rs—270 ohms 2 watts 


Cix—8-ufd. 525-volt elect. 
Cis—40-ufd. 450-volt elect. 


Ra—500 ohms 25-watt slider 
type 
Re2—4000 ohms 10 watts 


Sia, Sis—D.p.d.t. toggle sw. 
S2—z2-pole 8-position wafer sw. 
Ss—S.p.s.t. a-c line sw. 5 


With the resistor values shown the screen voltage should be 
270 volts and the cathode voltage 22 volts. 

The output transformer used with the 6L6’s has a number 
of secondary taps so that load impedances from 500 to 1.5 
ohms may be matched. Switch S. has been included in the 
‘ amplifier so that the proper tap for operation into a 500, 200 
or 50 ohm line for feeding a tramsmitter or speaker trans- 
former, or into a low value of impedance for- feeding a voice 
coil directly. 

The amplifier has a very low hum level and is capable of 
giving very pleasing reproduction when feeding a loudspeaker. 
When it is desired to operate the amplifier from a high-level 
signal of several volts in peak amplitude it is only necessary 
to change S; to the low-gain position. With the switch in this 
position it is possible to feed a signal of quite high level into 
the input terminal of the amplifier since the gain-control 
potentiometer is between the input jack and the grid of the 
6SJ7 tube. ae 

Should the amplifier be used as a driver for a high-power 
Class B modulator, adequate power is available without over- 


load for exciting the grids of any tubes requiring not more 


than about 15 watts maximum-signal driving power. 


Figure 7. 
REAR VIEW OF THE MODULATOR UNIT. 


Showing tne placement of components on the chassis, The actual 

components for the HY-5514 modulators are on the left side of 

the chassis in this view, and the bias pack is on the right-hand 

side. The screen choke for the 813 stage which is modulated by 

this unit is to the rear of the bias pack portion. The phone c-w 
switch can be seen mounted on the front panel. 


200-300 WATT CLASS B MODULATOR 
The unit illustrated in Figures 7, 8 and 9 was designed for 
use with the 450-watt 813 transmitter described and shown 
in Chapter 26. In this application with 1000 volts on the plates 
of the Class B tubes the unit delivers from 175 to 200 watts 
of average power for plate modulation of the 813. With 1250 
to 1500 volts on the tubes the unit can deliver up to 300 watts 


c 


with HY-5514 tubes or 225 watts with 811 tubes. Approxi-— 


Figure 8. 
UNDERCHASSIS VIEW OF THE MODULATOR UNIT. 


a 


mately 5 watts maximum audio driving power is required to 
excite the grids of the Class B tubes. The unit has been de- 
signed for use with a separate speech amplifier whose output 
power is fed to the modulator by means of a 200-ohm or 
500-ohm line. The single 6L6 feedback speech amplifier de- 
scribed earlier in this chapter has been used with this modu- 
lator for a period of time and has proven to be quite satis- 
factory.. 

Mica capacitors have been placed across the primary and 
secondary of the modulation transformer, using the system of 
“building out’’-described in Chapter 7, to cut off all audio 


frequencies or audio harmonics above approximately 3000° 


cycles. This procedure affords a considerable reduction in side- 
band splatter. The particular values of capacitance shown have 
proven to be optimum for the Thordarson T11M77 trans- 
former connected as shown in the unit. 

Since the modulator unit has been designed for plate modu- 
lation of a beam-tetrode stage, provision has been made for 
accomplishing simultaneous screen modulation. The system 
used is the very simple and quite satisfactory method of insert- 
ing a choke in series with the screen-voltage supply lead of 
the modulated stage. 

The phone-c-w switch incorporated into the unit accom- 
plishes the following, functions when the switch is thrown 
from the phone position to the c-w position: (1) the secondary 
of the modulation transformer is shorted (2) the series screen 
choke is shorted (3) the filament voltage is removed from the 
Class B modulator tubes. In the phone position, of course, all 
these conditions are reversed. 

A-bias pack has been included in the unit since ample space 
was available on one side of the chassis and sincé a bias pack 
is required for excitation keying of the usual amplifier stage. 
The particular circuit shown is satisfactory for obtaining grid 
bias for any Class C amplifier tube requiring a minimum bias 
ot approximately 100 volts and not drawing more than 50 ma. 
maximum grid current. With 50 ma. of grid current the volt- 
age drop across the bias pack is approximately 160 volts. 
Through the use of the circuit arrangement shown wherein 
part of the bias current is returned to ground through a resistor 
rather than having the entire current pass through the VR 
tube, it is possible for the bias pack to handle 50 ma. instead 
of the 20 to 30 ma. which would be possible if all current 
passed through the VR tube. 


BIAS PACK AND GRID MODULATOR 


The unit illustrated in Figures 10 and 11 has been designed 
to supply bias for grid-bias modulation of a 1-kilowatt final 


amplifier using medium-mu tubes such as the Eimac-250TH, 
HK-454H, 304TH or 833A. In addition to supplying bias for 
the final amplifier the unit is constituted to supply bias to the 
preceeding buffer-amplifier stage. The unit also gives clickless 
grid-block keying of both the final amplifier and buffer stage 
for c-w operation. Both the keying relay and the 12-volt direct 
current supply for the keying relay are mounted inside the 
unit. Provision is also included for bringing out the 12 volts 
direct current for the operation of an antenna shorting relay 
such as is used in the BC-312/BC-342 series of receivers. When 
using this circuit arrangement the antenna shorting relay in 
the receiver is closed whenever the key is pressed. This de- 
sirable protective feature may be added to any other communi- 
cations receiver simply by adding an external 12-volt antenna 
shorting relay and connecting this relay to the modulator unit. 


Phone-C-W 
Switch 


Switch SW in the schematic diagram of Figure 
12 is the phone-c-w switch and is arranged so 
that a particular set of adjustments may be 
made for phone operation and then by moving the switch to 
the c-w position the audio is cut off and the final and buffer 
tubes are biased to cutoff until the key is pressed. Key-up bias 
on both stages is approximately —450 volts. With the key 
down the bias is the same as set for phone operation or is 
variable from about —125 to —400 volts on each stage indi- 
vidually. The unit is designed so that the maximum grid 


5514s, 811’s 
OR TZ-40's 


500 1 SCR Ae 
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Figure 9. 
SCHEMATIC DIAGRAM OF THE MODULATOR UNIT. 
Ci: —0.004-ufd. 2500-volt work- S—3 p.d.t. 90-degree ceramic 
ing mica (Two 0.002-ufd. sw. 
units in par.) Ti—200 or 500 ohm line to 


C:—0.002-ufd. 2500-volt work- Cl. B grids 
ing mica T2—200 to 300 watt modulation 
trans. 
es Ne Se eg ie fat lcals Ts—7.5 volts at 6 amps. for 


Ri—3000 ohms 10 watts 
R>—2000 ohms 10 watts 
Rs——3000 ohms 10 watts 


Bo 4837 


5514’s or TZ-40’s 

or 6.3 vy. at 8 a. for 811s 
CHi—10-hy. 40-ma. filter choke 
CH2—15-hy. 85-ma. filter choke 
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Figure 10. 


REAR VIEW OF THE BIAS PACK AND GRID MOD- 
ULATOR.., 


current for c-w operation is 50 ma. on the buffer tube and up 
to 150 ma. on the final amplifier stage. However, the grid 
current for phone operation will normally be something of the 
order of 5 to 10 ma. on the final amplifier stage without modu- 
lating signal. 


Figure 11. 


UNDERCHASSIS VIEW OF THE 
BIAS PACK AND GRID MOD- 
ULATOR. 


The placement of the various com- 
ponents can be seen quite clearly 
in this photograph. The small selen- 
ium rectifier for the 12-volt relay 
supply can be seen directly behind 
the row of three potentiometers. 
The keying relay is on the far left, 


2 


The Modulating The circuit for applying the modulating . 


‘voltage to the average bias voltage has been 

described in some detail in Chapter 7. The 
arrangement uses the cathode-follower circuit for accomplish- 
ing both bias regulation and variation of this bias in accord- 
ance with the speech wave fed to the grids of the modulator 
tubes from the separate speech amplifier. The audio output 
level required of the external speech amplifier is only about 
one-half watt or +20 db. The audio signal is coupled into the 
grid modulating tubes through transformer T;. This amount 
of audio power may be obtained from a 6SN7 push-pull stage 
or from a single 6V6 tube with feedback. The only power 
actually taken from the speech amplifier is that required to 
supply losses in T, and to develop the desired voltage of ap- 
proximately 150 to 200 volts peak across R.,. If it is desired to 
dispense with the separate external speech amplifier, a 6SJ7 
and cascaded 6SN7 stage may be included in the grid modula- 
tor unit. In this case T; would be replaced by a 2:1 or 3:1 audio 
interstage transformer and the plate current of the last stage 
in the speech amplifier would pass through the primary of the 
interstage transformer. 


Signal 


Cascade Modulation The grid modulator unit includes pro- 
visions for simultaneous in-phase grid 
modulation of the buffer amplifier and of the final amplifier. 
The use of this method of cascaded grid modulation greatly 
improves the linearity of the grid bias modulation method by 
supplying the extra power from the buffer stage which is re- 
quired-to drive the grids of the final amplifier on positive 
modulation peaks. The circuit also assists in improving linear- | 
ity in the region of negative modulation peaks by reducing 
the output of the buffer amplifier on these negative peaks. 
Experience has shown that a swamping resistor is not required 
on the grid of the final modulated stage when using the cas- 
caded grid-bias modulation arrangement. The modulation 
resulting from the use of this circuit is very linear and clean 
since distortion in the modulated stage is held to a minimum. 
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TO BUFFER FINAL 
GND. 
Figure 1.2. 4 
SCHEMATIC DIAGRAM OF THE BIAS PACK AND GRID MODULATOR. 
Ci, Co—0.025-yfd. 600-volt Ri, Re—100,000 ohms 2 watts Ro—22,500 ohms 10 watts Ts—400-0-400 100 ma., 6.3 v., 
bathtub R3s—100 ohms 2 watts R 12.000 oh 10 5 v. 
Cx—50-ufd. 25-volt elect. Ri—100,000-ohm potentiometer peas. hl gcc hee Li, Lo—10.5 hy. 110 ma. 
Cs, Cs, Co—4-pfd. 600-volt Rs, Re—7000 ohms 10 watts u—470 ohms 2 watts SW—4 p.d.t. wafer switch 
oil filled Rz, Rs—70,000-ohm wirewound Ti—200 or 500 ohms fo grid RY—12-voit d.p.d.t. relay 
C:—0.1-ufd. 400-volt bathtub ~ pot. T2—2.5 v., 5 v., 6.3 v. Rect—12-volt 250-ma. selenium 
Adjustment Three controls are provided on the front panel Figure 13. 
of the modulator unit. These controls are: Ry FRONT VIEW OF THE SPEECH AMPLIFIER. 
which adjusts the amount of modulation applied to the buffer - syncs picontone is shown plugged into the front panel. 
: : : : : he jack on the other side of the front panel is for a crystal 
stage, Rz which adjusts. the grid bias on the final amplifier ; microphone. The switch on the lower left side of the front panel 
stage, and Rs which adjusts the bias on the buffer amplifier selects either dynamic or crystal microphone input. The screw- 
: . ONE . . driver-set potentiometer at the bottom center of the panel is 
elses: Adjustment of the Sperasi0n of the unit is accomplished the output level contro! (Riz) after the clipper-filter. The knob 
_ in the following manner: All three controls are put in the far at bottom right controls the gain of the speech amplifier (Rs) 
- left position so that no audio is applied to the buffer and : before the clipper-filter circuit, The unit was constructed in 


this compact manner so as to take a minimum of space on the 


maximum bias is applied to both stages. Then Rs is adjusted Gperating table. 


to approximately mid-scale and Rx is moved until the bias on 
the buffer amplifier is such that 5 to 10 ma. of grid current is 
flowing to the final stage. The antenna coupling to the final 
stage is then adjusted until approximately normal plate cur- 
rent is flowing. : 
Sine-wave modulation is then applied, and, using a cathode- 
tay oscilloscope, the audio input level is adjusted until reason- 
ably complete modulation of the output is obtained. Then 
potentiometer R, is increased until the wave form visible on 
the oscilloscope is straightened out to appear more closely the 
same as the modulating sine wave. It is probable that the first 
set of adjustments will not give the best results and the maxt- 
mum power output of which the stage is capable so that a 
succession of adjustments will probably be required to obtain 
optimum operation of the system. It is quite pleasing to note, 
nevertheless, the manner in which adjustment of R, improves 
- the linearity of operation of the final amplifier over that which 
a is obtained with grid-bias modulation only of the final stage. 
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This unit is normally operated in conjunction with the ee 
push-pull 250TH amplifier described: in Chapter 22. With a . ae 
power input of 900 watts to the 250TH tubes the plate dissi- 
pation is approximately normal or 500 watts, and the output 
is approximately 400 watts. An unmodulated plate-circuit effi- 
ciency of 38 to 44 per cent in the final grid-bias modulated 
stage can be expected. 


CLIPPER FILTER SPEECH AMPLIFIER 


It is common practice in broadcast audio systems and in 
many amateur stations to do all audio distribution at a level 
of approximately 0 db above 6 milliwatts in a 500-ohm line. 
This signal level is convenient where telephone lines may be 
used in the audio system or where it is desired to feed any one 
of several transmitters from a single speech system. The clip- 
per filter speech amplifier shown in Figures 13, 14, and 15 has 
been designed to feed an audio level adjustable from —10 to 
+10 db below 6 milliwatts (0.0006 to 0.06 watts) into a 
500-ohm line. The unit has been constructed so as to fit into 
the operating desk with leads running from it to the various 
transmitters. Best practice is to connect the various transmit- 
ters across the 500-ohm line with bridging transformers so _ 
that any transmitter may be operated simply by turning it on. 
When this is done, the output 500-ohm line should be termi- 
nated at one of the transmitters by means of a 500-ohm re- ous 
sistor. 


bee, Ly ee 


The Circuit The adjustments of clipper filter circuits and a 
description of the various types has been dis- 
: cussed in detail in Chapter 7. This particular speech amplifier 
uses an amplifier-clipper with a filter operating at an imped- 
ance of 100,000 ohms to cut off all harmonics and audio 
frequencies above 3500 cycles. The first stage of the speech 
amplifier is conventional and includes a dual input circuit 
with a switch to select either low-impedance input for a 


Figure 14. 3 
REAR VIEW OF THE AMPLIFIER. 
The dynamic microphone input transformer (mufltiple-shielded 


dynamic microphone or pickup, or high-impedance input from cast-case variety to reduce inductive hum pickup from the 

a crystal microphone or pickup. The second stage uses a 6SJ7 cede ot ee ee on ne es Pana: is, of the 
. . ront le 2 put the 

tube operating with shunt feedback from the plate of the Sonne Nee ere locas Hight. ee sad as 


6SH7 amplifier-clipper. The incorporation of the feedback loop 
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Figure 15. 


UNDERCHASSIS VIEW OF THE 
SPEECH AMPLIFIER. 
The two chokes in the filter network — 
can be seen mounted on one wall 
of the chassis. 
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Figure 16. 
SCHEMATIC DIAGRAM OF THE CLIPPER-FILTER SPEECH AMPLIFIER. 


Ci— 25-pfd. 25-voit elect. 
C2o—0.5-ufd. 400-volt bathtub 
(Can also contains Cs) 
Cs—1.0-fd, 400-volt bathtub 
C.:—0.003-ufd. midget mica 
Cs—25-ufd. 25-volt elect.- 
Co—0.5-ufd. 400-volt bathtub 
in same can as Cs 
C;—8-ufd. 450-volt elect. 
Cs—0.005-pfd. midget mica 
Co—25-pfd. 25-volt elect. 


Cio—8-p fd. 450-volt elect. 
Ciu—0.003-ufd. midget mica 
Ci2—200-pufd. silver mica 
Cis—175-ppfd. silver mica 
Cu—500-ypifd. silver mica 
Cis—330-pufd. silver mica 
Cie—8-ufd. 450-volt elect. 
Ri—47,000 ohms 12 watt 
R2—1800 ohms 2 watts * 
Rz—2.2 megohms 12 watt 


Rs—470,000 ohms 12 watt 
Rs—47,000 ohms 12 watt 
Re—1.0-megohm potentiometer 
R7—1000 ohms 2 watts 
Rs—1.0 megohm 12 watt 
Re—220,000 ohms 12 watt 
Ryo, Ru, Riz—1.0 megohm 
Ya watt 
Ris—470 ohms 2 watts 
Riuz— 22,000 ohms 2 watts 
Ris—15,000 ohms 2 watts 


Ric—100,000 ohms 1 watt 
Riz—100,000-ohm potentiometer 
Ris—10,000 ohms 2 watts 
Ris—22,000 ohms 2 watts 
Ra—1.0 megohm 12 watt 
Ti—Line-to-grid, multiple 
shielded 
Tz—10,000-ohm plate-to-line 
S—S.p.d.t. wafer switch 
P:—3-contact mike receptacle 
P2—3-iead line terminal strip 


makes the overall characteristic of the amplifier very linear up 
to the point of clipping. 


The filter circuit is conventional using an input section with | 


m = 0.6 followed by a constant & section. Standard chokes 
(Stancor C-1080) are used as the inductors in the filter sec- 
tions. The operation and design of electric wave filters is dis- 
cussed in detail in Chapter 2, Section 2-9. 


The output stage is a 6J5 cathode follower operating into a 
standard plate-to-line transformer so as to obtain the very best 
possible phase chatacteristic. Through the use of a cathode 
follower in the output coupling circuit there is substantially 
uniform phase shift from the clipper to the 500 ohm line out- 
put of the unit: When a large amount of clipping is in use 
square waves with flat tops and smoothly rounded edges 
appear across the 500-ohm line output of the unit. Hence 
adjustment on the transmitter following the clipper filter 
speech amplifier may be made in an effort to keep the overall 


_ phase. characteristic uniform with assurance that the phase 


/ 


characteristic of the audio system up to the line output termi- 
nals of the pre-amplifier is adequately good. 

An octal receptacle is used on the back of the unit to bring 
in filament current and‘plate voltage of the unit from an 
external power supply. As a convenience the heaters of the 
tubes in the unit are brought out in such a manner that with 
6-volt or 12-volt heater supply either 6-volt or 12-volt tubes 
or combinations of tube types may be used in the amplifier. 
The power drain from the 250 volt plate supply is approxi- 
mately 20 Ma. 

The front end of this speech amplifier may be used to drive 
directly a higher-power amplifier instead of feeding the 6J5 
cathode-follower stage. If the front end is to be used in this 
application, approximately 20 volts peak is available from 
potentiometer Ri;. The output circuit might consist of a pair 
of 6L6’s or 6B4-G’s with a phase inverter voltage amplifier 
ahead of the output stage and about a 5-to-1 attenuator be- 
tween the slider arm of Ru and the grid of the first tube in the 
phase inverter. 


Chapter Twenty-five 


Power Supplies 


ANY device which incorporates vacuum tubes requires a 
power supply for the filament and plate circuits of the tube 
or tubes. The filaments of the tubes must be heated in order 
to produce a source of electrons; direct-current voltages are 
needed for the other electrodes in order to obtain detection, 
amplification, and oscillation. 


25-1 Rectification 


Either a-c or d-c voltage may be used for filament power 
supply in most applications; however, the a-c power supply 
is the more economical and can be used with most tubes with- 
out introduction of hum in the output of the vacuum-tube 
device. The plate potential in most cases must be secured from 
a d-c source, such as from batteries or frora a rectified and 
filtered a-c power supply. 

First the a-c must be converted into a unidirectional current; 
this is accomplished by means of a rectifier of either the full- 
ot half-wave type. 

% 

A half-wave rectifier passes one half of the 
“ wave of each cycle of the alternating current 

and blocks the other half. The output current 1s 
of a pulsating nature, which can be smoothed into pure, direct 
current by means of fi/ter circuits. Half-wave rectifiers produce 
a pulsating current which has zero output during one half of 
each a-c cycle; this makes it difficult to filter the output prop- 
erly into d-c and also to secure good voltage regulation for 
varying loads. 


Half-Wave 
Rectifiers 


Full-Wave 
Rectifiers 


A full-wave rectifier consists of a pair of half- 
wave rectifiers working on opposite halves of 
the cycle, connected in such a manner that each 
half of the rectified a-c wave is combined in the output as 
shown in Figure 1. This pulsating unidirectional current can be 
filtered to any desired degree, depending upon the particular 
application for which the power supply is designed. 

A full-wave rectifier may consist of two plates and a fila- 
ment, either in a single glass or metal envelope for low-voltage 
rectification or in the form of two separate tubes, each having 
a single plate and filament for high-voltage rectification. The 
plates are connected across the high-voltage a-c power trans- 
former winding, as shown in Figure 2B. The power trans- 
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sible output current is only one-half as great for a given power 
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former is for the purpose of transforming the 110-volt a-c line 
supply to the desired secondary a-c voltages for filament and 
plate supplies. The transformer delivers alternating current to 
the two plates of the rectifier tube; one of these plates is post- 
tive at any instant during which the other is negative. The 
center point of the high-voltage transformer winding is usually 
grounded and is, therefore, at zero voltage, thereby constituting 
the negative B connection. 

While one plate of the rectifier tube is conducting, the other 
is inoperative, and vice versa. The output voltages from the ' 
rectifier tubes are connected together through a common rec- — 
tifier filament circuit, and thus the plates alternately supply ‘ 
pulsating current to the output (load) circuit. The rectifier 
tube filaments are always positive in polarity with respect to 
the output in this type circuit. 

The output current pulsates 120 times per second for a full- 
wave rectifier connected to a 60-cycle a-c line supply, and the 
output from the rectifier must connect to a filter, which will 
smooth the pulsations into direct current. Filters are designed — 
to select or reject alternating currents; those most commonly 
used in a-c power supplies are of the Jow-pass type. This means _ ; 

i 
i 


that pulsating currents which have a frequency below the cut- 
off frequency of the filter will pass through tHe filter to the 
load. Direct current can be considered as alternating current 
of zero frequency; this passes through the low-pass filter. The ; 
120-cycle pulsations are similar to alternating current in char- 
acteristic, so that the filter must be designed to have a cutoff 
at a frequency /ower than 120 cycles (for a 60 cycle a-c sup- 


ply). 


» 
Bridge 
Rectification 


The bridge rectifier (Figure 2C) is a type of 
full-wave circuit in which four rectifier ele- 
ments or tubes are operated from a single 
high-voltage winding on the power transformer. Sy 

While twice as much output voltage can be obtained from 
a bridge rectifier as from a center-tapped circuit, the permis- 


transformer. In the bridge circuit, four rectifiers and three 
filament heating transformer windings are needed, as against 
two rectifiers and one filament winding in the center-tapped 
full-wave circuit. In a bridge rectifier circuit, the inverse peak 
voltage impressed on any one rectifier tube is halved, which 
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Figure 1. : 
~FULL-WAVE RECTIFICATION. 


Showing effects of rectification and addition of the outputs 
_ of the two rectifier tubes. 


means that tubes of lower peak voltage rating may be used 
for a given voltage output. 


Figure 3 shows five circuits which may 
ptove valuable when it is desired to ob- 
tain more than one output voltage from 
--one plate transformer or where some 
special combination of voltages is required. Figure 3A shows 
a more or less common method for obtaining full voltage and 
half voltage from a bridge rectification circuit. With this type 
of citcuit separate input chokes and filter systems should be 
used on both output voltages. If a transformer designed for 
use with a full-wave rectifier‘is used in this circuit, the current 
drain from the full-voltage tap is doubled and added to the 


Special Single- 
Phase Rectification 


drain from the half-voltage tap to determine whether the 


rating of the transformer is being exceeded. Thus if the trans- 
former is rated at 1250 volts at 500 ma. it will be permissible 
to pull 250 ma. at 2500 volts with no drain from the 1250- 
volt tap, or the drain from the 1250-volt tap may be 200 ma. 
if the drain from the 2500-volt tap is 150 ma., and so forth. 

Figure 3B shows a system which may be convenient for 
obtaining two voltages which are not in a ratio of 2 to 1 from 


a bridge-type rectifier; a transformer with taps along the 


winding is required for the circuit however. With the circuit 
arrangement shown the voltage from the tap will be greater 
than one-half the voltage at the top. If the circuit is changed 
so that the plates of the two rectifier tubes are connected to 
the outside of the winding instead of to the taps, and the 
cathodes of the other pair are connected to the taps instead of 
to the outside, the total voltage output of the rectifier will be 
the same, but the voltage at the tap position will be Jess than 
half the top voltage. 

‘An interesting variable-voltage circuit is shown in Figure 


-3C. The arrangement may be used to increase or decrease the 


output voltage of a conventional power supply, as represented 
by transformer T,, by adding another filament transformer to 
isolate the filament circuits of the two rectifier tubes and add- 
ing another plate transformer between the filaments of the 
two tubes. The voltage contribution of the added transformer 
T: may be subtracted from or added to the voltage produced 


Eo.c =0.45 EA. 
Iac.= Io.c. 


Eo.c=0.9 Eac. 
LA.c.=0.707 Ip.c. 


Ep.c.=0.9 Ea.c. 
Lac.=Loc. 


Figure 2. 
SINGLE-PHASE RECTIFICATION CIRCUITS. 


(A) shows a half-wave rectification circuit, (B) shows a full-wave 

rectification circuit, and (C) shows the common arrangement for 

bridge rectification. In the case of each circuit, operating with 

choke-input filter, the relationship between the a-c and d-c 
voltages and currents is given. 


by T, simply by reversing the double-pole double-throw 
switch S. A serious disadvantage of this circuit is the fact 
that the entire secondary winding of transformer T2 must be 
insulated for the total output voltage of the power supply. 
An arrangement for operating a full-wave rectifier from a 
plate transformer not equipped with a center tap is shown in 


_ Figure 3D. The two chokes Li must have high inductance 


ratings at the operating current of the plate supply since the 
total peak voltage output of the plate transformer is impressed 
across the chokes alternately. However the chokes need only 
have half the current rating of the filter choke L2 for a certain 
current drain from the power supply since only half the cur- 
rent passes through each choke. Also, the two chokes L; act 
as input chokes so that an additional swinging choke is not 
required for such a power supply. 

A conventional two-voltage power supply with grounded 
transformer center tap is shown in Figure 3E. The output 
voltages from this circuit are separate and not additive as in 
the circuit of Figure 3B. Figure 3F is of advantage when it is 
desired to operate Class B modulators from the half-voltage 
output of a bridge power supply and the final amplifier from 
the full voltage output. Both L: and L: should be swinging 
chokes but the total drain from the power supply passes 
through L, while only the drain of the final amplifier passes 
through L,. Capacitors C: and C: need be rated at only half 
the maximum output voltage of the power supply, plus the 
usual safety factor. This arrangement is also of advantage in 
holding down the “‘key-up” voltage of a c-w transmitter since 
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(©) TWO VOLTAGE POWER SUPPLY 


Figure 3. 
SPECIAL SINGLE-PHASE RECTIFICATION CIRCUITS. 


A description of the application and operation of each of these special circuits is given in the accompanying text. 


both L, and L, are in series, and their inductances are additive, 
insofar as the “critical inductance” of a choke-input filter is 
concerned. If 4 wfd. capacitors are used at both C, and C, ade- 
quate filter will be obtained on both plate supplies for hum- 
free radiophone operation. 


It is usual practice in commercial 
equipment installations when the 
power drain from a plate supply is 
to be greater than about one kilowatt to use a polyphase recti- 
fication system. Such power supplies offer better transformer 
utilization, less ripple output, and better power factor in the 
load placed upon the a-c line. However, such systems require 
a source of three-phase (or two-phase) energy. Several of the 
more common polyphase rectification circuits with their sig- 
nificant characteristics are shown in Figure 4. The increase in 
ripple frequency and decrease in percentage of ripple is ap- 
parent from the figures given in Figure 4. The circuit of Figure 
4C gives the best transformer utilization as does the bridge 
circuit in the single-phase connection. The circuit has the fur- 
ther advantage that there is no average d-c flow in the trans- 
former. A tap at half-voltage may be taken at the junction of 
the star transformers, but there will be d-c flow in the trans- 
former secondaries with the power supply center tap in use. 


Polyphase Rectification 
Circuits 


Rectifying elements in high-voltage plate supplies 
are almost invariably electron tubes of either the 
high-vacuum or mercury-vapor type, although selenium recti- 
fier stacks containing a large number of elements are some- 
times used. Low-voltage high-current supplies may use argon 
gas rectifiers (Tungar tubes), selenium rectifiers, or other 
types of dry-disc rectification elements. The recently intro- 
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duced xenon rectifier tubes offer some advantage over mercury- 
vapor rectifiers for high-voltage applications where extreme 
temperature ranges are likely to be encountered. However, 
such rectifiers (3B25 for example) are considerably more 
expensive than their mercury-vapor counterparts. 


In an a-c circuit, the maximum peak 
voltage or current is V2 or 1.41 times 
that indicated by the a-c meters in the 
circuit. The meters read the root-mean- 


Peak Inverse Plate 
Voltage and Peak 
Plate Current 


square (t.m.s.) values, which are the peak values divided by — 


1.41 for a sine wave. 2 OF 
If a potential of 1,000 r.m.s. volts is obtained from a high- 
voltage secondary winding of a transformer, there will be 
1,410-volts peak potential from the rectifier plate to ground. 
The rectifier tube has this voltage impressed on it, either posi- 
tively when the current flows or “/nverse’’ when the current 
is blocked on the other half-cycle. The inverse peak voltage 


which the tube will stand safely is used as a rating for rectifier 


tubes. At higher. voltages the tube is liable to arc back, thereby 
destroying it. The relations between peak inverse voltage, total 
transformer voltage and filter output voltage depend upon the 


characteristics of the filter and rectifier circuits (whether full- a 


or half-wave, bridge, etc.). 


Rectifier tubes are also rated in terms of peak plate current. 
The actual direct load current which can be drawn from a 
given rectifier tube or tubes depends upon the type of filter 


circuit. A full-wave rectifier with capacitor input passes a 
peak current several times the direct load current. 


In a filter with choke input, the peak current is not much 
greater than the load current if the inductance of the choke is 


fairly high (assuming full-wave rectification). 
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O+Eo Manufacturing Company in Malden, Mass., and from the 
_ J. W. Miller Company in Los Angeles. 

= When mercury-vapor rectifier tubes are operated in parallel 
in a power supply, small resistors or small iron-core choke 


coe Cees coils should be connected in series with the plate lead of each 7 _ 
RIPPLE FREQUENCY = 3F tube. These resistors or inductors tend to create an equal divi-“— 
RIPPLE PERCENT = 18.3 . 5 

PEAK INVERSE ~_ 2.09 Eo sion of plate current between parallel tubes and prevent one 

TUBE VOLTAGE 2.44Es 4 


tube from carrying the major portion of the current. When 
high vacuum rectifiers are operated in parallel, these chokes 
or resistors are not required. 


is: 25-2 Filter Circuit Considerations 


The filter circuit for a conventional power supply consists 


eee ee Eo=1.35 Es of a low-pass section whose cut-off frequency is somewhat 
ee ee uerekg lower than the minimum ripple frequency to be expected from 
RIPPLE PERCENT = 4.2 e i i i 
PEAK INVERSE 5 _ 2.09 0 the power supply. A low Pass filter consists of combinations of 
TUBE VOLTAGE ~ 2.83 ES inductances and capacitances. An inductor or choke coil offers 
an impedance to any change in the current flowing through it. 
A high-inductance choke coil offers a relatively high impedance 
to the flow of pulsating current, with the result that the a-c 
O+Eo component or ripple passes from the rectifier tube through the 
inductor to the load only with the greatest of difficulty. Capaci- 
> ance has exactly the opposite action to that of inductance. It 
offers a low impedance path to the flow of alternating or pul- 
PRIMARY Eo=2.34Es Sating current but presents practically infinite impedance to 
Is =o. LDic: ‘ 3 7 { 
a cpa rp ae the flow of direct current. In a low-pass filter, the inductance 
RIPPLE PERCENT = 4.2 coils are connected in series with the output of the rectifier 
PEAK.INVERSE > 1-05. Eo hil : : 
CORRNOLTAGE SAEs while capacitors are connected in parallel across the output 


circuit of the rectifier. A simple filter circuit of the choke input 
type is illustrated in Figure 5. 
An electric current always follows the path of least resist- 


© 6-PHASE BRIDGE ance or impedance. The direct-current component of the recti- 


Figure 4. _ fier output will travel through the choke coil L and back to the 
~ COMMON POLYPHASE-RECTIFICATION CIRCUITS. return circuit through the external load which normally con- 
These circuits are best applied when a7 anabs pover clears sists of the plate circuits of vacuum tubes. The a-c component 
ee eee ee a ccenine. caret of the rectifier output, however, tends to be impeded by the 


choke and short-circuited by the parallel capacitors so that the 
amount of alternating current at the output of the filter is 
very much less than that at the input. The load impedance 
across the output of the conventional filter system will gener- 
ally fall in the range from 2,000 to 20,000 ohms. The value of 
this effective resistance may be calculated by dividing the out- 
put voltage of the filter system by the total load current. The 
value of the load impedance is necessary in making calcula- 
tions concerning the critical inductance of the input choke for 
a filter circuit. 


_A full-wave rectifier with two rectifier elements requires a 
transformer which delivers twice as much a-c voltage as would 
be the case with a half-wave rectifier or bridge rectifier. 


Mercury-Vapor The inexpensive mercury-vapor type of rec- 
Rectifier Tubes __ tifier tube is almost universally used in the 

high-voltage plate supplies of amateur 
transmitters. Most amateurs are quite familiar with the use 
of these tubes but it should be pointed out that when new or 


“ s ] in service, : Lees : 
long-unused mercury-vapor tubes are first placed in Filter Input There are two types of input circuits which 
- the filaments should be operated at normal temperature for 


RAs : ; : Circuits may be used in filter systems. These are capaci- 
approximately re plate voltage is_applied, pes ‘ 
: of-input sections and inductor or choke-input 
in order to remove rcury_from the cathode-and 


: sections. The capacitor-input filter is commonly used in low 
ne -Cisat any mercury _Cepostt cleat an een deposit ftom_th e_top of the envelape- voltage power supplies where the drain such as from a receiver 
After this preliminary warm-up with a new tube, plate voltage : : : : 3 

; ee ¢ will be relatively constant but is seldom used in power supplies 
may be applied within 20 to 30 seconds after the time the fila- 


ments are turned on, each time the power supply is used. If 


_ plate voltage should be applied before the filament is brought ~ b 
to full temperature, active material may be knocked off the 
oxide-coated filament and the life of the tube will be greatly 
Phoriened ete RECTIFIER LOAD 
Small r-f chokes must sometimes be connected in series with \ C 
| the plate leads of mercury-vapor rectifier tubes in order to / si 
% \. prevent the generation of radio-frequency hash. These r-f” . Figure 5. 
_. “chokes must be wound with sufficiently heavy wire to carry SINGLE-SECTION CHOKE-INPUT FILTER. 
“s the load current and must have enough inductance to attenu- With commonly used values of L and C, the ripple voltage will 
ate the r-f parasitic noise current to prevent it from flowing padichincts S senidliv Matias pay PRR Nels ipser® 
ih ‘ in the filter supply leads and then being radiated into nearby resistance. This type of filter is commonly used in supplying 


plate voltage to a push-pull modulator stage (in which most of 
the plate-supply ripple cancels out) or to a c-w telegraphy 
amplifier in which a small amount of ripple may be tolerated. 


receivers, Manufactured mercury-vapor rectifier hash chokes 
are available in various current ratings from the James Millen 
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Figure 6. 
STANDARD 2-SECTION FILTER. 


When C: is used in the circuit the filter is termed “capacitor 
input.“ If Ci is omitted the filter is called “choke input.” 


delivering more than perhaps 800 volts. Capacitor-input filters 
are characterized by relatively poor regulation, poor power 
factor of the line current drain, a high ratio of r.m.s. to aver- 
age transformer-winding current and a high peak current flow 
in the rectifier tubes. The permissible current drain from a 
high-voltage power supply using a capacitor-input filter is only 
about one-half that of the same power supply when using a 
choke-input filter. Also, the no-load output voltage from a 
capacitor-input filter tends to approach the peak voltage out- 
put of the plate transformer, or 1.41 times the active r.m.s. 
secondary voltage. At high current drain the output d-c voltage 
from such a filter will be less than the r.m.s. secondary voltage, 
thus making for poor regulation in the power supply. These 
two standard power supply filter-input circuits are shown in 
Figure 6. 

The choke-input filter system, on the other hand, tends to 
keep the output voltage of the filter at approximately 0.9 of the 
r.m.s. voltage impressed upon the rectifier tubes from the 
power transformer. However, this regulating effect does not 


take place until the load current exceeds a certain minimum. 


value. In other words, as the load current is decreased, at a 
certain critical point the output voltage begins to soar. This 
point is determined by the inductance of the input choke. If it 
has high inductance, the current can be reduced to a very low 
value before the output voltage begins to rise. Under these 
conditions, a dow-drain bleeder resistor will keep the current 
.in excess of the critical point, and the voltage will not soar 
even if the external load is removed. : 
The minimum inductance which will be required for the 
input choke is called the critical inductance and is expressed 
by the following equation: 
: Rt 


we 1000 

where Lerit. is the critical inductance of the input choke and 
Ry, is the effective load resistance of the power supply. When 
all the load is removed from the power supply, as with exci- 
tation keying of a c-w transmitter, Rx. is equal to the bleeder 
resistance across the power supply. When the power supply 
is feeding a variable load whose current does not drop com- 
pletely to zero, Ru is equal to the normal voltage output of the 
supply divided by the minimum load current. As an example, 
if a 2000-volt power supply with a 50,000-ohm bleeder is to be 
used to feed a pair of 810 modulator tubes operating with the 
rated 50 volts of bias, the minimum drain for the supply will 
be 60 ma. minimum drain by the 810’s plus 40 ma. drain 
through the bleeder. Thus the total minimum drain is 100 ma. 
at 2000 volts so the value of Rx at this drain is 2000 divided 
by 0.1 ampere or 20,000 ohms. Hence we see, by use of the 
critical inductance equation, that a minimum value of 20 
henrys will be required for the input choke. 

Inductors are made especially for use as input chokes with 
little or no air gap in order to give them more inductance at 
low values of current. Their filtering effectiveness at maximum 
current is impaired somewhat, because they saturate easily, 
but their high inductance at low values of current permits use 
of a smaller bleeder to keep the current in excess of the critical 


value. Such chokes are called swinging chokes because they 
have high initial inductance and the inductance rapidly falls 
to a comparatively low value as the current through the choke 


‘is increased. 


Filter inductors consist of a coil of wire wound 
on a laminated iron core. The size of wire is 
determined by the amount of direct current 
which is to flow through the choke coil. This direct current 
magnetizes the core and reduces the inductance of the choke | 
coil; therefore, filter choke coils of the “smoothing” type are. 
built with an air gap of a small fraction of an inch in the iron 
core, for the purpose of preventing saturation when maximum 
d.c. flows through the coil winding. The “air gap” is usually 
in the form of a piece of fiber inserted between the ends of the 
laminations. The air gap reduces the initial inductance of the 
choke coil, but keeps it at a higher value under maximum 


Filter Choke 
Coils 


‘load conditions. The coil must have a great many more turns 


for the same initial inductance when an air gap is used. 

The d-c resistance of any filter choke should be as low as 
possible in conjunction with the desired value of inductance. 
Small filter chokes, such as those used in radio receivers, usu- 
ally have an “inductance of from 6 to 15 henrys, and a d-c 
resistance of from 200 to 400 ohms. A high d-c resistance will 
reduce the output voltage, due to the voltage drop across each 
choke coil. Large filter choke coils for radio transmitters and 
Class B amplifiers usually have less than 100 ohms d-c tfe- 
sistance. 


Filter 
Capacitors paper dielectric type, (2) electrolytic type. 
' Paper capacitors consist of two strips of metal 
foil separated by several layers of waxed paper. Some types 
of paper capacitors are wax-impregnated, but the better ones, 
especially the high-voltage types, are oil-impregnated and oil- 
filled. Capacitors are rated both for flash test and normal oper- 
ating voltages; the latter is the important rating and is the 
maximum voltage which the capacitor should be required to 
withstand in service. 

The capacitor across the rectifier circuit in a Capacitor-input 
filter should have a working voltage rating equal to at least 


_ 1.41 times the r.m.s. voltage output of the rectifier. The remain- 


ing capacitors may be rated more nearly in accordance moth 
the d-c voltage. 
Electrolytic capacitors are of two types: (1) wet, (2) dry. 


The wet electrolytic capacitor consists of two aluminum elec- — 
trodes immersed in a solution called an electrolyte. A very 


thin film of oxide is formed on the surface of one electrode, 
called the anode. This acts as the dielectric. The electrolytic 
capacitor must be correctly connected in the circuit so that 
the anode always is at positive potential with respect to the 
electrolyte, the latter actually serving as the other electrode 
(plate) of the capacitor. A reversal of the polarity for any 
length of time will ruin the capacitor. 

The dry type of electrolytic capacitor uses an electrolyte in 


the form of paste. The dielectric in both kinds of electrolytic 


capacitors is not perfect; these capacitors have a much higher 
direct current leakage than the paper type. The leakage cur- 
rent is greater in the wet electrolytic than in the dry types, but 
the former are self-healing and are not pecmanentiy damaged 
by moderate voltage overloads. 

The high capacitance of electrolytic capacitors results from 
the thinness of the film which is formed on the plates. The 


maximum voltage that can be safely impressed across the 


average electrolytic filter capacitor is between 450 and 600 


volts; the working voltage is usualiy rated at 450. When elec- S 
trolytic capacitors are used in filter circuits of high-voltage 
Theses 


supplies, the capacitors should be connected in series. 


q 
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There are two types of filter capacitors: (1) 


a 
. 


. 


positive terminal of one capacitor must connect to the nega- 
tive terminal of the other, in the same manner as dry batteries 
are connected in series. 

It is mot necessary to connect shunt resistors across each 
electrolytic capacitor section as it is with paper capacitors con- 
nected in series, because electrolytic capacitors have fairly low 
internal d.c. resistance as compared to paper capacitors. Also, 
if there is any variation in resistance, it is that electrolytic 
unit in the poorest condition which will have the highest 
leakage current, and therefore the voltage across this capacitor 
will be lower than that across one of the series connected units 
in better condition and having higher internal resistance. Thus 
we see that equalizing resistors are not only unnecessary across 
series-connected electrolytic capacitors but are actually unde- 
sirable. This assumes, of course, similar capacitors by the 
same manufacturer and of the same capacitance and voltage 
rating. It is not advisable to connect in series electrolytic capact- 
tors of different make or ratings. 

There is very little economy in using electrolytic capacitors 
in series in circuits where more than two of these capacitors 
would be required to prevent voltage breakdown. 

Wet electrolytic capacitors housed in an aluminum can 
ordinarily use the can as the negative electrode, or contact to 
the electrolyte (the electrolyte being the true electrode). Wet 
electrolytic capacitors should always be mounted in a vertical 
position. To allow escape of gas generated as a result of elec- 
trolysis, a small vent is provided. 


Electrolytic capacitors can be greatly reduced in size by use 


of etched aluminum foil for the anode. This greatly increases 
the surface area, and the dielectric film covering it, but raises 
the power factor slightly. For this reason, ultra-midget elec- 
trolytic capacitors shauld not be used at full rated d-c voltage 


‘when a high a-c component is present, such as would be the. 


case for the input capacitor in a capacitor-input filter. 
When a dry (paste electrolyte) electrolytic capacitor is 
subjected to over voltage and the leakage current is increased 
substantially, the capacitor may be considered as no longer fit 
for service, as heating caused by the rupture will aggravate 
- the condition. As previously mentioned, mildly ruptured wet 
electrolytic capacitors will heal if normal voltage is applied 
to them for a time. 


Bleeder 
- Resistors 


A heavy-duty resistor should be connected across 

the output of a filter in order to draw some load 

: current at all times. This resistor avoids soaring 
of the voltage at no load when swinging choke input is used, 
and also provides a means for discharging the filter capacitors 

when no external vacuum-tube circuit load is connected to the 
filter. This bleeder resistor should normally draw approxi- 
mately 10 per cent of the full load current. 

The power dissipated in the bleeder resistor can be calcu- 
lated by dividing the square of the d-c voltage by the resistance. 
This power is dissipated in the form of heat, and, if the re- 
sistor is not in a well-ventilated position, the wattage rating 
should be higher than the actual wattage being dissipated. 
High voltage, high capacitance filter capacitors can hold a 
dangerous charge if not bled off, and wire-wound resistors 
occasionally open up without warning. Hence it is wise to 
place carbon resistors in series across the regular wire-wound 
bleeder as explained in Chapter 9 under Safety Precautions. 

When purchasing a bleeder resistor, be sure that the resistor 
will stand not only the required wattage, but also the voltage. 
Some resistors have a voltage limitation which makes it im- 
possible to force sufficient current through them to result in 
rated wattage dissipation. This type of resistor usually is pro- 

vided with slider taps, and is designed for voltage divider 
service. An ‘untapped, non- -adjustable resistor is preferable as 
a high voltage bleeder, and is less expensive. Several small 
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Figure 7. 
CIRCUIT FOR MEASURING A-C RIPPLE. 


The a-c instrument should not be inserted into the jack until after 
the plate supply has been turned on; otherwise the charging 
current to capacitor C; will damage the instrument. The jack 
must be of the closed-circuit type. Cs must be rated at some- 
what more than the plate supply voltage to afford a factor 
of safety. Further, the meter must be removed from the circuit 
before the plate supply is turned off or the discharge current 
of Cs: may damage the instrument, 


Leen eee ee ee ee ee a 
resistors may be used in series, if desired, in order to obtain 
the required wattage and voltage rating. 


An estimate of the output voltage which 
will be obtained from a power supply using 
mercury-vapor rectifier tubes and an input 
choke equal to or greater than the critical 
inductance is quite easily made. The output voltage will be 
approximately equal to 0.9 times the actual r.m.s_half- 
secondary voltage in a full-wave rectifier (0.9 times the full 
secondary voltage in a bridge rectifier) less the IR drops in the 
choke coils. If 0.9 times the half-secondary voltage in a full- 
wave rectifier is equal to 2100 volts, the current drain is 300 
ma. and the total resistance of the input choke and the filter 
choke is 200 ohms, the output-voltage will be 2100 minus 0.3 
amperes times 200 ohms or 60 volts, or a net voltage of 2040. 


Output Voltage 
from a 
Power Supply 


The ripple in the output of a filter circuit 
can be measured with an oscilloscope or by 
means of the simple circuit in Figure 7. A 
high-voltage capacitor C;, having a capacitance of from ¥% to 
1 »fd. and a high-resistance coppet-oxide a-c voltmeter pro- 
vides a method of measuring the actual ripple voltage. 

The voltmeter should be plugged into the measuring jack 
after the power supply and external load circuit are in normal 
operating condition, and the meter should be removed from 
the shorting type jack before turning off the power supply or 
removing the load. The charging current through capacitor 
C; would soon burn out the meter if the meter were left in the 
circuit at all times. 


25-3 Special Power Supplies 

_ A complete transmitter usually includes one or more power 
supplies such as grid-bias packs, voltage-regulated supplies, 
or transformerless supplies having some special characteristic. 
Battery-operated power supplies have also been included under 
this grouping. 


Ripple Voltage 
Measurement 


Where it is desired in a circuit to stabi- 
lize the voltage supply to a circuit re- 
quiring not more than perhaps 20 to 25 
ma. the glow-discharge type of voltage- 
regulator tube can be used to great advantage. Examples of 
such circuits are the local oscillator circuit in a receiver, the 
tuned oscillator in a v.f.o., the oscillator in a frequency meter, 
or the bridge circuit in a vacuum-tube voltmeter. A number 
of tubes are available for this application including the 
OA3/VR75, OB3/VR90, OC3/VR105, OD3/VR150, and the 
OA2 and OB2 miniature types. These tubes stabilize the 
voltage across their terminals to 75, 90, 105, or 150 volts. The 
miniature types OA2 stabilize to 150 volts and OB2 to 108 
volts. The types OA2, OB2, and OB3/VR90 have a maximum 
current rating of 30 ma. and the other three types have a 
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TUNED FILTER CIRCUIT. 
The capacitors C: and Cs are the usual values which would be 
used with a conventional filter circuit. The value of C2 is then 
adjusted to resonate the choke L to the main ripple frequency. 
Normal load current should be drawn from the power supply 
while this adjustment is being made so that the inductance of 
choke L will be at its usual vaiue. This type of filter has very 
great attenuation to the main ripple frequency, but its attenu- 
ation to higher harmonics of the power supply frequency is less 
than with the conventional “brute force’ filter. Hence it is 
advisable to precede a filter of this type with an input choke, 
or to follow the tuned filter with a section of conventional filter. 


se 


maximum current rating of 40 ma. The minimum current 
required by all six types to sustain a constant discharge ts 
> ma. e 

A VR tube (common term applied to all glow-discharge 
voltage regulator tubes) may be used to stabilize the voltage 
across a variable load or the voltage across a constant load 
fed from a varying voltage. Two or more VR tubes may be 
connected in series to provide exactly 180, 210, 255 volts or 
other combinations of the voltage ratings of the tubes. It is not 
recommended, however, that VR tubes be connected in parallel 
since both the striking and the regulated voltage of the paral- 
leled tubes will probably be sufficiently different so that only 
one of the tubes will light. The remarks following apply gen- 
erally to all the VR types although some examples apply spe- 
cifically to the OD3/VR150 type. 

A device requiring, say, only 50 volts can be stabilized 
against supply voltage variations by means of a VR-105 sim- 
ply by putting a suitable resistor in series with the regulated 
voltage and the load, dropping the voltage from 105 to 50 
volts. However, it should be borne in mind that under these 
conditions the device will not be regulated for varying load; 
in other words, if the /oad resistance varies, the voltage across 
the load will vary, even though the regulated voltage remains 
at 105 volts. 

To maintain constant voltage across a varying load resist- 
ance there must be vo series resistance between the regulator 
tube and the load. This means that the device must be oper- 
ated exactly-at one of the voltages obtainable by seriesing two 
or more similar or different VR tubes. 

A VR-150 may be considered as a stubborn variable resistor 
having a range of from 30,000 to 5000 ohms and so intent 
upon maintaining a fixed voltage of 150 volts across its termi- 
nals that when connected across a voltage source having very 
poor regulation it will instantly vary its own resistance within 
the limits of 5000 and 30,000 ohms in an attempt to maintain 
the same 150 volt drop across its terminals when the supply 
voltage is varied. The theory upon which a VR tube operates 
is covered under the subject of gaseous conduction in .the 
chapter on Vacuum Tube Principles, and will not be discussed 
here. 


It is paradoxical that in order to do a good job of regulating, — 


the regulator tube must be fed from a voltage source having 
poor regulation (high series resistance). The reason for this 
presently will become apparent. 

If a high resistance is connected across the WR tube, it will 
not impair its ability to maintain a fixed voltage drop. How- 
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Figure 9. 


STANDARD VR-TUBE REGULATOR CIRCUIT. 
The VR-type regulator tube will maintain the voltage 
across its terminals constant within 1 or 2 volts for 
moderate variations of either Ri or Es. See text for dis- 
cussion of the application of the various VR-tube types. 


ever, if the load is made too low, a variable 5000 to 30,000 
ohm shunt resistance (the VR-150) will not exert sufficient 
effect upon the resulting resistance to provide constant voltage 
except over a very limited change in supply voltage or load 
resistance. The tube will supply maximum regulation, or reg- 
ulate the largest load, when the source of supply voltage has 
high internal or high series resistance, because a variation in 
the effective internal resistance of the VR tube will then have 
more controlling effect upon the load shunted across it. 

In order to provide greatest range of regulation, a VR tube 


-(or two in series) should be used with a series resistor (to 


effect a poorly regulated voltage source) of such a value that 
it will permit the VR tube to draw from 8 to 20 ma. under 
normal or average conditions of supply voltage and load im- 
pedance. For maximum control range, the series resistance 
should be not less than approximately 20,000 ohms, which 
will necessitate a source of voltage considerably in excess of 
150 volts. However, where the supply voltage is limited, good 
control over a limited range can be obtained with as little as 
3000 ohms series resistance. If it takes less than 3000 ohms 
series resistance to make the VR tube draw 15 to 20 ma. when 
the VR tube is connected to the load, then the supply voltage 
is not high enough for proper operation. | : 

Should the current through a VR-150, VR-105, or VR-75 
be allowed to exceed 40 ma., the life of the tube will be short- 
ened. If the current falls below 5 ma., operation will become 
unstable. Therefore, the tube must operate within this range, 
and within the two extremes will maintain the voltage within 
1.5 per cent. It takes a voltage excess of at least 10 or 15 per 
cent to “start” a VR type regulator; and to insure positive 
starting each time the voltage supply should preferably exceed 
the regulated output voltage rating by about 20 per cent or 
more. This usually is automatically taken care of by the fact 
that if sufficient series resistance for good regulation is em- 
ployed, the voltage impressed across the VR tube before the 
VR tube ionizes and starts passing current is quite a bit higher 
than the starting voltage of the tube. 

When a VR tube is to be used to regulate the voltage ap- 
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plied to a circuit drawing Jess than 15 ma. normal or average 
current, the simplest method of adjusting the series resistance 


is to remove the load and vary the series resistor until the VR 
tube draws about 30 ma. Then connect the load, and that ts all 


there is to it. This method is particularly recommended when _ 


the load is a heater type vacuum tube, which may not draw 
current for several seconds after the power supply is turned 
on. Under these conditions, the current through the VR tube 
will never exceed 40 ma. even when it is running unloaded 
(while the heater tube is warming up and the power supply 
rectifier has already reached operating.temperature ). | 


Figure 9 illustrates the standard glow discharge regulator 


tube circuit. The tube will maintain the voltage across Ri — 
constant to within 1 or 2 volts for moderate variations in — 


Ry or Es. 
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Figure 10. 
VOLTAGE-REGULATED POWER SUPPLY. 
This power pack is capable of delivering from 175 to 300 volts 


at an average current of 60 ma. with very good stability with 
_ respect to both load and supply-voltage variations. 


’ 


_Voltage-Regulated When it is desired to stabilize the poten- 


tial across a circuit drawing more than 
a few milliamperes, it is advisable to use 
4 voltage regulated power supply of the type shown in Figures 
10 and 11 rather than glow discharge type tubes. The power 
pack illustrated will deliver up to 300 volts of well-regulated 
voltage, the output voltage holding within 1 volt for variations 
in line voltage or load resistance of 25 per cent. 

The maximum current that may be drawn from the supply 
without detrimentally affecting the regulation is determined by 
the desired output voltage, the latter being adjustable by 


Power Supplies 


_ variation of Rs. At 200 volts the output voltage is constant up 
- to 100 ma., the maximum current which the 6B4-G and power 


transformer will stand. At 300 volts, the maximum usable out- 
put voltage, the useful range is from 0 to 50 ma. At the latter 
voltage the regulator begins to lose control when more than 


50 ma. is drawn from the supply. 


349 


The system works by virtue of the fact that the 6B4-G acts 
as a variable series resistance or losser, and is controlled by a 
regulator tube much in the manner of a-v-c citcuits or inverse 
feedback as used in radio receivers and a-f amplifiers. The 
6SJ7 amplifier controls the bias on the 6B4-G, which in turn 
controls the resistance of the 6B4-G, which in turn controls 
the output voltage, which in turn controls the plate current of 
the 6SJ7, thus completing the cycle of regulation. It is readily 
apparent that under these conditions any change in the output 
voltage will tend to “resist itself; much as the a-v-c system 
of a receiver resists any change in signal strength delivered to 
the detector. 

Because it is necessary that there always be a moderate 
voltage drop through the 6B4-G in order for it to have proper 
control, the rest of the power supply is designed to deliver as 
much output voltage as possible considering the r.m.s. voltage 
of the b.c.l. type power transformer. This calls for a low resist- 
ance full-wave rectifier, a high capacitance input capacitor, 
and a low resistance filter choke. A 5Z4 rectifier is used in 
place of an 83 or other mercury-vapor tube to avoid possibleX 
“hash” in any nearby receiver. This tube has lower resistance 


than an 80 or 5Z3 and in addition, since it is a heater type, 


plate voltage will not be applied to the regulator tubes until 
they are up to operating temperature. 


Voltage-Regulated 
Bias Pack 


The type of voltage-regulated power 
supply discussed in the previous para- 
gtaphs is not suited for use as a bias 


_ pack. Since the direction of current flow in a bias power sup- 


ply is opposite from that of a regular power supply, a special 
type of pack must be used for bias service. A-suitable pack for 
use in a regulated bias circuit is shown in Figure 12. In this 
type of power supply, the regulator tube (6B4-G, 2A3, or 
6A3) acts as a variable bleeder resistor which automatically 
adjusts its resistance to a value such that the grid current 
flowing through it will develop a constant value of voltage 
across the output terminals of the pack. 

Inspection of the circuit diagram of Figure 12 will show 
that the circuit consists of a half-wave power supply (to ob- 
tain greater voltage from the b.c.l.-type power transformer), 
a pair of electrolytic capacitors im series as the filter, and a 
tapped voltage divider feeding the grid of the 6B4-G regulator 
tube. The tap switch, S2, provides a rough voltage adjustment 
from about 100 to 600 volts, while the rheostat, Ri, allows a 
fine voltage adjustment to be made. The maximum grid current 
which may be run through the pack is determined by the plate 
dissipation of the 6B4-G. The permissible grid current varies 
from about 100 ma. in the vicinity of 100 volts of bias down 
to about 25 ma. in the 600-volt region. The regulation of the 
supply is equivalent to a constant voltage in series with a 200- 
ohm resistor. If the supply is to be used as bias for a Class 
B modulator a 10-yfd. electrolytic capacitor should be placed 
across the output. 


Ci—-8-ufd. 600-volt electrolytic 
Co—8-fd. 450-volt electrolytic 
Ri—500,000 ohms, Y2 watt 
Re—75,000 ohms, 1 watt 
R:—10,000 ohms, 1 watt 
Rsi-——20,000 ohms, 1 watt 
Rs—15,000-ohm potentiometer 
Rc—10,000 ohms, 1 watt 
S—A.c. line switch 

T—700 v. c.t. 120 ma., 5 v. 4 a., 6.3 v. 4.7 a, 
CH—10-hy. 110-ma. choke 


Figure 11. 
_ SCHEMATIC OF THE VOLTAGE-REGULATED POWER SUPPLY. 
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Figure 12. 
~ YOLTAGE-REGULATED BIAS POWER SUPPLY. 


Ci, Cz, Cs, Cs—4-ufd. 450-volt Ro—10,000 ohms, 12 watt 
electrolytics Si—A.c. line switch 
Ri—50,000-ohm potentiometer S>—Voltage selector switch, s.p. 


Re, Rs, Rs, Rs, Re, Rr—50,000 6-position 
ohms, 12 watt T—480 v. c.t, 40 ma., 5 v. 2 a., 
Rs—100,000 ohms, 1/2 watt 6.3 v. 2 a. 
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It is usually desirable in a high-power 
transmitter to meter the plate current of 
a stage in the cathode circuit. However, 
when power supply bias is used with a 
common return the grid current of the stage also shows on 
the cathode meter. The circuit shown in Figure 13 allows the 
use of a single bias pack on several r-f stages and also perhaps 
the Class B modulator yet returns the grid current of the stage 
directly to the cathode so that only the plate current shows on 
the cathode meter. Thus, in Figure 13, M, reads only the grid 
current on the Class C amplifier, M2 reads only the plate cur- 
rent of this stage, and Ms reads only the plate current of the 
Class B modulator. 


Bias Pack for 
Cathode Metering 
Circuit 


Figure 14 shows a bias pack circuit for 
providing a fixed minimum value of bias 
for several amplifier stages. When no grid 
current is flowing on the amplifier stages the grid bias will be 
approximately equal to the output voltage of the bias pack. By 


Fixed-Minimum 
Bias Pack 


using a transformer especially designed for bias-pack service. 


the output voltage may be adjusted to the desired value. When 
grid current does flow into one of the terminals of the bias 
pack the current contribution from the pack decreases until 
at a certain value of grid current the section of the 5Y3-GT 
rectifier tube in use will be cut off and Ry, Re, Rs, or Rs (which- 
ever one is in use) will be acting only as a grid leak on the 
amplifier stage. 

Also illustrated at the bottom of Figure 14 is a circuit 
whereby a VR tube may be used to supply regulated bias 
voltage to a stage. However, with this circuit the permissible 
d-c grid current to the amplifier stage is limited to about 30 
ma. since the total grid current passes through the VR tube. 


Resistor R; serves to cause a fixed minimum value of current 


of from 5 to 8 ma. to pass through the VR tube. 


It should be borne in mind that when a con- 
ventional power supply is used “inverted” in 
order to provide bias to a stage drawing grid 
current, the grid current flows in the same direction as the 
bleeder current. This means that the grid current does not flow 
through the power pack as when a pack is used to supply plate 
voltage, but rather through the bleeder. The transformer and 


Bias Pack 
Considerations 


_ will be delivering no current to the bleeder. Under these con- a 


CLASS C AMPLIFIER 
Jen 


CLASS B 


ORIV 
TRANSFORMER 


2 re 
ER 
> 
Ss 
S 
= 


LY MODULATOR 
6B4G MOANSFORMER| 
TT « 
(==) i 
“es 
ag 


S = 
© S 

SS S C 
= So 9 
Ss So 


T4 ( 


O 


115 V.A.C. 8+ MOD. B+ FINAL 


Figure 13. 


SPECIAL BIAS PACK FOR USE WITH CATHODE-CIR- 
CUIT METERING. 
The R:-C; circuit may consist of a 2-yfd. 1000-vyolt capacitor 
and a group of 47K 1-watt resistors in series, with a tap switch 
selecting the junction points between the resistors as a voltage 
divider. R2 and R: should be 100K 2-watt resistors. All other 
circuit values are conventional. See text for discussion. 


} 


chokes in the bias pack actually have less work to do when — 
the biased stage is drawing grid current, because the greater ; 
the grid current flowing through the bleeder the greater the 
voltage drop across it and the less current the bias pack sup- 
plies to the bleeder. In fact, if the grid current is great enough . 
and the bleeder resistor high enough, the voltage developed 
across the bleeder will be greater than the maximum voltage 
which the power pack can deliver, and hence the power pack 


ditions, it is quite possible for the voltage to exceed the voltage 
rating of the bias-pack filter capacitors. : 


VR TUBE 


Figure 14. a 
GRID-BIAS SUPPLY USING DIODE LIMITERS. : 


This circuit may be used where regulation of the bias voltage is 
not necessary. Resistors R1, Rz, Rs, and R, should be the proper 
value of grid leak for the r-f amplifier stage. A VR tube may 
be used as a regulator for a stage drawing not more than about 
30 mew of grid current in the manner shown at the bottom of 

this figure. 


Figure 15. 


SIMPLE BIAS POWER SUPPLY. 


This power supply will deliver up to 250 volts of protective bias 
to the various stages of a high-power ‘phone or c-w transmitter. 
A safety factor has been provided in the rating of the filter 
capacitor so that the pack may be used at full output voltage 
with a stage running heavy grid current. The power transformer 
should have a rating of about 75 ma. This type of bias pack 
does not have good regulation and is subject to interaction 
between the grid currents of the two stages to which it feeds 
bias, 


Bear in mind that the bleeder always acts as a grid leak 
when grid current is flowing, and while the effect can be 
minimized by making the resistance quite low, all grid current 
must flow through the bleeder, as it cannot flow back through 
the bias pack. 

Class C amplifiers, both c-w and plate modulated, require 
high grid current and considerably more than cutoff bias, the 
bias sometimes being as high as 4 or 5 times cutoff. To protect 
the tubes against excitation failure, it is desirable that fixed 
bias sufficient to limit the plate current to a safe value be used. 
This is normally the amount of bias that would be used on the 
same tubes at the same plate voltage in a Class B modulator. 
It is best practice to obtain only this amount of bias from a 
bias pack, the additional required amount being obtained from 
a variable grid leak which is adjusted for correct bias and grid 
current while the stage is running under norma! conditions. 

This condition is such that the voltage divider tap on the 
bias pack will be delivering only a portion of the full bias pack 
voltage when the biased stage is inoperative. Then, when grid 
current flows to the biased stage, there is no danger of the 
voltage rising to dangerously high values across the filter ca- 
pacitors in the bias pack. 

A bias power supply for providing “protective bias” to the 
r-f stages of a medium-power radio transmitter is shown in 
Figure 15. 

Two bleeder resistors with aide: adjustments. provide any 
desired value of negative grid bias for the r-f amplifiers. The 
location of the slider on the resistors should be determined 
experimentally with the amplifier in operation, since the direct 
"grid current of the r-f amplifier itself will affect the voltage 
across the bias supply taps. The circuit illustrated is practically 
free from reaction between buffer and final amplifier bias. 


Transformerless 
Power Supplies 


Figure 16 shows a group of five different 
types of transformerless power supplies 
which are operated directly from the a-c 
line. Circuits of the general type are-normally found in a.c.- 
dic. receivers but may be used in low-powered exciters and 
transmitter bias packs and in test instruments. When circuits 
such as shown at (A) and (B) are operated directly from the 
a-c line, the rectifier element simply «ectifies the line current 
and delivers the alternate half cycles of energy to the filter 
network. With the normal type of rectifier tube, load currents 
up to approximately 75 ma. may be employed. The d-c voltage 
output of the filter will be slightly less than the r-m-s line 
voltage, depending upon the particular type of rectifier tube 
employed. With the introduction of the miniature selenium 
rectifier, the transformerless power supply has become a very 
convenient source of moderate voltage at currents up to ap- 
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Figure 16. 


LINE-RECTIFIER AND VOLTAGE-DOUBLER CIRCUITS. 
The application of these circuits is described in the text. 


proximately 100 ma. A number of advantages are offered by 
the selenium rectifier as compared to the vacuum tube rectifier. 
Outstanding among these are the factors that the selenium 
rectifier operates instantly, and that it requires no heater power 
in order to obtain emission. The amount of heat developed by 
the selenium rectifier is very much less than that produced by - 
an equivalent vacuum-tube type of rectifier. 

In the circuits of Figure 16, (A), (B) and (C), capacitors 
C, and C, should be rated at approximately 150 volts and for 
a normal degree of filtering and capacitance, should be between 
15 to 60 ufd. In the circuit of Figure 16D, Capacitor C: should 
be rated at 150 volts and capacitor C: should be rated at 300 
volts. In the circuit of Figure 16E, capacitors C, and C; should 
be rated at 150 volts and C, and C, should be rated at 300 
volts. 

The d-c output voltage of the line rectifier may be stabilized 
by means of a VR tube, such as has been described earlier in 
this chapter. However, due to the unusually low internal resist- 
ance of the selenium rectifier, transformerless power supplies 
using this type of rectifying element can normally be expected 
to give very good regulation. 


Figures 16C and 16D illustrate two simple 
voltage-doubler circuits which will deliver 
a d-c output voltage equal approximately 
to twice the r.m.s. value of the power line voltage. The no-load 
d-c output voltage is equal to 2.82 times the r.m.s. line voltage 
value. At high current levels, the output voltage will be slightly 
under twice the line voltage. The circuit of Figure 16C is of 
advantage when the lowest level of ripple is required from the 
power supply, since its ripple frequency is equal to twice the 


Voltage-Doubler 
Circuits 


’ line frequency. The circuit of Figure 16D is of advantage when 


Figure 17. 
TYPES OF TRANSFORMER CORES. 


it is desired to use the grounded side of the a-c line in a perma- 
nent installation as the return circuit for the power supply. 


The circuit of Figure 16E illustrates a voltage 
quadrupler circuit utilizing four of the miniature 
selenium rectifiers. In effect this circuit is equiva- 
lent to two voltage doublers of the type shown in Figure 16D 
with their outputs connected in series. The circuit delivers a 
d-c output voltage under light load approximately equal to 
four times the r-m-s value of the line voltage. The no-load d-c 
output voltage delivered by the quadrupler is equal to 5.66 
times the r-m-s line voltage value and the output voltage de- 
creases rather rapidly as the load current is increased. 

In each of the circuits in Figure 16 where selenium rectifiers 
have been shown, conventional high-vacuum rectifiers may be 
substituted with their filaments connected in series and an 
appropriate value of line resistor added in series with the fila- 
ment string. 


Voltage 
Quadrupler 


Vibrator Power 
Packs 


The vibrator-type power supply has as its 
heart a step-up transformer operated from 
a storage battery by means of a vibrating- 
reed interrupter connected in series with the battery and pri- 
mary. The job of the interrupter is to chop up the direct cur- 
rent from the battery at a regular rate so as to produce rising 
and falling magnetic flux in the transformer and consequently 
a high alternating voltage across the secondary winding. 
Standard automobile radios employ vibrator-type Domes 
supplies. 

Vibrator-type power supplies and replacement vibrators may 
be purchased so reasonably that home building of these units 
is not feasible. The vibrator pack generally employed: 1 
portable amateur transmitters and receivers is driven oe a 
6-volt storage battery. 

One type vibrator power supply utilizes a standard tube, 
such as type 6X5, to rectify the secondary voltage. In this 
respect, it does not differ from the well-known power line- 
operated power supply. Another type, however, employs an 


extra pair of vibrator contacts to rectify the high-voltage out- 


put by mechanical action, 

‘The vibrator transformer-rectifier combinatiodn requires the 
usual capacitor-choke filter to smooth out the rectified current 
pulsations. In addition, r-f filters must be included in the cir- 
cuit to minimize transmission of damped wave r-f voltages 
generated by the sparking contacts of the vibrator. 

Vibrator-type power supplies are commercially available 
with d-c output ratings as high as 400 volts at 200 ma. — 


Power Supplies 


Dynamotors The dynamotor is an improved type of motor 


generator designed specifically to supply d-c 
plate, screen and grid voltages for portable radio transmitters 
and receivers. The dynamotor type of construction differs from 
the conventional motor generator in that both motor and gen- 
erator coils are wound on the same armature core. Small-sized _ 
portable radio dynamotors are designed to run on low d-c © 
voltages, from 6 to 24, delivered by storage batteries. ake 
6-volt type is in common amateur use. 

Dynamotors may be supplied with built-in filters so that 
the machine need only be connected to the battery and radio 
equipment. 6-volt dynamotors are available with d-c ouipue 
ratings as high as 500 volts at 200 ma. 


25-4 Transformer Design 

A common problem in radio and allied work is to determine 
how a transformer can be built to supply certain power re- 
quirements for a particular application, or how to calculate the 
windings needed to fit a certain transformer core which is 
already on hand. These problems can be. soe by a small 
amount of calculation. 

The most important factor in determining the size of any 

transformer is the amount of Core material available. The 
electrical rating, as well as the physical size, is determined 
almost entirely by the size of the core. The core material is also 
important. The present practice is to use high-grade silicon- 
steel sheet. It will be assumed that this type of material is to 
be employed in all construction herein described. Soft sheet- 
iron or stovepipe iron is sometimes substituted, but transform- 
ers made from such materials will have about 50 to 60 per 
cent of the power rating, pound for pound of core, as those 
made from silicon-steel. 
The Core The core size determines the performance of a 
transformer because the entire energy circulating 
in n the transformer (except small amounts of energy dissipated 
in resistance losses in the primary) must be transformed from 
electrical energy in the primary winding to magnetic energy 
in the core, and reconverted into electrical energy in the sec- 
ondary. The amount of core material determines quite defi- 
nitely the power that any transformer will handle. 

Transformer cores are often designed so that if the losses 
per cubic inch of core material are determined, these losses 
can be used as a basis for calculating the rating of the trans- 
former. These losses exist in watts, and are divided between 
the eddy current loss and the hysteresis loss. The eddy current 
loss is the loss due to the lines of force moving across the 
core, just as if it were a conductor, and setting up currents in it. 

Induced currents of this type are very undesirable and they 
are merely wasted in heating the core, which then tends to heat 
the windings, increase the resistance of the coils, and reduce 
the overall power handling ability of the transformer. To re- 
duce such losses, transformer cores are made of thin sheets, 


usually about no. 29 gauge. These sheets are insulated from 


each other by a coat of thin varnish, shellac or japan, or by 
the iron-oxide scale which forms on the sheets during the man- 


ufacturing process and which forms a good insulator between 
sheets. : 


Hysteresis The magnetic flux in the core lags behind the 
magnetizing force that produces it, which is, of 
course, the. primary supply. Because all transformers operate 
on alternating current, the core is subjected to continuous 
magnetizing and demagnetizing force, due to the alternating 
effect of the a.c. field. This Aysteresis (meaning “to lag”) 
heats the iron, due to molecular friction caused by the iron 
molecules re-orienting themselves as the direction of the mag- 3 
netizing flux changes. ¢ 
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Saturation The higher the field strength, the greater the 
heat produced. A condition can be reached where 
a further increase in magnetizing force does not produce a 
corresponding increase in the flux density. This is called “‘sat- 
uration,’ and is a condition which would cause considerable 
heat in a core. In practice, it has been found that all core mate- 
rial must be operated with the magnetic flux well below the 
limit of saturation. 


All core losses manifest themselves as heat, 
and these losses are the determining factor in 
transformer rating. They are spoken of as “total core loss,” 
generally used as a single figure, and for common use a core 
loss of from 0.75 watt to 2.5 watts per pound of core material 
can be assumed for 60 cycles. The lower figure is for the better 
grades of thin sheet, while the higher loss is for heavier grades. 

About 1 watt per pound is a very satisfactory rating for 
common grades of material. This rating is also dependent on 
the manner in which the transformer is built and mounted, 
and on the ease with which the heat is radiated from the core. 
Transformers with higher losses may be used for intermittent 
service. 

The transformer core loss can be assumed to be from 5 to 10 
per cent of the total rating for small transformers. Thus, if the 
core loss is known, the rating of the transformer can be easily 
determined. If the figure of 1 watt per pound is-assumed, the 
problem is further simplified. To determine the rating of the 
transformer, weigh the core. If, for example, the core weighs 
10 pounds, the transformer will handle from 100 to 200 watts. 
Such a transformer core can be assumed to have about 150 
watts nominal rating. 


Core Losses” 


If the weighing of the core is inconvenient, the weight can . 


be calculated from the cubic content or volume. Sheet-steel 
core laminations weight approximately one-fourth pound per 
cubic inch. 

Transformer cores are generally made in two types: shell, 
and core. The shell-type has a center leg which accommodates 
the windings, and this is twice the cross-sectional areas of the 
side legs. The core-type is made from strips built up into a 
hollow-like affair of uniform cross section. For the shell-type 
core, the area is taken as the square section of the center leg, 
in this case 21/4 X 41% inches and in the core-type, this area is 
taken as the section of one leg, and is also 244 X 4Y, inches, 
or an actual core area in both cases of 10.1 square inches, which 
is large enough for a comparatively large transformer. 

Turns Per Volt To determine the number of turns for a given 
voltage, apply the following formula: 


 444NBAT 
10° 


Where E equals the volts of the circuit; N, the cycles of the 
circuit; B, the number of magnetic lines per square inch of 
the magnetic circuit; A, the number of square inches of the 
magnetic circuit; and°T, the number of turns. 

The proper value for B, for small transformers and for 
ordinary grades of sheet-iron, such as are now being consid- 
ered, is 75,000 for 25 cycles and 50,000 for 50 or 60 cycles. 

Rewriting the above formula | 


Be= 


T= Een? 
as 444 NBA 
and since N and B are known 
10° E 


a 


4.44 X 60 X 50,000 ~*~ A 
from which 


"Joss in all transformers. This is caused by the passage of the 


That is, for a transformer to be used on a 60-cycle circuit, the 
proper number of turns for the primary coil is obtained by 
multiplying the line voltage by 7.5 and dividing this product 
by the number of square inches cross section of the magnetic 
circuit. Bie 

On a 25-cycle circuit, the 7.5 becomes 12, and on 50 cycles 
it becomes 9. , 


Assume a transformer core that is to be 
used on a 115-volt, 60-cycle circuit for 
supplying power to two rectifier tubes, each of which takes 
1,000 volts on the plate. The rectifier is of the full-wave type. 
The core measures 21 X 41 inches; hence, 


Design Example 


Boe tay baits 
a 2s 85 (to the nearest turn), and the volts ~ 
(225 x 45 7 a 
as 115 eke a7 
per turn equals ee 1.353 which is the same for all coils. 


Now, the secondary coil must have two windings in series, 
each to give 1,000 volts, and with a middle tap. The secondary 
turns will be oe = 1478 with a tap taken out at the 
739th turn. . 

Allowing 1,500 circular mils per ampere, the primary wire 
should be no. 12. The size of the wire on the plate coils may ~ 
be no. 22 or 24 for a 400 to 300 ma. rating. a 

To determine the quantity of iron to pile up for a core, it is 
well to consider 1 to 1.5 volts per turn as a conservative range. — 
For trial, assume 1.25 volts. Then by transforming the first — 
equation 


A=7.5 X a OG the area required is 7.5 times the volts per 


turn; in this case, 7.5 X 1.25 = 9.38 square inches. 3 
The magnetic cross section must be measured at right angles 
to the laminations that are enclosed by the coil, the center leg e 
when the core is built up around the coil, and either leg where 
the core is built up inside the coil, that is, between the arrows : 
in the sketches shown in Figure 17. __ 
It should be kept in mind that there is a copper or resistance 


q 
‘ 


current through the windings, and is commonly spoken of as % 
the “PR” loss. It manifests itself directly as heat and varies 
as the load is varied; the heavier the load, the more heat is 
developed. : ee : : 
This heat, as well as other heat losses, must be removed, or 3 
the transformer will burn up. Most transformers are so af- — d 
ranged that both the core and windings can radiate heat into 2 
the surrounding air and thus cool themselves. Large trans- 
formers are mounted in oil for cooling, and also for the pur- 
pose of increasing the insulation factor. : 4 
In any transformer, the voltage ratio is directly proportional j 
to the turns ratio. This means that if the transformer is to 
have 110-volts input and 250 turns for the primary, and. if the ee 
output is to be 1,100 volts, 2,500 turns will be needed. This ‘3 
may be expressed: : ae 
By ak, a 

Eo . 

It is often more convenient to take the figure obtained for — 4 
the primary winding and, by dividing by the supply voltage, 
the number of turns per volt is calculated. This accomplished, — 
the number of turns for any given voltage can be calculated by 
simple multiplication. rt 
Radio transformers are generally of small size. The matter 
of power factor can therefore be disregarded, more especially 
because they work into an almost purely resistive load. In t 
design of radio transformers, the power factor can be safe 
assumed as unity, in which case the apparent watts and the — 
actual watts are the same. Admittedly, this is not always a_ 
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correct assumption, but it will suffice for common applications. 

The size of the wire to be used in any transformer depends 
upon the amperage to be carried. For a continuous load, at 
least 1,000 circular mils per ampere must be allowed. For 
transformers which have poor ventilation, or continuous heavy 
load service, or where price is not the first consideration, 1,500 
circular mils per ampere is a preferable figure. If, for example, 
a transformer is rated at 100-watts primary load on 110 volts, 
the current is 


WE 100 
hE oan 
and if the assumption is 1,000 circular mils per ampere, it will 
be found that this will require 1,000 X .90, or 900 circular 
mils. The wire table on page 355 shows that no. 20 wire for 
1,200 mils is entirely satisfactory. If it is desired to use 1,500 
circular mils, instead of 1,000, this will require 1,500 Xx .90 
or 1,350 mils, which corresponds to approximately no. 19 wire. 
The difference seems to be small, yet it is large enough to re- 
duce heating and to improve overall performance. Assume, 
for tentative design, a 600-volt, 100-ma. high-voltage second- 
ary; a 3-ampere 5-volt secondary; and 2.5-volt 7.5-ampere 
secondary. Simple calculation will show a 60-watt load on the 
high-voltage secondary, 15 watts on the 5-volt winding, and 16 
watts on the 2.5-volt winding; a total of 91 watts. The core 
and copper loss is 10 watts. The wire sizes for the secondaries 
will be for 100-ma. current, no. 30 wire; 3 amperes at 5 volts, 
no. 15 wire; no. 11 wire for the 7.5-ampere secondary. 

For high-voltage secondary windings, a small percentage of 
turns should be added to overcome the resistance of the small 
wire used, so that the output voltage will be as high as antici- 
pated. The figures given in the table include this percentage 
which is added to the theoretical ratio and, consequently, the 
number of turns shown in the table can be accepted as the 
actual number to be wound on the core of any given trans- 
former. 


= 0.90 amperes 


Allowance should always be made for the insu- 
lation and size of the windings. Good insulation 
should be provided between the core and the windings and also 
between each winding and between turns. Numerous mate- 
rials are satisfactory for this purpose; varnished paper of 
cloth, called empire, is satisfactory, although costly. Good 
bond paper will serve well as an insulating medium for small 
transformer windings. 

Insulation between primary and secondary and to the core 
must be exceptionally good, as well as the insulation between 
windings. Thin mica or micanite sheet is very good. Thin 


Insulation 


1” CORE PIECE | 


"E" CORE PIECE 


TYPES OF CHOKE CONSTRUCTION. 


The air gap should be approximately 1/32 inch and may be 
filled with non-magnetic material such as bakelite or fiber. — 


fibre, commonly called fish paper, is also a good insulator; 
bristol board, or strong, thin cardboard may also be used. In 
all cases, the completed coil should be impregnated with in- 
sulating varnish, and either dried in air or baked in an oven. 
Common varnishes or shellac are unsatisfactory on account of 


the moisture content of these materials. Air-drying insulating — % 


varnish is practical for all-around purposes; baking varnish 
may be substituted, but the fumes given off are inflammable 
and often explosive. Care must be exercised in the handling 
of this type of material. Collodion and banana oil lacquer are 
positively dangerous, and in the event of a short circuit or 
transformer burn-out, a serious fire may result. 

If it is desired to wind a transformer on a given core, it is 
much better to calculate the actual space required for the 


windings, then determine whether there is enough available — ’ 


space on the core. If this precaution is not observed, the de- 
signer may find that only about half the turns are actually 
wound on the core, when the space is about three-fourths filled. 
From 15 to 40 per cent more space than calculated must be 
allowed. The winding of transformers by hand is a laborious 
process. Unless the builder is an experienced coil-winder, there 
is every chance that a sizable portion of the space will be used 


up by insulation, etc., not sufficient space remaining for the 


winding. Calculate the cubical space needed for the total num- 
ber of turns, and allow from 15 to 40 per cent additional space 
in the core window. This saves much time and labor. ; 


25-5 Filter Choke Considerations — 

A choke is a coil of high inductance. It offers an extremely 
high impedance to alternating current, or to current which is 
substantially alternating, such as pulsating d.c. delivered at 


the output of a rectifier. 


Choke coils are used in power supplies as part of the com- 
plete filter system in order to produce an effectively-pure direct 


. 


CHOKE TABLE FOR TRANSMITTER POWER SUPPLY UNITS 


CURRENT 
M.A. 


NO. LBS. APPROX. 
TURNS WIRE CORE (Area) 


200 


2000 5 1” x 1h” 


AIR GAP 


WT. 
COR 


3/32” 


4 Ibs. 


250 


75 1%” x 2" 


3/32" 


300 


. 25 


Vg u” 


5 Ibs. 
6 Ibs. | 


400 


Rise 


26 x 22" 


VW, ” 


500 


. 23 


1. 
is 
2 26 ie 2 
3 
4 


22” x 22” 


Vy ” 


7 Ibs. 
10 Ibs. 


750 


aoe 


22” x 3” 


Vg wn” 


14 Ibs. 


1000 


. 20 


75 ; 3” x 3” 


NOTES: These are approximately based on high-grade silicon steel 
cores with toto! air gaps as given. 


of all gaps. 


The use of standard “E“” and “I” laminations is recommended. 
if strips are used, and if an ordinary square core is used, the 
number of turns should be increased about 25%. Choke coils built 
as per the above table will have an approximate inductance of 10 
to 15 henrys. Because considerable differences occur due to wind- 


Wy ” 


Air gaps indicated are total 


for such foads. 


ing variations, allowable flux dénsities of 
inductance cannot be stated; these chokes will, however, give satis- 
factory service in radio transmitter power supply systems. 

The wire used is based on 1000 circular mils per ampere; this 
will cause some heating on long runs, and if the chokes are to be 
used continuously; as in a radiotelephone station in continuous 
service, it is good practice to use the next size larger choke shown 


cores, etc., the exact 


18 Ibs. : 
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Figure 19. 
SHOWING METHOD OF CONSTRUCTION OF A SIMPLE LOW- 
VOLTAGE RECEIVER OR FREQ-METER POWER SUPPLY. 


The circuit diagram of this unit is given in Figure 20. 


current from the pulsating current source, that is, from the 
rectifier. The wire size of the choke must be such that the cur- 
rent flowing through it does not cause an appreciable voltage 
drop due to the ohmic resistance of the choke; at the same 
time, sufficient inductance must be maintained to provide 
ample smoothing of the rectified current. 
Smoothing The function of a smoothing choke is to dis- 
Chokes 
ripple which is present and the desired d.c. that 
is to be delivered to the output. Its air gap should be large 


criminate as much as possible between the a-c 


enough so that the inductance of the choke does not vary 
materially over the normal range of load current drawn from 
the power supply, but no larger than necessary to give maxi- 
mum inductance at full current rating. 


Swinging In certain radio circuits the power drawn by a 
Chokes vacuum tube amplifier can vary widely. Class B 

: audio amplifiers are good examples of this type 
of amplifier. The plate current drawn by a Class B audio 
amplifier can vary 5 to 1 or more. It is desirable to keep the 
d-c output voltage applied to the plate of the amplifier as con- 
stant as possible, and the voltage should be independent of the 
current drawn from the power supply. The output voltage 
from a given power supply is always higher with a capacitor 
input filter than with a choke-type input filter. When the input 
choke is of the swinging variety, it means that the inductance 
of the choke varies widely with the load current drawn from 
the power supply, due to the fact that high initial inductance 
is obtained by utilizing a “butt” gap, or none at all as in a 
transformer core. 

A choke is made up from a silicon-steel core which consists 
of a number of thin sheets of steel, similar to a transformer 
core, but wound with only a single winding. The size of the 
core and the number of turns of wire, together with the air 
gap which must be provided to prevent the core from saturat- 
ing, are factors which determine the inductance of a choke. 
The relative sizes of the core and coil determine the amount 
of d.c. which can flow through the choke without reducing the 
inductance to an undesirable low value due to magnetization. 

The same core material which is used in ordinary radio 
power transformers, or from those which are burned out, i 
satisfactory for all general purposes. 

In construction, the choke winding must be insulated from 
the core with a sufficient quantity of insulating material so 
that the highest peak voltages which are to be experienced in 
service will not rupture the insulation. 


25-6 Power Supply Construction 


The construction of power supplies for transmitters, receiv- 
ers, and accessory equipments is a relatively simple matter 
electrically since lead lengths are of minor importance and 
since the circuits themselves are quite simple. There are two 
factors which do complicate power supply construction, both 
essentially mechanical problems; these are the problem of 
mounting the massive and heavy components, and the problem 
of maintaining adequate voltage insulation in the leads. 

An abundance of power supply circuits have been described 
in the earlier sections of this chapter, and control systems for 
transmitters and their power supplies have been discussed in 
Chapter 9. So the construction details on a few power supplies 


PRIMARY 
Ss 8. 450 V,, D.C.W.V. 
: ELEC YTIC 
lL. CAPACITOR 
200-250 v. = 
CONNECTION TO 
POWER SUPPLY CHASSIS 
LINE 


SCHEMATIC OF THE RECEIVER POWER SUPPLY 


FIGURE 20. 


DUAL 8 UFD., 450 V., D.C.W.V. 
ELECTROLYTIC CAPACITOR 


+1250 V. 
OR 
+625V. 


GROUND +625 Vv. 


UNFILTERED 


115 Vv. TO 
FIL. SUPPLY 


115V.TO 
H.V. SUPPLY 


Figure 21. 
SCHEMATIC OF THE 1250-VOLT POWER SUPPLY. 


T2—750 v. each side, 250 ma. 
Si—S.p.s.t. toggle switch 
So—S.p.d.t. 90° ceramic switch 


Ci, Co—2fd. 1500-volt oil filled 

Ri—50,000-ohm 50-watt bleeder 

T:—2.5 volts 2 to 5 a., 2.5 voits 
2to5a.,,5 v.34. 
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of differing degrees of complexity will-be shown to illustrate, 
the conventional manner of construction of such units. 

Figure 19 shows a simple power supply of the type com- 
monly used to power a receiver or a speech amplifier. The cir- 
cuit is completely conventional and is given in Figure 20. 
Many other simple power supplies for light duty are shown 
in conjunction with the units of equipment described in other 
chapters of this book. 


1250/625 VOLT POWER SUPPLY 


Figures 21, 22 and 23 show a convenient method of con- 
struction for a medium-power high-voltage supply. The type 


of construction also indicates the manner in which a neat and 
useful power supply may be built from a group of compo- 
nents which may have been gathering dust in the “junk box” 
for many years. : 


Circuit Four of the small type 816 mercury vapor rectifiers 

are used in a bridge circuit from a transformer which 
delivers 750 volts each side of center tap. A choke-input filter 
system in conjunction with two 2-ufd. 1500-volt filter capaci- 
tors is used. Through the insertion of S. in the circuit it is 
possible to obtain either 625 or 1250 volts from the power 
supply. S: connects the filter system to the cathode of one pair 
of 816’s for full voltage or to the center tap of the plate trans- 
former for half voltage. The current capability of the power 
supply is twice as’ great with half-voltage output from the 
filter system. 

Separate leads from the primary of the plate transformer 
and from the primary of the filament transformer are brought 
out to the terminal strip on the rear of the chassis. This has 
been done to facilitate connection of the power supply into a 
transmitter. with no modification of the control system of the 
existing transmitter, since a common connection between the 
plate-voltage a-c supply line and the filament-voltage a-c 
supply line is not included within the power supply unit. 


2000/1000 VOLT BRIDGE POWER SUPPLY 


The power supply unit shown in the accompanying photo- 
graphs was designed for operation with the 813 450-watt 
transmitter which is shown as a complete assembly in Chapter 


Figure 22. 


VOLT POWER SUPPLY. 


REAR VIEW OF THE 1250- 


E 
a 


26. A bridge rectification circuit is utilized with four 866A/866 
_tubes operating from a plate transformer designed to supply 
either 1000 or 1250 volts at 500 ma. By operating the trans- 
former on the 1000-volt tap it is possible to obtain 1000 and 
2000 volts simultaneously with a maximum of 200 ma. avail- 
able at 2000 volts and 200 ma. at 1000 volts. Two bleeder 
resistors in series are used across the output of the power 
supply. The bleeder between the 1000-volt and the 2000-volt 
tap is fixed in value. However, the bleeder between the 1000- 
volt tap and. ground is of the variable type and has a tap 
taken off to supply 400 volts for the screen of the 813 tube. 


Figure 24. 
THREE-QUARTER VIEW OF 
THE DUAL POWER SUPPLY. 


The time-delay relay can be seen 
in front of the smaller of the two 
chokes. This relay is _ physically 
mounted upon the three-secondary 
bridge filament transformer for the 
866A/866’s. The plate-voltage re- 
lay RY is mounted on the chassis 
between the plate transformer and 
the circuit breaker on the far right. 
A tap on the forward one of the 
two bleeders supplies 400 yolts for 
the screen of an 873. 


Figure 23. 


UNDERCHASSIS VIEW OF THE 
1250-VOLT POWER SUPPLY. 


The Filter 
Circuit 


An unusual filter circuit is used on this power 
supply to obtain a maximum amount of filtering 
on both the 1000-volt and 2000-volt taps through 
the use of only two chokes and two capacitors. The circuit 
provides the effect of choke input on both supplies and has 
the additional filtering effect of the two chokes on the 2000- 
volt supply. The choke in the negative lead must be able to 
withstand the sum of the plate currents from both the 1000- 
volt and 2000-volt taps but need be insulated only for moder- 
ate voltage since one side of the choke is grounded. A 500-ma. 
swinging choke has been used in this lead. 


ia) 


Figure 25. ; 
FRONT VIEW OF THE DUAL POWER SUPPLY. 


LT 


A simple thermal time-delay relay has been incor- 
porated into the control circuit to insure that ade- 
quate time will have elapsed between the lighting 
of the filaments of the tubes and the application of plate 
voltage. The time delay unit shown is adjustable in delay from 
approximately 20 seconds to something over one minute. For 
normal operation the adjusting screw is set so that 30 seconds 
delay is obtained. In order to afford either remote or local 
control of the power supply a 115-volt a-c relay has been 
incorporated to control the application of the voltage ‘to the 
primary of the plate transformer. This relay may be operated 
either by closing the switch from the front panel of the power 
supply or by closing a switch at the operating position. 
- Heinemann circuit breakers are used in place of fuses or 
overload relays for protection of the power supply and asso- 
ciated equipment. These circuit breakers have the additional 
advantage that they may be used in the normal manner as 
control switches. When the rated current of the switch is ex- 
ceeded for a minute or two on a small overload, the switch 
will snap open. Simply closing the switch restores the circuit 
and resets the circuit breaker. On a heavy overload the circuit 
breakers open instantaneously. The main control switch for 
the entire transmitter is a 15-ampere circuit breaker and the 
high voltage control switch is a 10-ampere circuit breaker. 
All control leads and input and output leads to the power 
supply are brought to three terminal strips on the rear of the 


Control 
Circuits 


' Cs, C:—2-ufd. 1500-volt oil 


A +400V.  +1000V. 


115 nee 115 V.A.C. are sorte FILS. ae PLATE 
IN OUT BY ae CONTROL 
; REMOTE 
Figure 26. 
SCHEMATIC DIAGRAM OF THE 2000-VOLT/1000- | 
VOLT POWER SUPPLY. ~ 


To—2.5 v. 5 a., 2.55 v. 5 a, 
2.5 v. 10 a., 10,000-volt 
insulation 


TS—Thermal time-delay relay 
RY—10-amp. d.p.s.t. 110-v.. 
relay 


Ci, Co—2ufd. 2000-volt, oil 
capacitors 


capacitors 
Ri—30,000 ohms 100 watts 
R2—30,000-ohm 100-watt slider 


type nabs : eee 
CH:—5-20 hy. 300-ma. swing S-S.p-5t. power Sonal 
choke HCBi—15-ampere circuit- — 
CH2—5-20 hy, 500-ma. swing breaker sw. 
choke HCB2—10-ampere circuit- 


Ti—1560 vy. each side, 500 ma. breaker sw. 


LS 


unit. The terminal strip on the extreme right in Figure 24 has 


the a-c input and the controlled a-c output of the power sup- 


ply. The terminal strip in the center acts as termination for: 


control leads and pilot lamp leads. The terminal strip on the 
left, which is spaced from the chassis by means of a strip of 
1/16-inch micarta to afford protection against high voltage 
breakdown, acts as termination for the high voltage output 
leads from the power supply. eae 
The pilot light on the left side of the panel comes on as 


soon as the filaments are lighted; the one in the center is — 


illuminated as soon as the time delay relay has cycled; and 


the one on the right comes on only when the plate control Es 


relay has been closed. 


ye a en i 


Chapter Twenty-six 


Transmitter Construction 


THE equipments shown in this chapter 
are complete transmitters which either 
have been assembled from units de- 
scribed elsewhere in this book or have 
been constructed as complete assemblies. 
The complete transmitters are shown for 
the benefit of those who prefer to con- 
struct the transmitter as a whole from a 
tried and proven circuit which has been 
engineered as an integral unit rather 
than to work out an individual design 
from the exciter, amplifier, power sup- 
ply, and modulator units shown else- 
where in this book. 

Although most of the transmitters 
shown have provisions for radiotele- 
phony, it is a relatively simple matter to 
omit these provisions if c-w operation 
exclusively is desired. 


DELUXE 1-KW PHONE-C.W. 
TRANSMITTER 


Figures 1 through 6 illustrate a very 
compact and smoothly operating one- 
kilowatt phone and c-w transmitter for 
the bands from 3.5 through 29.7 Mc. 
While the exciter has been included in 
this unit, an additional unit under con- 
“struction is designed for use with an 
external operating-desk type of exciter- 
control unit. Also, provision is being 
made for inclusion of the 50-Mc. band 
in future units. The transmitter oper- 
ates from a standard split -230-volt line 
with grounded neutral. 


Figure 1. 


FRONT VIEW OF THE DE- 
LUXE ONE-KILOWATT 
TRANSMITTER. 


In this photograph the transmitter 
is installed as it is normally oper- 
ated. The changeover switches for 
selecting various antennas can be 
seen on the wall to the left of the 
transmitter. The variable-ratio line 
transformer for controlling the 
plate voltage to the final stage and 
modulators, and thus controlling 
the power input, is mounted below 
the operating desk. 


Figure 2. 
REAR VIEW OF THE KILOWATT TRANSMITTER. 


The doors have been opened to show the internal construction 
and the wiring of the transmitter in this photograph. 


The two high-voltage power supplies and 
the power-control relays Ki, Ky, and TD, are 
built into the lower portion of the housing 
for the transmitter. The first deck above houses the 4-125A 
modulators and their associated input and output transformers, 
the grid-bias supply, and the control circuits and indicator 
lights. 


Layout of 
the Equipment 


The next deck holds the exciter unit (Figure 5), and the 


final amplifier is mounted on the uppermost deck. Indicating 
instruments for the equipment are mounted directly in the 
housing. Protective interlocks are mounted both on the top 


” METERS AND 5 
ANTENNA COUPLING UNIT 


PUSH-PULL 4-250A 
FINAL AMPLIFIER 


ALL-BAND 807 EXCITER 


MODULATOR CONTROL 
CIRCUITS AND BIAS PACK 


Figure 3. 


BLOCK DIAGRAM OF THE 
TRANSMITTER ASSEMBLY. 


3006-VOLT AND 600- VOLT 
POWER SUPPLY AND 
POWER CONTROL RELAYS 


TO PLATE OF 807 


000Q000 


4 
NORMALLY 
CLOSED 


4-125A 
O O O © ve 
% MOD. +600V. +350V. +3000 V. 5 
f BIAS : 
. Figure 4. . 
SCHEMATIC OF THE FINAL AMPLIFIER AND 
‘ MODULATOR. % 


Ci, C2—100-ppfd. per section, 
split-stator capacitor 

Cs—25-pufd. balancing capaci- 
tor 

C.—50-pufd. per section split- 

ys stator butterfly, 0.5” airgap 

Cs, Cco—0.002-pfd. 1250-voit 
mica 

Cz, Cs, Cs, Cio, Crux, Ciz, Cis, Crs 
0.005-pfd. -1250-volt mica 


C1r—0.002-1fd. 6000-volt work- 
ing mica : 
Cis—10-fd. 450-volt elect. 
Ri—1000 ohms 10 watts —_ 
R2—3000 ohms 100 watts 
RFC:—2.5-mh. 125-ma. choke 
RFC:>—800-ma. all-band choke 


Li, Le, Ls, Ls, Ls—AN band turret 


te—Plug-in 1-kw. variable-link 
coils 


capacitors Ti—Line-to-Class B grids trans. 
Cis, Cio—Neut. capacitors, see Ts—One-kw. modulation frans. 
text oy T3;—5-volt 30-ampere fil. trans. 


ee oe 


door, which is used for changing the final-amplifier tank coil, 
and on the rear door. Provision has been made for the use of ~ 
an external 2-kw. Variac or Powerstat for controlling the plate 
voltage on the final amplifier and on the modulators. 


The Circuit A 6AG7 tube is used in the first stage of the 
exciter as hot-cathode Colpitts oscillator/multi- 

plier. Five crystal positions are provided and on the sixth 
position of S; the grid of the 6AG7 is grounded and the signal 
from an external v.f.o. is fed into the cathode. The plate circuit __ 
of the GAG7 uses a “Bandhopper”’ switched coil. The 6AG7 is _ 
used to excite the 807 as an amplifier on all bands through 21.5 
Mc. For operation on the 27-30 Mc. range an additional 
doubler stage using a 6F6 is switched into the circuit by means 
of S:. The plate of the 807 is shunt fed by means of an r-f 
choke in the final-amplifier chassis and the r-f energy is. 
coupled to one side of the split-stator tuned circuit in the grids 
of the 4-250A final amplifier tubes. A balancing capacitor is 
connected to the opposite side of the tank circuit to compensate 
for the output capacitance of the 807. One adjustment of this 
capacitor serves to give equal excitation to the grids of the two 
4-250A’s on all bands. tere. 
Small neutralizing capacitors in a cross-connected circuit 
are used to insure complete stability of the 4-250A stage. The 


I-Kw. Transmitter 
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C:—100-pfd. midget variable : ° 2 

Co—25-uufd. air-padder type 6AG7 
with shaft 

Cs—25-uufd. midget mica 

C:—150-ufd. midget mica 

Cs, Cc, Cr—0.003-pfd. mica 

Cs—50-upfd. midget mica 

Cs—10-pufd. silver mica 

Cio, Cu, Cw, Cis—0.003-pfd. 
mica 

Cis—0.25-u fed. 600-volt tubular 

Cis—0.005-ufd. mica 

Ri—50,000 ohms 1 watt 

R2—500 ohms 2 watts = — 

Rs—40,000 ohms 20 watts R16 C7 * 

Rs—1000 ohms 1 watt 

R;—50,000 ohms 1 watt 

Rco—25,000 ohms 2 watts 

R;—3000 ohms 10 watts () 


Ci | R7 


e 
ual 
EL 
a 
YQOVQOY 


Rs—30,000 ohms 2 watts V.F.0. INPUT Ri2 = 
Ro—200 ohms 10 watts Caste ie 
Rio—40 ohms 10 watts d Ris Ris 

Ru—1000 ohms 1 watt ss db db db 
Ri2—10,000 ohms 20 watts RFC—2.5-mh. 125-ma. r-f choke + 6o00v. —220V. KEY TO GROUND 


(SHORTED ON PHONE 


Ris—47,000 ohms 2 watts 
BY PHONE-CW SWITCH) 


Ru—110,000 ohms 1 watt 
Ris—1000 ohms 1 watt 
Ric—50,000 ohms 26 watts 


Si—2-pole 6-position  crystal- 
v.f.o. switch, ceramic 

So—D.p.d.t. ceramic switch A 

Ms—0-100 d.c milliammeter 


Figure 5. 
SCHEMATIC DIAGRAM OF THE EXCITER UNIT. 


ANTENNA O 


Ki 
© 
O 
© 


GROUND 
PLATE 
PHONE 


KEY © 0528 


POWER SUPPLY AND CONTROL CIRCUITS FOR THE TRANSMITTER. 


Ci, Co—40-pfd. 150-volt elect. 

Cs, Cs—20-pfd. 450-volt elect. 

C;—40-pfd. 150-volt elect. 

Co, C:—5-pfd. 600-volt oil 

Cs, Co—3-pfd. 4000-volt oil 

Ri—250-ohms 50-watt slider 
type tapped at 225 ohms 

R2—1000 ohms 100-watt slider 
type resistor tapped at ap- 
prox. 100 volts P 

Rs—20,000 ohms 100-watt slider 
type tapped at approx. 
350 v. 


O O O 
TO KEY -230V. MOD. 
CIRCUIT BIAS 
ON EXCITER 


AND MOD. DECK 


Figure 6. 


R:—100,600 ohms 200 watts 
Ti—5-volt 13-ampere fil. trans. 
T2-—6.3-volt 2.5-ampere trans. 
Ts—Some transformer shown on 
drawing of amplifier 

T1—6.3-volt 2.5-ampere trans. 
Ts—1540 c.t. 300-ma. trans. 
Te—2.5-volt 10-ampere trans. 
T;—6600-v. c.t, 500-ma. trans. 
Ts—2.5-volt 10-amp. h-v ins. 
Li, bs—4-hy. 250-ma. chokes 
L2—300-ma. swinging choke 
L.—500-ma. h-v swing choke 


L;—500-ma. filter choke 
Mi—0-50 d-c milliamperes 
M2—0-500 d-c milliamperes 
Ms—0-750 d-c milliamperes 
Ki—115-volt 3-pole relay 
K2—115-volt 3-pole relay 
Ks—115-volt antenna - change- 
over type relay used for 
phone-c.w. 
TDi—115-volt time-delay relay 
BL—115-volt blower 
Fi—5-ampere fuse’ 


O 
+600 V. = +3000 V. 


HCB—20-ampere circuit breaker 

PB:—STOP push button, local 
control 

PB2—START push button, local 
control 

$:—Transmit-receive switch for 
local control 

S:—Phone-c.w, switch 

hh, Ise, Is, lk—6.3-volt indicator 
lights 

Vi, V2—25Z6 or 25Z5 tubes 

V3, V4, Vs, Ve—866A/866 tubes 


neutralizing capacitors are made by mounting locking-type 
shaft bushings in the center of a mycalex plate. Short pieces 
~ of Y4-inch shaft are held by the shaft bushings and adjusted 
until there is no reaction by the plate circuit on the grid 
current. 


Combined plate and screen modulation of the 
beam-tetrode final amplifier is used. The screen 
current is fed to the tube through a choke and a 
series resistor from the 600-volt supply. The series choke serves 
to allow the screen voltage to modulate itself as the plate 
voltage varies, and the protective resistor is of such a value 
that the screen dissipation cannot be exceeded regardless of 
the screen current. The operating value of screen voltage is the 
rated value of 500 volts. The chassis for the final-amplifier 
stage is constructed so that the air from a blower mounted 
below is forced through the bases of the tubes and on the sides 
of the tube envelopes. F 

The modulator stage is conventional and uses a pair of 
4-125A beam tetrodes as a Class AB: amplifier. Audio excita- 
tion is provided by a transformer from a 500-ohm line. 
Approximately 3 watts of audio power from the speech ampli- 
fier is required for full modulation of the transmitter. The 


Modulation 
Circuit 


modulator tubes operate into a plate-to-plate load impedance. 


of 27,000 ohms. The operating plate potential is 3000 volts, 
screen-voltage is 400 volts, and grid bias is adjusted until the 
zero-signal plate current is about 60 ma.; approximately 75 
volts of bias is required. 


Control 
Circuits 


Push-button control is used to start and stop the 
transmitter. Provision has been made for alternate 
control push buttons at the transmitter and at a re- 
mote position. With the arrangement shown either the local 
or remote buttons may be used to start or stop the transmitter. 
Protective interlocks on access doors to the interior of the cabi- 
net open the holding circuit on Kz, so that the plate voltage 
cannot be applied when either door is opened. This system 
means that the transmitter is completely safe for making minor 
adjustments in the r-f units when either door is opened. 

A pair of 25Z5’s (25Z6’s can be used) is used as a full-wave 
voltage doubler from each side of the line to supply 230 volts 
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Figure 7. 
FRONT VIEW OF THE 
PARALLEL-807 150-WATT 
. TRANSMITTER. 


-of bias to the transmitter. Grid block keying of the 807 stage 


is used on the transmitter. In the c-w position of the PHONE- 
C.W. switch the secondary of the modulation transformer and 
the series screen choke are shorted by Ks. A 0-50 d-c milliam- 
meter in series with the 100,000-ohm bleeder resistor Rs serves 
as a plate voltmeter for the transmitter. The reading of the 
milliammeter is multiplied by 100 to give the value of plate 
voltage. With normal grid current of 40 ma. on the final am- 
plifier and normal plate current of 330 ma. at 3000 volts the 
screen current is 80 ma. Since Ms: is in the cathode of the final 
amplifier it is necessary to subtract the grid current and screen 
current from the meter reading to determine the actual plate 
current and plate input. If desired an additional 0-200 d-c j 
milliammeter may be connected inseries with the screen lead s 
of the final amplifier to determine the exact screen current. c 


Construction Due to the low excitation requirements of the 
- beam-tetrode tube in the final amplifier stage, 
the entire transmitter can be built very compactly. The final- 
amplifier chassis, exciter unit, and modulator unit are each 
constructed as removable assemblies. The two main power — 
supplies, however, are bolted down to the base plate of the 
housing. The housing itself was constructed of sheet aluminum 
and aluminum extrusions, but since the entire housing has 
standard dimensions for 19-inch relay- -rack panels a standard | 
cabinet may be used to house the various chassis. 
Standard one-kilowatt tank coils are used in the plate circuit 
of the final amplifier, and a variable-link drive system has 
been brought out to the front panel. Through the use of this 
variable antenna-coupling control it is possible to, tune the 
transmitter completely from the front panel. a 


SELF-CONTAINED 150-WATT C-W 
TRANSMITTER 


The unit shown in Figures 7 through 13 was designed for 
the apartment dweller who must have a completely self- 
contained transmitter of minimum size but with moderate 
power capabilities. It is only necessary to plug in the key and 
power cord and to attach the antenna to obtain operation on- 
the 3.5, 7.0, 14 and 21 Mc. or 11 and 10-meter c-w bands. 


150-Watt Transmitter 
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Figure 8. 


REAR OF THE 807 TRANS- 
MITTER. 


In this photograph the panel of 
the transmitter has been removed 
from the cabinet. All the compon- 
ents except the power supplies are 
mounted from the front panel. The 
power supplies are mounted from 
the side and on the bottom of the 
housing. 


The transmitter uses v-f-o frequency control exclusively, with 
a built-in 100-kc. crystal calibrator, and has provision for grid 
modulation of the paralleled 807’s in the final amplifier for 
low-power AM phone work. The power output is approxi- 
mately 30 watts on phone. 


A 6SK7-6AG7 v-f-o unit substantially identical 
.to that described in Chapter 21.is built into the 
unit as frequency control. The v.f.o. has three frequency 
ranges: 3.5 to 3.8 Mc. for 80, 40, 20, and 10; 3.8 to 4.0 Mc. 
for the balance of the 80-meter band and 75-meter phone; and 
a range which includes 3400 to 3450 for the 27.16 to 27.43 Mc. 
band. For a detailed discussion of the v-f-o umit see the 
description of the similar unit in Chapter 21. The only special 
part of this v.f.o. is the range switch S; which has been con. 


The Circuit 
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structed on the frame of an APC capacitor, after removal of 
all plates, by soldering a contact to each of the stator posts 
and soldering a contact to the rotor stud. The contacts used 
were obtained from a defunct bakelite bandswitch. The flat 
contact was soldered to the rotor and a spring contact was 
soldered to each stator post. The output of the v-f-o unit is 
coupled to the grid of the first 6V6-GT amplifier/multiplier 
by means of a length of RG-58/U cable. A midget RCA 
ceramic-insulated phono plug and jack is used as the coaxial 
connector between the end of the coaxial cable and the bottom 
cover of the r-f unit chassis. 

The exciter portion of the transmitter consists of three 
cascaded 6V6-GT stages. The first stage operates either as an 
amplifier or as a doubler and its plate circuit tunes both the 
3.5 and 7.0 Mc. bands through the use of a 200 pufd. variable 


Figure 9. 


BOTTOM VIEW OF THE R-F 
PORTION. 


The bottom-cover shields have been 
removed from the crystal-calibrator 
and the exciter portion of the 
transmitter so that the _ interior 
construction may be seen. 
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Transmitter Construction 


=e 
MULTIPLIER 


C:—250-pufd. variable 

C2—140-upfd. variable 

Cs—100-p fd. variable 

C4, Cs—250-pfd. 1500 - volt 
variable capacitor 

Cs, Cr-—0.003-pfd. midget mica 

Cs—50-pufd. midget mica 

Cs, C10o,, Cu—0.003-pfd. mica 

Cie—50-pufd. midget mica 

Cis, Cis, Cis, Cic—0.003-pfd. 
mica 


S2 
| 
1 


wy 


5° 


+ S3 
a oO O O 
Ris 
j—B +B ber 
+C MULTIPLIER POWER AMP. 
Figure 10. 


Cio—25-pufd. air padder 
C2—0.003-ppfd. midget mica 
Coi—0.002-yfd. 1250-volt work- 
ing voltage mica 
Ri—100,000 ohms 12 watt 
R2-—39,000 ohms 2 watts 
Rs—100 ohms 2 watts 
Rs—100,000 ohms 2 watts 
R;s—39,000 ohms 2 watts 
Re—100 ohms 2 watts 
R:—100,000 ohms 2 watts 
Rs—39,000 ohms 2 watts 


SCHEMATIC DIAGRAM OF THE R-F CHASSIS OF THE TRANSMITTER. 


Ru, Riz—22 ohms 2 watts 
Ris, Rus—47 ohms 2 watts 
Ri:—10 ohms 2 watts 
Ric—300-ma. shunt 
from meter 
RFC:—2.5-mh. 125-ma. choke 
RFC-——6 turns no. 20 enam. 
wound around a 47-ohm 2- 
watt res. 
RFC:—1-mh. 300-ma. r-f choke 
Li—-16 turns no. 20 enam. close 
wound on 1-inch dia. form 


removed 


1- 80M. 
2-40M. 
3- 20M. 
4- 15,118 10 


8 
POWER AMP. 


L;:—3 turns no. 18 enam. spaced 
to V2” on 1” dia. form 
L:—23 turns no. 16 enam. on 

134” form tapped at 11 
turns : 

L;—10 turns no. 14 bare or 
plated on 134,” form tapped 
at 5 ft. 

S:i—2-pole 4-position 90° cer- 
amic switch 

S:—5-pole 3-position ceramic 


Re—100 ohms 2 watts 
Rio—47 ohms 2 watts 


Ci; —50-ppfd. midget mica 
Cis—15-pufd. ceramic or mica 


Ss—2-pole 3-position wafer sw. 
with center position unused 


Ll2—8 turns no. 18 enam. spaced 
to ¥2” on 1” dia. form 


eel 


tuning capacitor. Only this 6V6-GT is in operation when S; 
is in the position to deliver excitation from this stage to the 
grids of the 807’s. The next 6V6-GT operates as a doubler to 
the 14-Mc. band or as a tripler to the 21-Mc. band. The third 
6V6-GT operates only as a doubler to the 11-meter or 10- meter 
band. 

The excitation bandswitch S, has five active circuits. The 
first circuit connects the grids of the 807’s to the first, second, 
or third exciter tank circuit through coupling capacitor Cu. The 
second circuit connects a 15 yufd. capacitor Cis across the first 
exciter tank circuit, whenever the grids of the 807’s are not 


TO FREQ. 
MULTIPLIER 


—TO POWER SUPPLY — - 
.3V. » -B + 
pees Figure 11. 
SCHEMATIC DIAGRAM OF THE V-F-O-UNIT. 
This y-f-o is identical to the “Operating-Table V-F-O Unit” 
described in Chapter 21 except that the lowest frequency band 
is not included since 6-meter operation is not required. Hence 
the tuned circuit values are slightly different as follows: 
Ci—100-ppufd. ceramic zero efficient ceramic 
coeff. c A 
C-—Two 350-ppfd. zero coeff. 5 pute. gative,-coott, 
ceramic in paraltel with ee eee 


one 75-yufd. negative co- C:—75-ypfd. midget variable 


connected, to compensate for their capacitance to ground. The 
third circuit connects compensating capacitor Ci across the 
second multiplier tank circuit when the 807 grids are coupled 
to the last exciter tank circuit. Through the use of these two 
compensating capacitors the tuning of L, and L, is not changed 
when the grids of the 807’s are switched to successive stages. 
The last two sections of S, merely serve to ground the cathodes 
of the successive 6V6-GT stages as their use is required for 
exciting the 807’s. : 

Resistors Ry, Ru, Riz, Ris, and Ru are parasitic suppressors 
connected in series with the grids and screens of the 807’s. 
RFC, consists of 6 turns of no. 18 bare wire wound around the 
47-ohm 2-watt resistor Ro. : 


A pi network is used as an output coupling and antenna — 


matching system from the plates of the 807’s. A four-position 
tap switch S, selects the proper amount of inductance for use 
of the matching network on the various frequency bands. A 
single-wire antenna operating against ground may be used 
with the transmitter or a balanced line may be used with one 
side of the line connected to the antenna post and the other 
side connected to the ground post. 

A 0-300 d-c milliammeter in conjunction with S; is used to 
measure the plate current and grid current to the 807’s. The 
shunt is removed from inside the instrument and placed across 
the switch contacts as Ris. The shunt is wound around a 100K 
¥4-watt resistor as a support. With a 10-ohm resistor as Ris 
the full-scale reading of the instrument on the grid-current 
position is approximately 15 ‘ma. 


The frequency-calibrating and audio-amplifier unit is. 


mounted on the lower right portion of the panel below the 


antenna-tuning network. A portion of the output of the 6AG7 


v-f-o output stage is coupled by means of a short coaxial line 
to the grid of the 6K8 tube. The 100-kc. standard crystal is 
used as a coupling impedance to the grid of the triode portion 
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Figure 12. 
SCHEMATIC OF THE CRYSTAL CALIBRATOR-AUDIO AMPLIFIER UNIT. 


C:—25-pfd. 25-volt elect. 
Co—8-ufd. 450-volt elect. 
Cs—0.1-ufd. 400-volt tubular 
C:—25-pfd, 25-volt elect. + 

Cs, Co—0.1-pfd. 400-volt tubular 
C:—25-ufd. 25-volt elect. 
Cs—8-ufd. 450-voit elect. 

Co, Cic—0.003-ppfd. mica 


Ciu:—100-ppfd. midget mica 
Cis—400-ppifd. compression mica 
Cio—O.1-yfd. 400-volt tubular 
Ri— 47,000 ohms 12 watt: 
R2—1.0 megohm 2 watt 
Rs—1800 ohms 2 watts 
R:—22,000 ohms 2 watts 
Rs—220,000 ohms 12 watt 


Rs—470,000 ohms 12 watt 
Ro—100,000 ohms 12 watt 
Rio—470,000 ohms 12 watt 
Ru—220,000 ohms 2 watt 
Riz—270 ohms 2 watts 

Ris—47,000 ohms 12 watt 
Ris— 100,000 ohms 12 watt 
Ris—220,000 ohms 2 watt 


c- 


—-C AMPLIFIER 


POSITION 1- CALIBRATE 
S4< POSITION 2- PHONE 
POSITION 3 - C.w. 


Ja KEY 


—C EXCITER 


POWER SUPPLY 


Ris—39,000 ohms 2 watts 
Rio—100,000 ohms 2 watts 
R2—4700 ohms 2 watts 
Roi—22,000 ohms 2 watts 
Re-—3300 ohms 2 watts 
Res—100,000 ohms 2 watts 
X—100-ke. standard crystal 
Ti—Multiple match to high- 


Cu—10-pUfd. midget mica 


Re—500,000-ohm potentiometer 


’ Construction 


Ci2—0.002-ppfd. mica 
Cis—0.00025-ufd. midget mica 


R7—470 ohms 2 watts 


Ric—100,000 ohms 12 watt 
Riz—470,000 ohms 12 watt 


impedance load 
L—8-mh. s-f choke 


of the 6K8 in a Colpitts oscillator circuit. The beat signals 
from the plate circuit of the 6K8 are coupled to the grid of the 
6SJ7 second speech stage when control switch S, is in the 
CALIBRATE position. Monitoring phones for using the crystal 
calibrator are plugged into Jz. _ 

When S, is in the PHONE position plate voltage is also 
applied to the speech amplifier, the 6J5 crystal-microphone 
amplifier is connected to the grid of the 6SJ7, and a rather 
high value of bias is placed on the grids of the 807’s by Ru. 
Feedback is used from the plate of the 6V6-GT to the plate of 
the GSJ7 to improve fidelity and audio regulation of the output 
of the 6V6-GT. 

When S, is in the C-W position the audio amplifier is in- 
operative and the closed-circuit key jack Js is connected into 
the circuit. 


All the units of the transmitter previously. de- 
. scribed are supported from the 1214” by 19” 
panel of the unit. An aluminum strip is used as a brace be- 
tween the r-f unit and the crystal-calibrator unit. The power 
supply, however, is entirely mounted within the main cabinet 
housing. The main power components are mounted on the 
floor of the cabinet but the small rectifier tubes, VR tubes, and 
their associated filament transformers and chokes are mounted 
on a 7”x13”x2” chassis mounted from rear and right wall of 
the cabinet above most of the main power supply components. 
Se eee 
Figure 13. 


SCHEMATIC DIAGRAM OF THE POWER-SUPPLY 
SECTION. 


The exciter unit is mounted on a 7”x11”x2” chassis and the 
calibrator unit is mounted on a 7”x7”x2” chassis. 

A capacitor-input filter is used on the 750-volt power supply 
and a choke-input filter is used on the 300-volt exciter and 
audio power supply. A grid-bias supply with a 5SY3-GT 
rectifier supplies bias to the r-f stages of the transmitter. 
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Ci, Ce, Cs, C—8-ufd. 450-volt 
elect. 

C:—8-fd. 500-volt elect. 

Cs, Cr—2-ufd, 1000-volt oil 

Ti, T-—5 v. 6 a., 6.3 v. 5 a. 

Ts—1160 v. c.t. with 600 v. 
taps, at 500 ma. 

T:—2.5 volts at 10 amps. 

L:i—5-25 hy. 200-ma. swing 


choke 
Le, Ls—12 hy. 40-ma. choke 
Li—10 hy, 200-ma. filter choke 
Ri—1000 ohms 10 watts 
R2-—5000 ohms 10 watts 
Rs—3000 ohms 10 watts 
Rs—25,000 ohms 50 watts 
Se—S.p.s.t. toggle a-c line sw. 
S7—D.p.s.t. toggle plate sw. 


Figure 14. 


OVERALL VIEW OF THE 813 
TRANSMITTER INSTALLA- 
TION. 


METER PANEL 


813 STAGE 


5514 MODULATOR 
AND BIAS PACK 
FOR FINAL STAGE 


2000-1000- 
VOLT POWER SUPPLY 
WITH TAP AT 400 V. 
FOR 813 SCREEN 


Figure 16. 


BLOCK LAYOUT OF COM- 
PONENTS IN THE 813 
TRANSMITTER. 


450-WATT TRANSMITTER WITH 813 FINAL 
AMPLIFIER 


Figures 14 and 15 show a compact 400-watt phone and 450- 
watt c-w transmitter for operation on all bands from 3.5 
through 29.7 Mc. which uses a single 813 beam tetrode in the 
final-amplifier stage. The actual transmitter housing holds 
only the final amplifier, the power supplies, and the modulator, 
as shown in the block layout sketch of Figure 16. This com- 
plete transmitter has been assembled from units which are 
described elsewhere in the book. The final amplifier is de- 
scribed in Chapter 22, the modulator in Chapter 24, and the 
power supply deck is described in Chapter 25. The meter 
panel, which completes the transmitter, is a standard manu- 
factured item with a panel height of 544 inches. 

The transmitter has been designed for use with both an 
external r-f exciter and an external speech amplifier since it ts 
usually desirable to have both these at or near the operating 
position even when the transmitter itself is at a moderate 
distance. In the particular installation shown in Figure 14 the 
2E26 all-band exciter with a 70E-8 v.f.o. described in Chapter 
21 is used as the exciter while the 8-watt 6L6 speech amplifier 
described in Chapter 24 is used to drive the 5514 Class B 
modulators. However, any exciter capable of delivering from 
3 to 5 watts on the desired bands of operation may be used 
to excite the 813 final amplifier. Also, any speech amplifier 
capable of at least 5 or 6 watts audio output with good regula- 
tion and low distortion may be used to drive the Class B 
modulators. 

When the transmitter is to be used on c.w. it is only neces- 
sary to key the excitation supplied to the 813 since fixed bias 
supplied to the grid of the 813 and the power supplies have 
good regulation. The screen voltage on the 813 should be 
adjusted carefully to a value of 400 volts. Normal grid cur- 
rent on the 813 is 7 to 12 ma. and the plate current should be 
200 ma. for phone and 225 ma. for c-w operation. 


Figure 15. 
REAR VIEW OF THE 450-WATT 813 TRANSMITTER. 


R-F UNIT FOR 200 WATTS ON 28, 50 AND’ 
144 MC. : 


The assembly shown in Figure 17 was grouped to show the 
manner in which the units shown in the various chapters may 
be mounted in an assembly for obtaining a set of desired 
operating characteristics. The units which have been grouped 
are the bandswitching 807 exciter described in Chapter 21, the 
829B amplifier/tripler described in Chapter 23, and the push- 
pull 3C24/24G amplifier described in Chapter 23. 

The units have merely been stacked one above the other, 
with lengths of aluminum angle running vertically on both 
ends of the panel for support. This mounting arrangement is 
quite simple and inexpensive, and is very satisfactory where 
a few light units are to be used in conjunction with a more 
massive unit. The aluminum angles are first drilled and 
mounted to the panel of the lower unit. Then the additional 
units are stacked on top and the holes for the extra panel 
screws marked and drilled. 

With the assembly as shown it is possible to obtain from 
25 to 40 ma. of grid current to the 24G’s on 10, 6, and 2 
meters. The 807 stage in the exciter is used to excite the grids 
of the final amplifier tubes on 10 and 6, and the 829B stage is 
used as a tripler to excite the final stage on the 144-Mc. band. 
Plate voltage for the 829B is obtained from the power supply 
for the 807 exciter. An external power supply capable of 
approximately 1250 volts at 160 ma. is required to supply the 
final amplifier stage. A plate supply with somewhat more 
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PP 3C24/24 TO 
AMPLIFIER ON 
26, 50, OR 144 MC. 


829B TRIPLER TO 144 MC, 


Figure 18. 


BLOCK LAYOUT OF THE 
3C24/24G R-F ASSEMBLY. 


BANDSWITCHING EXCITER 
- TO FEED 24G’S ON 28 
AND 50 MC AND 8295 


1250-VOLT POWER SUPPLY 
SUPPLY FOR FINAL 

AND 100-WATT CLASS B 

MODULATOR IF USED 


Figure 17. 


OVERALL VIEW OF THE R-F ASSEMBLY USING 
_ 3C€24/24G's. 


current capability could be used to supply the final amplifier 
stage and in addition to supply plate voltage to a pair of 
tubes such as 811’s as Class B modulators. 

The r-f assembly has operated quite effectively when tested 
on all three bands mentioned above. The efficiency is some- 
what lower on the 144-Mc. band, primarily due to tank circuit 
heating, but it is still sufficiently good so that a pair of 100- 
watt lamps may be lighted to good brilliancy by the output of 
the stage with 200 watts input on this band. In the event that 
insufficient excitation is obtained on the 50-Mc. band from the 
807 doubler, the 829B stage may be used as a straight ampli- 
fier on 50 Mc. from the output of the 807. : 

If desired, the assembly may be used on the lower frequency 
bands with the 807 exciting the 24G’s directly on the 3.5, 7.0, 
14, and 21 Mc. frequency ranges. Coil data for operation of 
the 3C24/24G stage on these lower frequency bands has not 
been listed in Chapter 23 since standard commercial 150-watt 
or 250-watt plug-in coils may be employed in the plate circuit 
of this stage. It will be necessary to use a 25-yufd. vacuum 
capacitor across the plate tank circuit of the stage on the 7-Mc. 
band, and a 50-yyfd. vacuum capacitor should be used in the 
same circuit position on the 3.5-Mc. band. 

Grid coils for operation of the final amplifier on the lower 
frequency bands may be wound on the same coil forms as used 
for the v-h-f bands. However, a 25-uufd. or 50-uyfd. fixed 
ceramic capacitor should be soldered from grid to grid inside 
the coil form for the 3.5-Mc. and 7.0-Mc. bands. No padding 
capacitance is required for 14 Mc. and higher in frequency. 


40-WATT PHONE/C-W TRANSMITTER 


The availability of large quantities of surplus tuning draw- 
ers from the BC-610E transmitter along with a manufactured 
kit of hardware designed around these drawers has made 
possible the construction of a relatively inexpensive 40-watt 
exciter or transmitter. The kits of hardware such as shown 
built up in Figure 20, have been manufactured by Radio Sur- 
plus Corp. in Chicago and McElroy Mfg. Corp. in Boston. 

A complete transmitter built around one of these kits and 
using another surplus item, a PE-110B, as a power supply is 
shown in Figure 19. The assembly is capable of self-contained 
v-f-o or crystal operation on 80, 40, or 20 and crystal-only 
operation on the 27 and 28 Mc. bands. A modulator has been 
included but may be omitted if the r-f portion is to be used 
as an exciter for a higher powered transmitter. 


The Circuit The basic circuit of the exciter unit, using a 
6F6 v-f-o or crystal oscillator, a 6L6 multiplier, 
and an 807 final amplifier, is shown in Figure 22. The standard 
circuit for the tuning drawers is shown in Figure 23A. The 
tuning drawers are used without basic circuit change on the 


80, 40, and 20 meter bands but the drawer for 10 and 11 


Figure 20. 


R-F UNIT OF THE 
TRANSMITTER. 
Kits for constructing an r-f unit 
such as this to use the tuning 
drawers from the BC-610E trans- 
mitter are available from several 
sources including the McElroy Mfg. 
Co. 


Figure 19. 


FRONT VIEW OF THE COM- 
PLETE ASSEMBLY. 


The power supply unit to the left 
is a PE-110-B surplus unit which 
has been modified as described in 
Chapter 32. The plug-in r-f drawers 
are surplus items from the BC-610E 
transmitter, The modulator for the 
transmitter is in the lower panel of 
the rack. The key jack is in the 
rear of the r-f unit of the trans- 
mitter. 


meter operation must be more or less completely rebuilt as 
shown in Figure 23B. 

The recommended tuning drawers for operation on the 
different bands are as follows: 80-meter band, TU-48; 40- 
meter band, TU-52; 20-meter band, TU-53; and any tuning 
drawer may be used for the 10 and 11 meter bands since 
extensive modifications are required. 

The TU-48 drawer is modified for 80-meter operation as 
follows: Remove the wire from original oscillator coil Ly and 
clean the ceramic form with carbon tetrachloride. On this form 
wind 60 turns of no. 30 enameled wire close spaced, bringing 
out the cathode tap at 15 turns from the grounded end. Add a 
6-turn link around the cold end of the amplifier coil Ls. Con- 
nect one side of this link coil to the solder lug on the inter- 
stage shield and the other end to pin 9 on PL-10. The oscillator 
tunes from 16 to 62 for 3500-kc. to 4000-kc. output frequency. 
No jumper is needed in this drawer: 

For 40-meter operation it is only necessary to add a four- 
turn link on La connected as in the previous paragraph. The 
drawer is otherwise used as it stands, except that half the turns 
should be removed from the oscillator cathode ‘coil if opera- 
tion with 7-Mc. crystals is desired. 

For 20-meter operation a TU-53 unit is modified as follows: 


Figure 21. 


- MODULATOR UNIT OF THE 
TRANSMITTER. 


The chassis for the modulator is 
mounted vertically, using ‘dish 
type” construction. In this view the 
panel has been removed from the 
chassis and placed horizontally in 
front of the chassis with the leads 
to the panel controls still con- 
nected. 


Change jumper on PL-10 so that it goes from pin 3 to pin 5. 
Add a 4-turn link on amplifier coil La. Remove half the turns 
from the oscillator cathode coil for operation of the unit with 
40-meter crystals. 

For 10 and 11 meter operation any tuning unit may be used 
since extensive modification is required. Those units with the 
smaller sizes of tuning capacitors are to be preferred. The 
circuit of the rebuilt drawer is shown in Figure 23B. With 
the modification shown v-f-o operation is not possible so the 
XTAL-VFO switch may be removed and an additional crystal 
socket for the new 0.486” pin spacing standard crystal installed 


in its place. The 6F6 stage is used as a Colpitts oscillator- 
doubler with a 7.0-Mc. crystal and output on 14 Mc. The 6L6 
stage doubles to 28 Mc. and the 807 operates as an amplifier 
on the output frequency. 

The Modulator. A pair of 807’s are used as a Class AB. 
modulator with the grids of the 807’s driven — 
by a 6SN7 cathode follower. The cathodes of the 6SN7 are 
directly coupled to the grids of the 807’s with proper bias 
being obtained for the 807’s by operating the bottom ends of 
resistors Ris and Rx» at —105 volts. Application of the proper 
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Figure 22. 


SCHEMATIC DIAGRAM OF THE R-F UNIT, 
Ci—0.002-fd. midget mica 

Ce, Cs—0.003-pfd. midget mica 

_ Ci: —50-pufd. midget mica 

Cs, Cs, Cz, Cs—0.002-ufd. mica 

Cs—0.0001-pfd. midget mica 

Cio, Cu—0.002-ufd. mica 

C1-—0.002-pfd. 1200-volt mica 

Cis—0.002-pfd. midget mica 

Ri—39,000 ohms 2 watts 

R2—47,000 ohms 2 watts RFC4 
R3—100,000 ohms 2 watts 

R:—10,000 ohms 10 watts = 
R:—500 ohms 10 watts 

Rv —47,000 ohms 2 watts 

R7;—47 ohms 2 watts 

Rs—200 ohms 10 watts 

Ro, Rus, Riz—100 ohms 2 watts 

Rso—10,000 ohms 10 watts 

Ris—10 ohms 10 watts 

RFC:—10-mh. r-f choke 

RFC2, RFCs, RFCs:—2.5-mh, 125 ma. 

$i—2-pole 3-position switch 

Ji—Exciter keying jack 

Jo—Amplifier keying jack 

Js—High-voltage connector 


C2 C3 
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bias to the 6SN7 grids by the voltage divider R2--Ros-Rz causes 
the correct amount of current to be taken by the 6SN7 plates 
so that the grids of the 807’s run at an average bias of about 
—30 volts. 

The speech system ahead of the cathode-follower driver is 
more or less conventional using a 6SJ7, a 6J5 phase inverter, 
and a pair of 6JS’s (which may be replaced by a single 6SN7 
if desired) as a push-pull amplifier. 
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MODIFIED TUNING UNIT FOR 27-30 MC. OPERATION 


Figure 23. 
TUNING UNIT SCHEMATIC DIAGRAMS. 
The drawing (A) shows the standard connections for the coil units. Note that any jumpers between pins 5 and 6 must be removed 
for operation with the r-f unit described. Drawing (B) shows how any of the tuning units may be modified for crystal-controlled 


operation of the 807 as an amplifier on the 28-Mc. band. In this case Lo—I2 turns no, 22 enam. VY" dia., Ls—XR-2 1” form with 7 
turns no. 18 enam., La same as Lx but with 3-turn link added. 


Supply 


- 


The correct power supply for operation of the trans- 
mitter is the modified PE-110B unit described in 
Chapter 32. However, note that resistor Ra shown 
in the schematic of this power supply is not used since the 
VR-105 tube in the modulator unit replaces this resistor. Any 
power supply delivering 475 volts at about 225 ma. and 350 
volts at 40 ma. with the control circuits shown will be suitable 
for operation of the equipment. . 
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Figure 24. 
SCHEMATIC DIAGRAM OF THE MODULATOR UNIT. 


Ci—-25-ppfd. 25-volt elect. 
C2—0.5-ufd, 400-volt tubular 
C3—8-ufd. 450-volt elect. . 
C.—0.003-yufd. mica 
C;—1.0-ufd. 400-volt tubular 
Cs, C;—0.01-pfd. 400-voit 


tubular 

Cs, Co—O0.01-p:fd. 400-volt 
tubular 

Cio, Cui—0.02-pfd. 1250-volt 
mica 


Ri—47,000 ohms ¥2 watt 
R2>—470,000 ohms ¥% watt 
Rs—1800 ohms 12 watt 
R:—1.0 megohm 1 watt 
R;—39,000 ohms 2 watts 
Rs—220,000 ohms 2 watts 
R;—39,000 ohms 2 watts 
R:—22,000 ohms 2 watts 
Rs—500,000-ohm potentiometer 
Riv—3300 ohms 2 watts 
Ri—39,000 ohms 2 watts 


Ris, Ris—470,000 ohms 12 watt 
Riz—J000 ohms 2 watts 

Ris, Ric—47,000 ohms 2 watts: 
Riz, Ris—470,000 ohms 1 watt 
Ris, Reo—22,000 ohms 2 watts 
Rai, Ree—470 ohms 2 watts 
Ros—5000 ohms 10 watts 
R2:i—10,000 ohms 10 watts 
R2i—470,000 ohms 1% watt 
R2-—47,000 ohms 14 watt 

Roz, Res—39,000 ohms,°2 watts 


Ro—47,000 ohms 2 watts ; ; 

Rao—3000 ohms 10 watts = 

Rs:1— 39,000 ohms 2 watts 3 

Rs2—22,000 ohms, 2 watts 

Ti—5 volts 3 amps 

Tz—6.3 volts 6 amps 

Ts—50-watt modulation trans- 

former 

CH—0.5 henry 125-ma. choke 

S:—4-pole 3-position switch 
| So—S.p.s.t. switch 
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Chapter Twenty-seven 


Lower Frequency Antennas 


DUE to space limitations, antennas for the 3.5-Mc. and 7-Mc. 
bands as used by the average amateur usually consist of a 
relatively simple doublet radiator. Consequently, this chapter 
will be devoted to discussions of the practical use of the 
doublet antenna, relatively minor variations upon the doublet 
principle, and methods for. feeding such antenna systems. 


End-Fed Half-Wave Horizontal 
Antennas 


27-1 


The half-wave horizontal dipole is the most common.:and 
the most practical antenna for the 3.5-Mc. and 7-Mc. amateur 


bands. The form of the dipole-and the manner in which it is 


fed are capable of a large number of variations. Figure 1 
shows a number of practicable forms of the simple dipole 


“antenna along with methods of feed. 


Usually a high-frequency doublet is mounted as high and 
as much in the clear as possible, for obvious reasons. However, 
it is sometimes justifiable to bring part of the radiating system 


directly to the transmitter, feeding the antenna without benefit 


of a transmission line. This is permissible when (1) there is 
insufficient room to erect a 75- or 80-meter horizontal dipole 
and feed line, (2) when a long wite is operated on one of the 
higher frequency bands on a harmonic. In either case, it is usu- 
ally possible to get the main portion of the antenna in the clear 
because of its length. This means that the power lost by bring- 
ing the antenna directly to the transmitter is relatively small. 

Even so, it is not best practice to bring the high-voltage end 
of an antenna into the operating room, especially for ‘phone 
operation, because of the possibility of r-f feedback from the 
strong antenna field. For this reason we dispense with a feed 
line in conjunction with a Hertz antenna.only as a last resort. 


The end-fed antenna has no form of transmission 
line to couple it to the transmitter, but brings the 
radiating portion of the antenna right down to the 
transmitter, where some form of coupling system is used to 
transfer energy to the antenna. 

This antenna always is voltage-fed, and always consists of 


End-Fed 
Antennas 


an even number of quarter-wavelengths. Figure 1 shows several 


common methods of feeding the Fuchs antenna or “end-fed 
Hertz.” Arrangement “C’ is to be ‘recommended to minimize 


harmonics, as an end-fed antenna itself offers no discrimination 
against harmonics, either odd or even. 

The Fuchs type of antenna has rather high losses unless at 
least three-quarters of the radiator can be placed outside the 
operating room and in the clear. As there is high r-f voltage 
at the point where the antenna enters the operating room, the 
insulation at that point should be several times as effective as 
the insulation commonly used with low-voltage feeder systems. 
This antenna can be operated on all of its higher harmonics 
with good efficiency, and can be operated at half frequency 
against ground as a quarter-wave Marconi. 

As the frequency of an antenna ts raised slightly when it is 
bent anywhere except at an exact voltage or current loop, an 
end-fed Hertz antenna usually is a few per cent longer than a 
straight half-wave doublet for the same frequency, because, 
ordinarily, 1t is impracticable to bring a wire in to the trans- 
mitter without making several bends. 


The Zepp Antenna 
System 


The zeppelin or “zepp’” antenna system, 
illustrated in Figure 2A and in Figure 3, 
is very commonly used when it ts desired 
to operate a single radiating wire on a number of harmonically 


related frequencies, 


The zepp antenna system is easy to tune up, and can be used 
on several bands by merely retuning the feeders. The overall 
efficiency of the zepp antenna system is probably not quite as 
high for long feeder lengths as for some of the antenna sys- 
tems. which employ nonresonant transmission lines, but where 
space is limited and where operation on more than one band 
is desired, the zepp has some decided advantages. 

'Zepp feeders really consist of an additional length of an- 
tenna which is folded back on itself, so that the radiation from 
the two halves cancels. In Figure 3A is shown a simple Hertz 
antenna, fed at the center by means of a pickup coil. Figure 
3B shows another half-wave radiator tied directly on one end 
of the radiator shown in Figure 3A. Figure 3C is exactly the 
same thing, except that the first half-wave radiator, in which 
is located the coupling coil, has been folded back on itself. In 
this particular case, each half of the folded part of the antenna 
is exactly a quarter-wave long electrically. 

Addition of the coupling coil naturally will electrically 


lengthen the antenna; thus, in order to bring this portion of 
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Figure 1. 
FOUR METHODS OF END FEEDING AN ANTENNA. 


The arrangement at (C) is to be recommended since rejection 

of undesired harmonic radiation will be greatest with this cir- 

cuit arrangement. The arrangement at (D) may be used under 

certain conditions when a single-ended amplifier stage is used 
in the output of the transmitter. 


the antenna back to resonance, we must electrically shorten it 
by means of the series tuning capacitor, Ci. The two wires in 
the folded portion of the antenna system do not have to be 
exactly a quarter wave long physically, although the total 
electrical length of the folded portion must be equal to one- 
half wavelength electrically. 

When the total electrical length of the two feeder wires, 
plus the coupling coil, is slightly greater than any odd multi- 
ple of one-quarter wave, then series tuning capacitors must be 
used to shorten the electrical length of the feeders sufficiently 
to establish resonance. If, on the other hand, the electrical 
length of the feeders and the coupling coil is slightly less than 
any odd multiple of one-quarter wave, then parallel tuning 
(wherein a variable capacitor is shunted across the coupling 
coil) must be used in order to increase the electrical length of 
the whole feeder system to a multiple of one-quarter wave- 
length. 

As the radiating portion of the zepp antenna system must 
always be some multiple of a half wave long, there is always 
high voltage present at the point where the live zepp feeder 
attaches to the end of the radiating portion of the antenna. 
Thus, this type of zepp antenna system is voltage fed. 

The idea that it takes two capacitors to balance the current 
in the feeders, one capacitor in each feeder, is a common mis- 
conception regarding the zepp-type end-fed antenna. Balanc- 
ing the feeders with tuning capacitors for equal currents is 
useless, anyhow, inasmuch as the feeders on an end-fed zepp 
can never be balanced for both current and phase because of 
the tendency for the end of the “dead” feeder to have more 
voltage on it than the one attached to the radiator. 


The correct physical length for the flat top (radi- 
ating portion) of a zepp is not 0.95 of a half 
wavelength. Instead, it is so close to a half wave- 
length that it may be taken as that figure. Thus, while a 7300- 
kc. doublet is 64 feet long, the flat top of a 7300-kc. zepp 
should be 67 feet 3 inches. The reason for this is apparent 
when it is remembered that the 5 per cent difference between 
a resonant doublet and a physical half wavelength is princi- 
pally due to “end effects,” 2¥ per cent at each end of the 
radiator. 
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Figure 2. 


ALTERNATIVE METHODS OF FEEDING A 
' HALF-WAVE DIPOLE. 


The feed systems shown at (A), (B) and (C) above are of great- 

est advantage when it is required to locate the transmitter 

adjacent to one end of the radiating wire. The other illustra- 

tions of Figure 2 show a Jarge number of permissible methods 

of center feeding a half-wave dipole. The various feed methods 
are described in detail in the accompanying text. 


Obviously there is no end effect at the end of a radiator to 
which zepp feeders are attached. Hence, we lengthen the ra- 
diator 214 per cent. Now we must take into consideration that 
the end of the “dead” (unattached) feed wire has end effects, 
and that the other feeder does not. We want the two voltage 
loops to come at the same point on the feed line in order to 
obtain the best possible balance so as to minimize radiation. So 
we make the dead feed wire 214 per cent of a half wavelength 
shorter than the other. This can be done quite easily, merely 
by lengthening the flat top another 244 per cent. Thus the | 
flat top is 5 per cent longer than if it were fed in the center. = 
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Stub-Fed Zepp- 
Type Radiator 


Figure 2C shows a modification of the zepp- 
type antenna system to allow the use of a 
non-resonant transmission line between the 
radiating portion of the antenna and the transmitter. The 
“zepp” portion of the antenna is resonated as a quarter-wave 
stub and the non-resonant feeders are connected to the stub 
at a point where standing waves on the feeder are minimized. 
The procedure for making these adjustments is described in 


detail in Chapter 12. This type of antenna system is quite . 


satisfactory when it is necessary physically to end feed the 
antenna, but where it is necessary also to use non-resonant 
feeder between the transmitter and the radiating system. 


27-2 Center-Fed Half-Wave Horizontal 
Antennas 


The center feeding of a half-wave antenna system is usually 
to be desired over an end-fed system since the center-fed sys- 
tem is inherently balanced to ground and is therefore less 
likely to be troubled by feeder radiation. A number of center- 
fed systems are illustrated in Figure 2. 


The Tuned 
Doublet 


The. current-fed doublet with spaced feeders, 
sometimes erroneously called a center-fed zepp, 
is an inherently balanced system if the two legs 
of the radiator are electrically equal. This fact holds true 
regardless of the frequency, or of the harmonic, on which the 
system is operated. The system can successfully be operated 
over a wide range of frequencies if the system as a whole 
(both tuned feeders and the center-fed flat top) can be ,reso- 
nated to the operating frequency. It is usually possible to tune 
such an antenna system to resonance with the aid of a tapped 
coil and a tuning capacitor that can optionally be placed either 
in series with the antenna coil or in parallel with it. A series 
tuning capacitor can be placed in series with one feeder leg 
without unbalancing the system if the capacitor is placed in 
the immediate vicinity of the antenna coil. 

This type of antenna system is shown in Figure 2D. The 
antenna is a current-fed system when the radiating wire is a 
half wave long electrically, or when the system is operated on 
its odd harmonics, but becomes a voltage-fed radiator when 
operated on its even harmonics. 

The antenna has a different radiation pattern when operated 
on its harmonics, as would be expected. The arrangement used 
on the second harmonic is better known as the Franklin 
colinear array and is described in Chapter 28. The pattern ts 
similar to a half-wave dipole except that it is sharper in the 
‘broadside direction. On higher harmonics of operation there 
will be multiple lobes of radiation from the system. 

Figures 2E and 2F show alternative arrangements for using 
an untuned transmission line between the transmitter and the 
tuned-doublet radiator. In Figure 2E a half-wave shorted line 
is used to resonate the radiating system, while in Figure 2F 
a quarter-wave open line is utilized. The adjustment of 
quarter-wave and half-wave stubs is discussed in Chapter 12. 


Doublets with 
Quarter-Wave 
Transformers 


The average value of feed impedance for a 
center-fed half-wave doublet is 75 ohms. The 
actual value varies with height and is shown 
in Figure 3 of Chapter 12. Alternative meth- 
ods of matching this rather low value of impedance to a 
medium-impedance transmission line are shown in (G), (H), 
and (1) of Figure 2. Each,of these three systems uses a 
quarter-wave transformer to accomplish the impedance trans- 
formation. The only difference between the three systems lies 
in the type of transmission line used in the. quarter-wave 
transformer. (G) shows the “Johnson Q” system. whereby a 
line made up of ¥%4-inch dural tubing is used for the low- 
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Figure 3. 
EVOLUTION OF THE ZEPP ANTENNA. 


impedance linear transformer. A line made up in this manner 
is frequently called a set of “Q bars’. Illustration (H) shows 
the use of a four-wire line as the linear transformer, and (1) 
shows the use of a piece of 150-ohm twinlead electrically Y4- 
wave in length as the transformer between the center of the 
dipole and a piece of 300-ohm twinlead. In any case the im- 
pedance of the quarter-wave transformer will be of the order 
of 150 to 200 ohms. The use of sections of transmission line 
as linear transformers is discussed in detail in Chapter 12. 


An alternative method for increasing the feed- 
point impedance of a dipole so that a medium- 
impedance transmission line may be used is 
shown in Figures 2J and 2K. This system utilizes more than 
one wire in parallel for the radiating element, but only one of 
the wires is broken for attachment of the feeder. The theory 
of this type of antenna has been discussed in Chapter 12, but 
the most common arrangement uses two wires in the flat top of 
the antenna so that an impedance multiplication of four 1s 
obtained. : 

The antenna shown in Figure 2J is the so-called twinlead 
“folded dipole” which is so popular an antenna system on the 
medium-frequency amateur bands. In this arrangement both 
the antenna and the transmission line to the transmitter are 
constructed of 300-ohm twinlead. The flat top of the antenna 
is made slightly less than the conventional length (462/Fxe. 
instead of 468/Fuc. for a single-wire flat top) and the two 
ends of the twinlead are joined together at each end. The cen- 
ter of one of the conductors of the twinlead flat top is broken 
and the two ends of the twinlead feeder are spliced into the 
flat top leads. As a protection against moisture pieces of flat 
polyethylene taken from another piece of 300-ohm twinlead 
may be molded over the joint between conductors with the aid 
of an electric iron or soldering iron. 

Figure 2K shows the basic type of 2-wire doublet or “folded 
dipole” wherein the radiating section of the system is made 
up of standard antenna wire spaced by means of feeder spread- 
ers. The feeder again is made of 300-ohm twinlead since the 
feed-point impedance is approximately 300 ohms the same as 
that of the twinlead folded dipole. 

The folded-dipole type of antenna has the broadest response 
characteristic (greatest bandwidth) of any of the conventional 
half-wave antenna systems constructed of small wires or con- 
ductors. Hence such an antenna may be operated over the 
greatest frequency range without producing detuning at the 
transmitter of any common half-wave antenna type. 

The increased bandwidth of the multi-wire doublet type of 
radiator, and the fact that the feed-point resistance is 
increased several times over the radiation resistance of the 
element, have both contributed to the frequent use of the 
multi-wire radiator as the driven element in a parasitic an- 
tenna array. 


Multi-Wire 
Doublets 
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HALF-WAVE VERTICAL ANTENNA SHOWING 
ALTERNATIVE METHODS OF FEED. 


Some trouble has been experienced with twinlead from 
moisture absorption. Amphenol has recently announced the 
availability of “Amphenol 307 Silicone Compound”, a sub- 
stance which may be coated on the twinlead in the thinnest 
possible film to prevent, the formation of a continuous film of 
moisture on the surface of the twinlead. It has been stated 
that this material will greatly reduce the ill effects of moisture 
on the operation of twinlead transmission line. 


Delta-Matched 
Doublet and 
Standard Doublet 


These two types of radiating elements are 
shown in Figure 2L and Figure 2M. The 
delta-matched doublet is described in de- 
tail in Chapter 12 and is illustrated in 
Figure 15 of that chapter. The standard doublet, shown in 
Figure 2M, is fed in the center by means of 75-ohm twinlead, 
either the transmitting or the receiving type, or it may be fed 
by means of twisted-pair feeder or by means of parallel-wire 
lampcord. Any of these types of feed line will give an approxt- 
mate match to the center impedance of the dipole, but the 
75-ohm twinlead is far to be preferred over the other types of 
feeder due to the much lower losses of the polyethylene- 
dielectric transmission line. 

The coaxial-cable-fed doublet shown in Figure 2N is a 
variation on the system shown in Figure 2M. Either 52-ohm 
coaxial cable or 75-ohm coaxial cable may be used to feed the 
center of the dipole, although the 75-ohm type will give a 
somewhat better impedance match at normal antenna heights. 
Due to the assymmetry of the coaxial feed system difficulty 
may be encountered with waves traveling on the outside of 
the coaxial cable. For this reason the use of twinlead is nor- 
mally to be preferred over the use of coaxial cable for feeding 
the center of a half-wave dipole. 


Off-Center 


The system shown in Figure 2(O) is some- 
Fed Doublet 


times used to feed a half-wave dipole, espe- 
cially when it is desired to use the same an- 
tenna on a number of harmonically-related frequencies. The. 
feeder wire (no. 14 enamelled wire should be used) is tapped 
a distance of 14 per cent of the total length of the antenna 
either side of center. The feeder wire, operating against ground 
for the return current, has an impedance of approximately 600 
ohms. The system works well over highly conducting ground, 
but will introduce rather high losses when the antenna is 
located above rocky or poorly conducting soil. The off-center 
fed antenna has a further disadvantage that it is highly re- 
sponsive to harmonics fed to it from the transmitter. This 
means that an effective harmonic filter circuit such as is 
described in Chapter 10 must be used between the transmitter 
and the feed line to the antenna. 

The effectiveness of the antenna system in radiating har- 
monics is of course an advantage when operation of the an- 


it is quite necessary to use a harmonic filter to insure that only 
the desired frequency is fed from the transmitter to the an- 
tenna. 


27-3 Half-Wave Vertical Antennas 


The half-wave vertical antenna with its bottom end from 
0.1 to 0.25 wavelength above ground is a very effective dx 


‘antenna under operating conditions where man-made inter- 


ference is not too severe, and where the ground conditions in 


the vicinity of the antenna are particularly good. Such an 


antenna will operate very effectively over water or salt marsh, 
or a system of radials from one-half wavelength to two wave- 
lengths in length may be run out, spaced from 15° to 45°, 
from the base of the antenna. ie 

Figure 4 shows three ways of feeding such an antenna sys- 
tem by means of an untuned transmission line. Of course zepp 
feeders may be run to the base of the antenna under conditions 
where zepp feeders are practicable. The system shown in Fig- 
ure 4A is quite desirable under certain conditions since the 
base of the antenna section may be grounded—hence an in- 
sulator is not needed at the base of the structure. Of course a 
vertical section actually 34 wavelength long must be used, 
while only the top ¥% wavelength does the radiating. However, 
the arrangement is convenient when a 44-wavelength section 


of dural tubing may be solidly mounted at the base and left: 


self-supporting for most of its extent. The system is also con- 


/ venient for mobile work on the higher-frequency bands since 


the base of the radiating structure may be mounted to the 
frame of the car or to the bumper. 

The stub-fed vertical system shown in Figure 4B is an 
arrangement similar in principle to the system shown at (A) 
except that the matching section is not made a part of the 
supporting structure of the radiating element. This arrange- 
ment, as well as that shown at (C) requires the use of an 
insulator at the base of the antenna. The tuning procedure 
for the stub, and the method for determining the proper tap 
position for the transmission line has been discussed in Chap- 
ter 12. If a coil and capacitor (mounted in a weatherproof 
box) is used at the base of the antenna instead of the match- 
ing stub, the tuning procedure is as follows: It is assumed 
first that the length of the radiating portion of the antenna is 


approximately one-half wavelength (or any multiple of one- — 


half wavelength) in length. The coil and capacitor. are first 


-resonated, using a neon bulb or dial lamp and loop of wire as 


an indicator, without the antenna connected and with very 
loose coupling to the feed line from the transmitter. Then 
the antenna is connected, the coupling to the feeder line is 
increased, and the tank circuit is checked for resonance. The 
tank will probably have to be retuned slightly due to the 


capacitance to ground of the base of the antenna. Then the . 


adjustments of the links at the transmitter and at the antenna 
coupling tank are successively readjusted until the transmitter 
is loaded to the proper input and the feed line shows a low 
standing-wave ratio. 


27-4 The Marconi Antenna 


A grounded quarter-wave Marconi antenna is sometimes 
used on the 80-meter band, and is also used in v-h-f mobile 
services where a compact antenna is required. The Marconi 
type antenna allows the use of half the length of wire that 
would be required for a half-wave Hertz radiator. The ground 
acts as a mirror, in effect, and takes the place of the additional 
quarter-wave of wire that would be required to reach resonance 
if the end of the wire were not returned to ground. ~~ 

The Marconi antenna is generally not as satisfactory for 
long-distance communication as the Hertz type, the reduced 


radiation efficiency being due to losses in the ground connec- 
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tenna on a number of frequency bands is desired. But again 
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Figure 5. 


TWO PRACTICAL METHODS OF FEEDING A 
QUARTER-WAVE MARCONI ANTENNA. 


The arrangement shown at (A) is preferable where the lower 
end of the Marconi antenna is not grounded. However, the 
shunt feeding system shown at (B) will be found to be quite 
satisfactory for use in cases where the lower end of the radiator 
must necessarily be grounded for mechanical reasons, 


tion. However, the Marconi may be made almost as good a 
radiator on frequencies below about 3 Mc. if sufficient care is 
taken with regard to the ground system. 

The fundamental practical form of the Marconi antenna 
system is shown in Figure 5A. Other Marconi antennas differ 
from this type primarily in regard to the method of feeding 
the energy to the radiator. The feed method shown in Figure 
5B can often be used to advantage, particularly in mobile 
work, when it is desired to ground the bottom of the Marconi 
antenna. 

Variations on the basic Marconi antenna shown in Figure 
6A are shown in the other illustrations of Figure 6. Figures 
6B and 6C show the “L”-type and “T”’-type Marconi antennas. 
These arrangements have been more or less superseded by the 
top-loaded forms of the Marconi antenna shown in Figures 
6D, 6E, and 6F. In each of these latter three figures an antenna 
somewhat less than one quarter wave in length has been 
loaded to increase its effective length by the insertion of a 
loading coil at or near the top of the radiator. The arrange- 
ment shown at Figure 6D gives the least loading but is the 
most practical mechanically. The system shown at Figure 6E 
gives an intermediate amount of loading, while that shown at 
Figure 6F, utilizing a “hat’’ just above the loading coil, gives 
the greatest amount of loading. The object of all the top- 
loading methods shown.is to produce an increase in the effec- 
tive length of the radiator, and thus to raise the point of maxi- 
mum current in the radiator as far as possible above ground. 


Raising the maximum-current point in the radiator above 


ground has two desirable results: The percentage of low-angle 
radiation is increased and the amount of ground current at 
the base of the radiator is reduced, thus reducing the ground 
losses. 


To resonate inductively an inductive-loaded 
_ Marconi, the inductance would have to be in 
the form of a variometer in order to permit continuous vari- 
ation of the inductance. The more common practice is to use 
a tapped loading coil. The loading coil should preferably be 
placed a short distance from the top or far end of the radiator; 
this reduces the current flowing in the ground connection by 
raising the radiation resistance, resulting in better radiation 


Loading Coils 


efficiency. More than the required amount of inductance for 


resonance is clipped in series with the antenna, and the System 
is then resonated by means of the series variable-capacitor at 
the base of the radiator, the same as though the radiator were 
actually too long physically. 
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Figure 6. 
VARIATIONS ON THE MARCONI ANTENNA. 


The relative advantages of the top loading systems as shown 
at (B), (C), (E) and (F) are discussed in text. 


To estimate whether a Joading coil will probably be \re- 
quired, it is necessary only to note if the length of the antenna 
wire and ground lead is over a quarter wavelength; if so, no 
loading coil is needed, provided the series tuning capacitor 
has a high maximum capacitance. 

Amateurs primarily interested in the higher frequency 
bands, but who like to work 80 meters occasionally, can usually 
manage to resonate one of their antennas as a Marconi by 
working the whole system, feeders and all, against a water 
pipe ground, and resorting to a loading coil if necessary. A 
high-frequency-rotary, zepp, doublet, or single-wire-fed an- 
tenna will make quite a good 80-meter Marconi if high and 
in the clear, with a rather long feed line to act as a radiator on 
80 meters. Where two-wire feeders are used, the feeders should 


‘be tied together for Marconi operation. 


Importance of With a quarter-wave antenna and a 
Ground Connection ground, the antenna current generally is 

s measured with a meter placed in the 
antenna circuit close to the ground connection. Now, if this 
current flows through a resistor, or if the ground itself presents 
some resistance, there definitely will be a power loss in the 
form of heat. Improving the ground connection, therefore, 
provides a definite means of reducing this power loss, and 
thus increasing the radiated power. 

The best possible ground consists of as many wires as pos- 
sible, each at least a quarter wave long, buried just below the 
surface of the earth, and extending out from a common point 
in the form of radials. Copper wire of any size larger than 
no. 16 is satisfactory, though the larger sizes will take longer 
to disintegrate. In fact, the radials need not even be buried; 
they may be supported just above the earth, and insulated 
from it. This arrangement is called a counter poise, and oper- 
ates by virtue of its high capacitance to ground. 

Unless a large number of radials is used, fairly close to the 
ground, the counterpoise will act more like the bottom half of 
a half-wave Hertz than like a ground system. However, the 
efficiency with a counterpoise will be quite good, regardless. 
It is when the radials are buried, or laid on the ground, that 
a large number should be used for best efficiency. Broadcast 
stations use as many as 120 radials of from 0.3 to 0.5 wave- 
length long. 

A large number of radials not only provides a low resistance 
earth connection, but also, if long enough, produces the effect 
of locating the radiator over highly conducting earth. The 
importance of the latter with regard to vertical antennas is 
illustrated in Figure 4 of Chapter 12. 

When it is impossible to extend buried radials in all direc- 
tions from the ground connection for an inverted-L type Mar- 
coni, it is of importance that a few wires be buried directly 
below the flat top, and spaced at least 10 feet from one an- 
other. 
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If the antenna is physically shorter than a quarter wave- 
length, the antenna current is higher, due to lower radiation 
resistance. Consequently, the power lost in. resistive soil is 
greater. The importance of a good ground with short, induc- 
tive-loaded Marconi radiators is, therefore, quite obvious. With 
a good ground system, even very short (one-eighth wave- 
length) antennas can be expected to give a high percentage 
of the efficiency of a quarter-wave antenna used with the same 
ground system. This is especially true when the short radiator 
is top loaded with eet Q oe loss) coil. 


Water-Pipe 
Grounds surface and cross section, has a relatively low 
r-f resistance. If it is possible to attach to a junc- 
tion of several water pipes (where they branch in several 
directions and run for some distance under ground), a satis- 
factory ground connection will be obtained. If one of the pipes 
attaches to a lawn or garden sprinkler system in the immedi- 
ate vicinity of the antenna and runs hither and thither to sev- 
eral neighboring faucets within a radius of a hundred yards, 
the effectiveness of the system will approach that of buried 
copper radials. 

The main objection to water- -pipe grounds is the possibility 
of high resistance joints in the pipe, due to the © ‘dope”’ put on 
the coupling threads. By attaching the ground wire to a junc- 
tion with three or more legs, the possibility of requiring the. 
main portion of the r-f current to flow through a high resist- 
ance connection is greatly reduced. 

The presence of water in the pipe adds but little to the con- 
ductivity; therefore it does not relieve the problem of high 
resistance joints. Bonding the joints is the best insurance, but 
this is, of course, impracticable where the pipe is buried. Bond- 
ing together with copper wire the various water faucets above 
the surface of the ground will improve the effectiveness of a 
water pipe ground system hampered by high-resistance pipe 
couplings. 


A Marconi antenna is an odd number of elec- 
trical quarter waves long (usually only one 
quarter wave in length), and is always resonated 
to the operating frequency. The correct loading of the final 
amplifier is accomplished by varying the coupling, rather than 
by detuning the antenna from resonance. 

Physically, a quarter-wave Marconi may be made anything 
from one-eighth to three-eighths wavelength overall, meaning 
the total length of the antenna wire and ground lead from the 
end of the antenna to the point where the ground lead attaches 
to the junction of the radials or counterpoise wires, or the 
water pipe enters the ground. The longer the antenna is made 
physically, the lower will be the current flowing in the ground 
connection, and the greater will be the overall radiation effi- 
ciency. However, when the antenna length exceeds three- 
eighths wavelength, the antenna becomes difficult to resonate 
by means of a series capacitor, and it begins to take shape as 
an end-fed Hertz, requiring a method of feed such as has been 
discussed in connection with Figure 2B. 


Marconi 
Dimensions 


A radiator physically shorter than a quarter wavelength . 


can be lengthened electrically by means of a series loading 
coil, and used as a quarter-wave Marconi. However, if the 
wire is made shorter than approximately one-eighth wave- 
length, the radiation resistance will be so low that high effi- 
ciency cannot be obtained, even with a very good ground. 


27-5 Space-Conserving Antennas 


In many cases it is desired to undertake a considerable 
amount of operation on the 80-meter or 40-meter band, but 
sufficient space is simply not available for the installation of a 
half-wave radiator for the desired frequency of operation. 


Water pipe, because of its comparatively large. 


Marconi antenna operated against a good ground can be used 
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The arrangements shown at (A) and (B) are satisfactory where 
resonant feed line can be used. However, non-resonant 75-ohm ; 
feed line may be used in the arrangement at (A) when the 


_dimensions in wavelengths are as shown. In the arrangement 

shown at (B) low standing waves will be obtained on the feed 

line when the overall length of the antenna is a half wave. The sa) 

‘arrangement shown at (C) may be tuned for any reasonable f 

length of flat top to give a minimum of standing waves on the 
transmission line. 


This is a common experience of those who are forced to reside 
in an apartment house or in a bungalow court. The shortened — 


under certain conditions, but the shortened Marconi is notori- 
ous for the production of broadcast interference, and a good 
ground connection is usually completely one ea in an 
apartment house. 

Essentially, the problem in producing am antenna for low- 
frequency operation in restricted space is to erect a short 
radiator which is balanced with respect to ground and which 
is therefore independent of ground for its operation. Several 
antenna types meeting this set of conditions are shown in 
Figure 7. Figure 7A shows a conventional center-fed doublet — 
with bent-down ends. This type of antenna can be fed with ~ ' 
75-ohm twinlead in the center, or it may be fed with a resonant 3 
line for operation on several bands. The overall length of the — 
radiating wire will be a few per cent greater than the normal — 
length for such an antenna since the wire is bent at a position 4 
intermediate between a current loop and a voltage loop. The — 
actual length will have to be determined by the cut-and-try 
process due to the increased effect of interfering objects on the 
effective electrical length of an antenna of this type. =. 

Figure 7B shows a method for using a two-wire doublet | é 
on one half of its normal operating frequency. It is recom- 
mended that spaced open conductor be used for the radiating 
portion of the “folded dipole” rather than 300-ohm twinlea 
as is commonly used when operation on only one frequenci 
is desired. The reason for this recommendation lies in the fac 
that the two wires of the flat top are not at the same potentia 
throughout ‘their length when the antenna is operated on one- 
half frequency. Twinlead may be used for the feeder line 1 
operation on the frequency where the flat top is one-half wav: 
in length is most common, and operation on one-half. fre: 
quency is infrequent. However, if the antenna is to be used 
primarily on one-half frequency as shown it should be fed— 
by means of an open-wire line. If it is desited to feed the an 
tenna with a non-resonant line, a quarter-wave stub may b 
connected to the antenna at the points X, X in Figure 7B. T 
stub should be tuned and the transmission line conpcure to 
in the normal manner. 
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Figure 8. 
THE THREE-QUARTER WAVE FOLDED DOUBLET. 


This antenna arrangement will give very satisfactory operation 

with a 600-ohm feed line for operation with the switch open 

on the fundamental frequency and with the switch closed on 
twice frequency. 


The antenna system shown in Figure 7C may be used when 
not quite enough length is available for a full half-wave radi- 
ator. The dimensions in terms of frequency are given on the 
drawing. An antenna of this type is 93 feet long for operation 
on 3600 kc. and 86 feet long for operation on 3900 kc. This 
type of antenna has the additional advantage that it may be 
operated on the 7-Mc. and 14-Mc. bands, when the flat top 
has been cut for the 3.5-Mc. band, simply by changing the 
position of the shorting bar and the feeder line on the stub. 
The procedure is discussed in more detail in Section 27-6 of 
this chapter. 

A sacrifice which must be made when using a shortened 
radiating system, as for example the types shown in Figure 7, 
is in the bandwidth of the radiating system. The frequency 
range which may be covered by a shortened antenna system 
- iS approximately in proportion to the amount of shortening 
which has been employed. For example, the antenna system 
shown in Figure 7C may be operated over’ the range from 
- 3800 kc. to 4000 kc. without serious standing waves on the 


feeder line. If the antenna had been made full length it would 


be possible to cover about half again as much frequency range 
for the same amount of mismatch on the extremes of the fre- 
_quency range. 


27-6 Multi-Band Antennas 


The availability of a multi-band antenna is a great operating 
convenience to an amateur station. In most cases it will be 
found best to install an antenna which is optimum for the 
band which is used for the majority of the available operating 
time, and then to have an additional multi-band antenna 
which may be pressed into service for operation on another 
band when propagation conditions on the most frequently used 
band are not suitable. Most amateurs use, or plan to install, 
at least one directive array for one of the higher-frequency 
bands, but find that an additional antenna which may be used 
on the 3.5-Mc. and 7.0-Mc. band or even up through the 
28-Mc. band is almost indispensible. 

The choice of a multi-band antenna depends upon a number 
of factors such as the amount of space available, the band 
which is to be used for the majority of operating with the 
antenna, the radiation efficiency which is desired, and the type 
of antenna tuning network to be used at the transmitter. A 
number of recommended types for use under differing condi- 
tions are illustrated in Figures 8 through 11. 


The 34-Wave 
Folded Doublet 


Figure 8 shows an antenna type which will 
be found to be very effective when a mod- 
erate amount of space is available, when 
most of the operating will be done on one band with occasional 
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RECOMMENDED LENGTHS AND METHOD OF FEED 
FOR THE END-FED HERTZ ANTENNA. 


operation on the second harmonic. The system is quite satis- 
factory for use with high-power transmitters since a 600-ohm 
non-resonant line is used from the antenna to the transmitter 
and since the antenna system is balanced with respect to 
ground. With operation on the fundamental frequency of the 
antenna where the flat top is 34 wave long the switch SW is 
left open. The system affords a very close match between the 
600-ohm line and the feed point of the antenna. Kraus has 
reported a standing-wave ratio of approximately 1.2 to 1 over 
the 14-Mc. band when the antenna was located approximately 
one-half wave above ground (Radio, June 1939). 

For operation on the second harmonic the switch SW is 
closed. The antenna is still an effective radiator on the second 
harmonic but the pattern of radiation will be different from 
that on the fundamental and the standing-wave ratio on the 
feed line will be greater. 


. The End-Fed 
Hertz 


The end-fed Hertz antenna shown in Figure 
9 is not as effective a radiating system as 
many other antenna types, but it is particu- 
larly convenient when it is desired to install an antenna in a 
hurry for a test, or for field- day work. The flat top of the 
radiator should be as high and in the clear as possible. In any 
event at least three quarters of the total wire length should 
be in the clear. Dimensions for optimum operation on various 
amateur bands are given in addition in Figure 9. ‘ 


The End-Fed 
Zepp 


The end-fed Zepp has long been a favorite. 
for multi-band operation. It is shown in Fig- 

ure 10 along with recommended dimensions 
for operation on various amateur band groups. Since this an- 
tenna type is an unbalanced radiating system, its use is not 
recommended with high-power transmitters where interfer- 
ence to broadcast listeners is likely to be encountered. The r-f 
voltages encountered at the end of zepp feeders and at points 
an electrical half wave from the end are likely-to be quite high. 
Hence: the feeders should be supported an adequate distance 
from surrounding objects and sufficiently in the clear so that 
a chance encounter between a passerby and the feeder is un- 
likely. 

The coupling coil at the transmitter end of the feeder system 
can be directly inductively coupled to the transmitter output 
circuit but the use of a grounded coupling link between the 
output tank of the transmitter and the feeder-tuning coil is 
strongly recommended in order to reduce harmonic radiation. 
Transmitter-to-feed line coupling methods have been discussed 
in detail in Chapter 10. 


The Center-Fed 
Multi-Band 
Antenna 


Several types of center-fed antenna systems 
are shown in Figure 11. If the feed line is 
made up in the conventional manner of no. 

12 or no. 14 wire spaced 4 to 6 inches the 
antenna system is sometimes called a center-fed zepp. With, 
this type of feeder the impedance at the transmitter end of the 
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feeder varies from about 70 ohms to approximately 5000 ohms, 
the same as is encountered in an end-fed zepp antenna. This 
great impedance ratio requires provision for either series Of 
parallel tuning of the feeders at the transmitter, and involves 
quite high r-f voltages at various ‘points along the feed line. 

If the feed iine between the transmitter and the antenna is 
made to have a characteristic impedance of approximately 300 
ohms the excursions in end-of-feeder impedance are greatly 
reduced. In fact the impedance then varies from approximately 
75 ohms to 1200 ohms. With this much lowered impedance 
variation it is usually possible to use series tuning on all bands, 
or merely to couple the antenna directly to the output tank 
circuit or the harmonic reduction circuit without any separate 
feeder tuning provision. 

There are four practicable types of transmission line which 
can give an impedance of approximately 300 ohms. The first 
is, obviously, 300-ohm twinlead. Twinlead of the receiving 
type may be used as a resonant feed line in this case, but its 
use is not recommended with power levels greater than perhaps 
100 watts, and it should not be used when lowest loss in the 
transmission line is desired. Although twinlead is quite satts- 
factory for a non-resonant line, it has not been designed for 
application as a resonant line. The second type is a two-wire 
air-spaced line with large conductors and close spacing. The 
ratio of conductor spacing to conductor radius for a character- 
istic impedance of 300 ohms is 12.22. In other words, no. 10 
wire should be spaced 0.6”, no. 8 wire should be spaced 0.79”, 
3/16” copper tubing should be spaced about 1.14”, and 1/- 
inch copper tubing should be spaced 1.53”. Johnson no. 132 
2” feeder spreaders have a notch cut in the side for use with 
Y,-inch copper tubing at 114” spacing for making up a 300- 
ohm line. 

The third type of transmission line which may be used to 
obtain an impedance of 300 ohms is the standard cross-con- 
nected four-wire ait-spaced line. In this case to obtain, from 
the equation: 


Zo = 138 logio ae 20.8 


se 


an impedance of 300 ohms requires a ratio of conductor spac- 
ing to conductor radius of 211.2. This high ratio requires the 
use of rather small wires or rather large spacings. Number 18 
wires would be spaced 4” on the sides of the square, or equally 
about a 5.65” diameter circle. : 

Probably the most satisfactory method for obtaining a low- 
loss 300-ohm line of simple construction is to use a four-wire 
side-connected transmission line. This type of transmission line 
is constructed the same as a conventional cross-connected four- 
wire line but adjacent pairs of wire are strapped together at 


rays for the 14-Mc. band and those -higher in frequency. In 
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Figure 11. 


the ends (make sure that the same pair is strapped at each 
end). This type of transmission line has not been very com- — 
monly used in the past but it lends itself particularly to the 
construction of transmission lines with impedances in the range 
between 260 ohms (above which the four-wire cross-connected 
line becomes difficult mechanically) and 400 ohnfs (below 
which the two-wire line becomes mechanically difficult to con- 
struct). , 
The equation for the characteristic impedance of such a line 
where the four wires are placed on the corners of a square is: — 


Ze 158 loge + 20.8 


_wheré S is the spacing between adjacent wires and r is the — 


radius of the wires. Inspection of the equation shows that the — 
form of the equation is the same as that for the cross-connected 
four-wire line except that a plus sign has been substituted for 
the minus sign between the last two terms. This means that 
if we change the end-strap connections on a four-wire cfoss- 
connected line to make it an adjacent-connected line, the im- 


. pedance of the line will be raised by 41.6 ohms. The actual 3 


ratio of spacing to radius for 300 ohms impedance using this _ 
type of line is 105.5. It will be noticed that this ratio is exactly _ 
half that required for the same value of impedance using a : 
cross-connected line; this fact will be found true in all cases 
when comparing the two methods of connection for a four- 
wire line—the ratio of spacings for a cross-connected line is 


exactly twice that for an adjacent-connected line having the — 


same impedance. 

As has been mentioned earlier, there is _ 
an increasing tendency among amateur — 
operators to utilize rotary or fixed ar- 


Folded Flat-Top 
Dual-Band Antenna 


order to afford complete coverage of the amateur bands it is — 
then desirable to have an additional system which will operate — 
with equal effectiveness on the 3.5-Mc. and 7-Mc. bands, but — 
this low-frequency antenna system will not be required to : 
operate on any bands higher in frequency than the 7-Mc. band. 
The antenna system shown in Figure 12 has been developed 
fill this need. pe 

_ The system consists essentially of an open-line folded — 
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Dual-Band Antenna 


dipole for the 7-Mc. band with a special feed system which 
allows the antenna to be fed with minimum standing waves on 

the feed line on both the 7-Mc. and 3.5-Mc. bands. The feed- 
- point impedance of a folded dipole on its fundamental fre- 
-quency is, as has been discussed in Section 27-1, approximately 
300 ohms. Hence the 300-ohm twinlead shown in Figure 12 
can be connected directly into the center of the system for oper- 
ation only on the 7-Mc. band and standing waves on the feeder 
will be very small. However, transmission-line theory teaches 
us that it is possible to insert an electrical half-wave of trans- 
mission line of any characteristic impedance into a feeder sys- 
tem such as this and the impedance at the far end of the line 
will be exactly the same value of impedance which the half- 
wave line sees at its termination. Hence this has been done in 
the antenna system shown in Figure 12; an electrical half wave 
of line has been inserted between the feed point of the antenna 
and the 300-ohm transmission line to the transmitter. The 
characteristic impedance of this additional half-wave section 
of transmission line has been made about 715 ohms, but since 
it is an electrical half wave long at 7 Mc. and operates into a 
load of 300 ohms at the antenna the 300-ohm twinlead at the 
bottom of the half-wave section still sees an impedance of 300 


ohms. The additional half-wave section of transmission line 


introduces a negligible amount of loss since the current flowing 
in the section of line is the same which would flow in a 300- 
ohm line at each end of the half-wave section, and at all other 
points it is Jess than the current which would flow in a 300- 
ohm line since the effective impedance is greater than 300 ohms 
in the center of the half-wave section. This means that the loss 
is less than it would be in an equivalent length of 300-ohm 
twinlead since this type of manufactured transmission line 1s 
made up of conductors which are equivalent to no. 20 wire. 

So we see that the added section of 715-ohm line has sub- 
stantially no effect on the operation of the antenna system on 
the 7-Mc. band. However, when the flat top of the antenna is 
operated on the 3.5-Mc. band the feed-point impedance of the 
flat top is approximately 2600 ohms. Since the section of 715- 
ohm transmission line is an electrical guarter-wave in length 
on the 3.5-Mc. band, this section of line will have the effect of 
transforming the approximately 2600 ohms feed-point imped- 
ance of the antenna down to an impedance of 200 ohms which 
will approximately match the 300-ohm impedance of the twin- 
lead transmission line from the transmitter to the antenna 
system. 

The antenna system of Figure 12 operates with very low 
standing waves over the entire 7-Mc. band, and it will operate 
with low standing waves from 3500 to 3800 kc. in the 3.5-Mc. 
_ band and with sufficiently low standing-wave ratio so that it is 
quite usable over the entire 3.5-Mc. band. 

This antenna system, as well as all- other types of multi-band 
antenna systems, must be used in conjunction with some type 
of harmonic-reducing antenna tuning network even though the 
system does present the convenient impedance value of 300 
ohms on both bands. Harmonic-reducing antenna-coupling 
networks have been discussed in detail in Chapter 10, Section 
10-4, 


27-7 Antenna Construction 


The foregoing portion of this chapter has been concerned 
primarily with the electrical characteristics and considerations 
of antennas. The actual construction of these antennas is just 
as important. Some of the physical aspects and mechanical 
problems incident to the actual erection of antennas and arrays 
will, therefore, be discussed. 

Up to 60 feet, there is little point in using mast-type antenna 
supports unless guy wires must either be eliminated or kept to 
a minimum. While a little harder to erect, because of their 
floppy nature, fabricated wood poles of the type to be described 
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FOLDED-TOP DUAL-BAND ANTENNA. 


This excellent space-conserving two-band antenna is described 
in detail in the accompanying text. 


will be just as satisfactory as more rigid types, provided many 
guy wires are used. 

Rather expensive when purchased through the regular chan- 
nels, 40- and 50-foot telephone poles sometimes can be obtained 
quite reasonably. In the latter case, they are hard to beat, inas- 
much as they require no guying if set in the ground six feet 
(standard depth), and the resultant pull in any lateral direc- 
tion is not in excess of a hundred pounds or so. 

For heights of 80 to 100 feet, either three-sided or four-sided 
lattice type masts are most practicable. They can be made self- 
supporting, but a few guys will enable one to use a smaller 
cross section without danger from high winds. The torque 
exerted on the base of a high self-supporting mast is terrific 
during a strong wind. 


The “A-Frame” Figures 13A and 13B show the standard 
Mast method of construction of the “A-frame” 

type of mast. This type of mast is quite 
frequently used since there is only a moderate amount of work 
involved in the construction of the assembly and since the 
materials cost is relatively small. The three pieces of selected 
2 by 2 are first set up on three sawhorses or boxes and the 
holes drilled for the three 14-inch bolts through the center of 
the assembly. Then the base legs are spread out to about 6 
feet and the bottom braces: installed. Then the upper braces 
and the cross pieces are installed and the assembly given sev- 
eral coats of good-quality paint as a protection against weather- 
ing. 

Figure 13C shows another common type of mast which is 
made up of sections of 2 by 4 placed end-to-end with stiffening 
sections of 1 by 6 bolted to the edge of the 2 by 4 sections. 
Both types of masts will require a set of top guys and another 
set of guys about one-third of the way down from the top. Two 
guys spaced about 90 to 100 degrees and pulling against the 
load of the antenna will normally be adequate for the top 
guys. Three guys are usually used at the lower level, with 
one directly behind the load of the antenna and two more 
spaced 120 degrees from the rear guy. 

The raising of a mast is made much easier if a “gin pole” 
about 20 feet high is installed about 30 or 40 feet to the rear 
of the direction in which the antenna is to be raised. A line 
from a pulley on the top of the gin pole is then run to the top 
of the pole to be raised. The gin pole comes into play when 
the center of the mast has been raised 10 to 20 feet above the 
ground and an additional elevated pull is required to keep the 
top of the mast coming up as the center is raised further above 
ground. 
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TWO SIMPLE ANTENNA MASTS. 


(A) shows the method of assembiy, and (B) shows the com- 

pleted structure of the A-frame type of antenna. (C) shows 

a type of structure which is more stable and somewhat more 
satisfactory for lengths of 50 to 70 feet. 


NT 


Guy Wires Guy wires should never be pulled taut; a small 
amount of slack is desirable. Galvanized wire, 
somewhat heavier than seems sufficient for the job, should be 
used. The heavier wire is a little harder to handle, but costs 
only a little more and takes longer to rust through. Care should 
be taken to make sure that no kinks exist when the pole or 
tower is ready for erection, as the wire will be greatly weak- 
ened at such points if a kink is pulled tight, even if it is later 


straightened. 


If “dead men” are used for the guy wire terminations, the 


wire ot rod reaching from the dead men to the surface should 
be of non-rusting material, such as brass, or given,a heavy 
coating of asphalt or other protective substance to prevent 
destructive action by the damp soil. Galvanized iron wire will 
last only a short time when buried in moist soil. 

Only strain-type (compression) insulators should be used 
for guy wires. Regular ones might be sufficiently strong for the 
job, but it is not worth taking chances, and egg-type strain 
halyard insulators are no more expensive. 

Only a brass or bronze pulley should be used for the halyard, 
as a nice high pole with a rusted pulley is truly a sad affair. 
The bearing of the pulley should be given a few drops of 
heavy machine oil before the pole or tower is raised. The hal- 
yard itself should be of good material, preferably water- 
proofed. Hemp rope of good quality is better than window sash 
cord from several standpoints, and is less expensive. Soaking 
it thoroughly in engine oil of medium viscosity, and then wip- 
ing it off with a rag, will not only extend its life but minimize 
shrinkage in wet weather. Because of the difficulty in replacing 
a broken halyard it is a good idea to replace it periodically, 
without waiting for it to show excessive wear or deterioration. 

It is an excellent idea to tie both ends of the halyard line 
together in the manner of a flag-pole line. Then the antenna 
is tied onto the place where the two ends of the halyard are 
joined. This procedure of making the halyard into a loop 
prevents losing the “up” end of the halyard should the antenna 
break neat the end, and it also prevents losing the halyard 
completely should the end of the halyard carelessly be allowed 
to go free and be pulled through the pulley at the top of the 
mast by the antenna load. A somewhat longer piece of line is 


Lower Frequency Antennas 


“the antenna should be tied to the halyard, as the continual 


required but the insurance is well worth the cost of the addi- “ 
tional length of rope. 


Often a tall tree can be called upon to support one 
end of an antenna, but one should not attempt to” 
attach anything to the top, as the swaying of the 
top of the tree during a heavy wind will complicate matters. 

If a tree is utilized for support, provision should be made 
for keeping the antenna taut without submitting it to the possi- 
bility of being severed during a heavy wind. This can be done 
by the simple expedient of using a pulley and. halyard, with 
weights attached to the lower end of the halyard to keep the 
antenna taut. Only enough weight to avoid excessive sag in . 


Trees as 
Supports 


swaying of the tree submits the pulley and halyard to consid- 
erable wear. 

Galvanized iron pipe, or steel-tube conduit, is often used as 
a vertical radiator, and is quite satisfactory for the purpose. 
However, when used for supporting antennas, it should be 
remembered that the grounded supporting poles will distort the - 
field pattern unless spaced some distance from the radiating 
portion of the antenna. ; 


Painting The life of a wood mast or pole can be increased 
several hundred per cent by protecting it from the 
elements with a coat or two of paint. And, of course, the ap- 
pearance is greatly enhanced. The wood should first be given 
a ptimer coat of flat white outside house paint, which can be ~ 
thinned down a bit to advantage with second-grade linseed oil. 
For the second coat, which should not be applied until the first 
is thoroughly dry, aluminum paint is not only the best from a 
preservative standpoint, but looks very well. This type of paint, 
when purchased in quantities, is considerably cheaper than 
might be gathered from the price asked for quarter-pint cans. 
Portions of posts or poles below the surface of the soil can 
be protected from termites and moisture by painting with creo- 
sote. While not so strong initially, redwood will deteriorate 
much more slowly when buried than will the white woods, 
such as pine. a 


The antenna or array itself presents no espe- 
cial problem. A few considerations should be 
borne in mind, however. For instance, soft-drawn copper 
should not be used, as even a short span will stretch several: 
per cent after whipping around in the wind a few weeks, thus 


Antenna Wire 


‘affecting the resonant frequency. Enameled-copper wire, as 


ordinarily available at radio stores, is usually soft drawn, but 
by tying one end to some object such as a telephone pole and 
the other to the frame of an auto, a few husky tugs can be 
given and the wire, after stretching a bit, is equivalent to hard 
drawn. ea 
Where a long span of wire is required, or where heavy ‘ 
insulators in the center of the span result in considerable ten- 


‘sion, copper-clad steel wire is somewhat better than hard- 


drawn copper. It is a bit more expensive, though the cost ‘is 
far from prohibitive. The use of such wire, in conjunction with 
strain insulators, is advisable, where the antenna would en- 
danger persons or property should it break. 

For transmission lines and tuning stubs steel-core or hard- 
drawn wire will prove awkward to handle, and soft-drawn 
copper should, therefore, be used. If the line is long, the strain 
can be eased by supporting it at several points. 

The use of copper tubing for antennas (except at v.h-f.) 
is not only expensive but unjustifiable. Though it was a fad 
at one time, there is no excuse for using anything larger than — 
no. 10 copper or copper-clad wire for any power up to 1 kilo- 
watt. In fact, no. 12 will do the trick just as well, and passes — 
the underwriter’s rules if copper-clad steel is used. For powers 
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of less than 100 watts, the underwriter’s rules permit no. 14 
wire of solid copper. This size is practically as efficient as larger 
wire, but will. not stand the pull that no. 12 or no. 10 will, and 
the underwriter’s rules call for the latter for powers in excess 
of 100 watts, if solid copper conductor is used. 

More important from an electrical standpoint than the actual 
size of wire used is the soldering of joints, especially at current 
loops in an antenna of low radiation resistance. In fact, it ts 
good practice to solder ai// joints, thus insuring quiet operation 
when the antenna is used for receiving. 


insulation A question that often arises is that of insulation. 

It depends, of course, upon the r-f voltage at the 
point at which the insulator is placed. The r-f voltage, in turn, 
depends upon the distance from a current node, and the radi- 
ation resistance of the antenna. Radiators having low radiation 
resistance have very high voltage at the voltage loops; conse- 
quently, better than usual insulation is advisable at those 
points. 

Open-wire lines operated as nonresonant lines have little 
voltage across them; hence the most inexpensive ceramic types 
are sufficiently good electrically. With tuned lines, the voltage 
depends upon the amplitude of the standing waves. If they are 
very great, the voltage will reach high values at the voltage 
loops, and the best spacers available are none too good. At the 
current loops the voltage is quite low, and almost anything 
will suffice. . 

When insulators are subject to very high r-f voltages, they 
should be cleaned occasionally if in the vicinity of sea water 
or smoke. Salt scum and soot are not readily dislodged by 
rain, and when the coating becomes heavy enough, the eff- 
ciency of the insulators is greatly impaired. : 

If a very pretentious installation is to be made, it is wise to 
check up on both underwriter’s rules and local ordinances 
which might be applicable. If you live anywhere near an air- 
port, and are contemplating a tall pole, it is best to investigate 
possible regulations and ordinances pertaining to towers in the 
district, before starting construction. 


27-8 


In order to test a radio transmitter it is necessary that the 
full power output of the transmitter be delivered to some type 
of dissipative load. The radio law states that it is not permis- 
sible to test transmitter operation with the antenna connected 
except for very brief periods. This means therefore that for 
any type of extensive testing some sort of a dummy antenna 
‘must be provided. 

The cheapest form of dummy antenna will consist of a 115- 
volt lamp or a group of 115-volt lamps coupled to the plate 
tank circuit of the transmitter by means of a four to eight 
turn pickup coil. In many cases increased coupling from the 
transmitter to the dummy load will be obtained if a variable 
capacitor is connected m series with the link coil and the 


Dummy Antennas 


dummy load. The variable capacitor serves to tune out the. 


reactance introduced by the inductance of the pickup loop. 
If a lamp or lamps are chosen of such value that they light 

up approximately to normal brilliance at normal transmitter 

input, the output may be determined with satisfactory accuracy 


by comparing the brilliance of the lamps with similar lamps 
connected to the 115-volt line. It is difficult to obtain a highly 
accurate measurement of the output by measuring the r-f 
current through the lamps and applying Ohm’s Law because 
the resistance of the filament within the lamp cannot be deter- 
mined accurately. The resistance of a light bulb varies consid- 
erably with the amount of current passing through it and with 
the frequency of the current. 

It will be found best when testing a high-power transmitter 
to use a number of medium wattage lamps (100 to 200 watts) 
in series parallel rather than coupling the entire output of the 
transmitter to a single high wattage lamp. If the full energy 
output of the transmitter is coupled into a single lamp at fre- 
quencies in the amateur range, it is quite likely that dielectric 
breakdown within the stem of the lamp will be the result. 

Another type of dummy load that may be used with trans- 
mitters having power output from 500 watts to many kilowatts 
is simply a tank of water. To control the rate of temperature 
rise in the water the tank (which may be constructed of water- 
proofed plywood with the seams sealed with tar) should con- 
tain approximately five gallons of water for each kilowatt to 
be dissipated. Pieces of no. 10 copper wire are inserted into 
the water several inches and spaced as far as it is possible to 
space them within the dimensions of the tank. Such a load 
presents a fairly low capacitive reactance in addition to its 
resistive component. The capacitive reactance may be tuned out 
with the antenna coupling network of the transmitter. The 
resistive component of the impedance may be varied from per- 
haps 100 to 600 ohms by varying the spacing and the depth of 
insertion of the wire electrodes. 

For relatively accurate measurements of the r-f output of 
the transmitter dummy antenna resistors having a resistance 
that is substantially constant with varying dissipation are 
offered by Ohmite in 100-watt and 250-watt ratings. These 
resistors are available in various resistances between 73 and 600 
ohms and can be considered purely resistive and substantially. 
constant in value at frequencies below 15 Mc. It will be noted 
that the stock resistance values of the dummy antenna loads 
correspond to the surge impedances of the most common trans- 
mission lines. 

The dummy-load resistors are hermetically sealed in glass 
bulb, containers, the bulb containing a gas which accelerates 
the conduction of heat from the resistor element (filament) to 
the outer surface of the bulb. These resistors glow dull red at 
full dissipation rating. They may be used in series, parallel or 
series parallel to obtain other resistance values or greater dis- 
sipation. 

A correction chart is furnished with the dummy loads so 
that one may correct for a slight non-linearity in the resistors 
when a high degree of accuracy is required. With an r-f am- 
meter of suitable range in series with the resistor load it is 
necessary only to note the reading and to refer to the chart to 
determine the exact power being dissipated in the resistance. 

The Sprague Mfg. Company also makes available small non- 
inductive resistors in their Koolohm series which are suitable 
for making power measurements on medium-power transmit- 
ters. This type of non-inductive resistor is available in ratings 
from 5 watts to 120 watts and in resistance values over a rather 
complete range. 
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Chapter Twenty-eight 


High-Frequency 
Directive Antenna Arrays 


IT IS becoming of increasing importance in amateur commuai- 
cation to be capable of concentrating the radiated signal from 
the transmitter in a certain desired direction and to-be able to 
discriminate against reception from directions other than the 
desired one. Such capabilities, involve the use of directive an- 
_tenna arrays. 

Few simple antennas, except the single vertical element, 
radiate energy equally well in all azimuth (horizontal or com- 
pass) directions. All horizontal antennas, except those specifi- 
cally designed to give an omnidirectional azimuth radiation 
pattern such as the turnstile, have some directive properties. 
These properties depend upon the length of the antenna in 
wavelengths, the height above ground, and the slope of the 
radiator. 

The various forms of the half-wave horizontal antenna pro- 
duce maximum radiation at right angles to the wire, but the 
directional effect is not great, excepting for very low vertical 
angles of radiation (such as would be effective on 10 meters). 
Nearby objects also minimize the directivity of a dipole radi- 
ator, so that it hardly seems worth while to go to the trouble 
to rotate a simple half-wave dipole in an attempt to improve 
transmission and reception in any direction. 

The half-wave doublet, folded dipole, zepp, single-wire-fed, 
-matched impedance, and Johnson Q antennas all have practi- 
cally the same radiation pattern when properly built and ad- 
justed. They all are dipoles, and the feeder system should have 
no effect on the radiation pattern. 

When a multiplicity of radiating elements is located and 
phased so as to reinforce the radiation in certain desired direc- 
tions and to neutralize radiation in other directions, a directive 
antenna array is formed. 

The function of a directive antenna when used for trans- 
mitting is to give an increase in signal strength in some direc- 
tion at the expense of radiation in other directions. For 
reception, one might find useful an antenna giving little or no 
gain in the direction from which it is desired to receive signals 
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if the antenna is able to discriminate against interfering sig- 
nals and static arriving from other directions. A good directive 


transmitting antenna, however, generally can also be used to — 


good advantage for reception, as discussed in the previous 
chapter. 

If radiation can be confined to a narrow beam, the signal 
intensity can be increased a great many times in the desired 
direction of transmission. This is equivalent, to increasing the 
power output of the transmitter. On the higher frequencies, 
it is more economical to use a directive antenna than to in- 
crease transmitter power, if more than a few watts of power 
is being used. A 

Directive antennas for the high-frequency range have been 
designed and used commercially with gains as high as 23 db 
over a simple dipole radiator. Gains as high as 35 db are com- 


mon in direct-ray microwave communication and radar sys- 


tems. A gain of 23 db represents a power gain of 200 times 
and a gain of 35 db represents a power gain of almost 3500 


times. However, an antenna with a gain of only 15 to 20 db 


is so sharp in its radiation pattern that it is usable to full ad- 
vantage only for point-to-point work. ; 
The increase in radiated power in the desired direction is 


obtained at the expense of radiation in’ the undesired directions. 


Power gains of 3 to 12 db seem to be most practicable for 
amateur communication, since the width of a beam with this 
order of power gain is wide enough to sweep a fairly large 


area. Gains of 3 to 12 db represent effective transmitter power — 


increases from 2 to 16 times. 


Horizontal Pattern ‘There is a certain optimum vertical angle 
ys. Vertical’Angle of radiation for sky wave communica- 


tion, this angle being dependent upon 
distance, frequency, time of day, etc. Energy radiated at an — 
angle much lower than this optimum angle is largely lost, 
while radiation at angles much higher than this optimum — 


angle oftentimes is not nearly so effective. 


~ 


—— HALF WAVE ANT. 9 -—=-— FULL WAVE ANT. wserseee 2 WAVES ANT. 
) HORIZONTAL ANTENNAS IN FREE SPACE 
Figure 1. 


THEORETICAL FIELD PATTERN IN DB FOR LONG- 
WIRE ANTENNAS IN FREE SPACE. 

_ The presence of the earth distorts the patterns considerably, 

making the azimuth pattern a function of the elevation angle. 


For this reason, the horizontal directivity pattern as meas- 


ured on the ground is of no import when dealing with fre- - 


quencies and distances dependent upon sky wave propagation. 
It is the horizontal directivity (or gain or discrimination ) 
measured at the most useful vertical angles of radiation that 
is of consequence. The horizontal radiation pattern, as meas- 
ured on the ground, is considerably different from the pattern 
obtained at a vertical angle of 15°, and still more different 
from a pattern obtained at a vertical angle of 30°. In general, 
a propagation angle of anything less than 30° above the hori- 
zon has proved to be effective for 40- and 80-meter operation 
over long distances. The energy which is radiated at angles 
higher than approximately 30° above the earth is not very 
effective at any frequency for extreme dx. 

For operation at frequencies in the vicinity of 14 Mc., the 
most effective angle of radiation is usually about 15° above 
the horizon, from any kind of antenna. The most effective 
_angles for 10-meter operation are those in the vicinity of 10°. 

The fact that many simple arrays give considerably more 


gain at 10 and 20 meters than one would expect from consid- | 


eration of the horizontal directivity, can be explained by the 
fact that, besides providing some horizontal directivity, they 
concentrate the radiation at a lower vertical angle. The latter 
actually may account for the greater portion of the gain 
obtained by some simple 10-meter arrays. The gain that can 
be credited to the increased horizontal directivity is never more 
than 4 or 5 db at most, with the simpler arrays. At 40 and 80 
meters, this effect is not so pronounced, most of the gain from 
an array at these frequencies resulting from the increased 
horizontal directivity. Thus, a certain type of array may pro- 
vide 12 to 15 db effective gain over a dipole at 10 meters, and 
only 3 or 4 db gain at 40 meters. 

There is an endless variety of directive arrays that give a 
substantial power gain in the favored direction. However, 
some are more effective than others taking up the same space; 
some are easier to feed, and so forth. To include all the various 
directive antennas developed in the last decade alone would 
take more space than can be devoted to the subject here. 
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Figure 2. 
DIRECTIVE GAIN OF LONG-WIRE ANTENNAS. 
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Harmonically operated antennas radiate better in certain 
directions than others, but cannot be considered as having 
appreciable directivity unless several half wavelengths long. 
The current in adjoining half-wave elements flows in opposite 
directions at any instant, and thus, the radiation from the 
various elements adds in certain directions and neutralizes 
in others. : 

A half-wave doublet in free space has a “doughnut” of 
radiation surrounding it. A full wave has 2; 3 half waves 3; 
and so on. When the radiator is made more than 4 half wave- 
lengths long, the end lobes (cones of radiation) begin to show 
noticeable power gain over a half-wave doublet, while the 
broadside lobes get smaller and smaller in amplitude, even 
though numerous. 

The horizontal radiation pattern of such antennas depends 
upon the vertical angle of radiation being considered. If the 
wire is more than 4 wavelengths long, the maximum radiation 
at vertical angles of 15° to 20° (useful for dx) is in line with 
the wire, being slightly greater a few degrees either side of 
the wire than directly off the ends. The directivity of the main 
lobes of radiation is not particularly sharp, and the minor 
lobes fill in between the main lobes to permit working stations 
in nearly all directions, though the power radiated broadside 
to the radiator will not be great if the radiator is more than a 
few half wavelengths long. The directive gain of long-wire 
antennas, in terms of the wire length in wavelengths is given 
in Figure 2. 

To maintain the out-of-phase condition in adjoining half- 
wave elements throughout the length of the radiator, it is nec- 
essary that a harmonic antenna be fed either at one end or at a 
current loop. If fed at a voltage loop, the adjacent sections will 
be fed im phase, and a. different radiation pattern will result. 

The directivity of a long wire does not increase very much 
as the Iength is increased beyond about 15 wavelengths. This 
is due to the fact that all long-wire antennas are adversely 
affected by the r-f resistance of the wire, and because the cur- 
rent amplitude begins to become unequal at different current 
loops, as a result of attenuation along the wire caused by 
radiation and losses. As the length is increased, the tuning of 
the antenna becomes quite broad. In fact, a long wire about 15 
waves long is practically aperiodic, and works almost equally 
well over a wide range of frequencies. 

One of the most practical methods of feeding a long-wire 
antenna is to bring one end of it iato the radio room for direct 
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LONG-ANTENNA DESIGN CHART 
Approximate Length in Feet—End-Fed Antennas 


Frequency 

in Mc. TA 1Y2r x 22x 3 3¥2r 4 4Y2 

30 32 48 65 81 97 104 ~—«*130 146 

29 33 50 67 84 1» 101 118 135 152 

28 34 52 69 87 104 122 140 157 

14.4 6612 100 134 169 203 237 271, 305 a 

14.2 67%2 102 137 171 206 240 275. 310 

14.0 682 103% 139 174 209 244 279 314 
13 136 206 276 346 416 486 555 625 
1.15 136% 207 277 347 4QlT 487 557 627 
1.0 137 207 V2 2772 348 418 488 558 628 
4.0 240 362 485 618 730 853 977 1100 
3.9 246 372 498 625 750 877 1000 1130 ? 
3.8 252 381 511 640 710 900 1030 1160 . 
3.7 259 392 525 658 790 923 1060 . 1190 : 
3.6 266 403 540 676 812 950 1090 1220 - 
3.5 274 4l4 555 696 835 977 1120' = 

2.0 480 725 972 1230 1475 ; 
1.9 504 163 1020 1280 ; 
1.8 532 805 1080 


connection to a tuned antenna circuit which is link-coupled to 
the transmitter. The antenna can be tuned to exact resonance 
for operation on any harmonic by means of the tuned circuit 
which is connected to the end of the antenna. This tuned 
circuit corresponds to an adjustable, non-radiating section of 
the antenna. A ground is sometimes made to the center of the 
tuned coil. ~ 

If desired, the antenna can be opened and current-fed at a 
point of maximum current by means of a twisted-pair feeder, 
twin line, or a quarter-wave matching section and open line. 


28-2 The V Antenna 


If two long-wire antennas are built in the form of a V, it is 
possible to make two of the maximum lobes of one leg shoot 
in the same direction as two of the maximum lobes of the 
other leg of the V. The resulting antenna is bidirectional (two 
opposite directions) for the main lobes of radiation. Each side 
of. the V can be made any odd or even multiple of quarter 
wavelengths, depending on the method of feeding the apex of 
the V. The complete system must be a multiple of half waves. 
If each leg is an even number of quarter waves long, the an- 
tenna must be voltage-fed at the apex; if an odd number of 
quarter waves long, current feed must be used. 

By choosing the proper apex angle, Figure 3 and Figure 4, 
the lobes of radiation from the two long-wite antennas aid 
each other to form a bidirectional beam. Each wire by itself 
would have a radiation pattern similar to that for antennas 
operated on harmonics. The reaction of one upon the other 
removes two of the four main lobes, and increases the other 
two in such a way as to form two lobes of still greater mag- : 
nitude. 

The correct wire lengths and the degree of the angle 6 are 
listed in the V-Antenna Design Table for various frequencies . 
in the 10-, 20- and 40-meter amateur bands. Apex angles for 
all side lengths are given in Figure 3. The gain of a “V” beam 
in terms of the side length when optimum apex angle is used 
is given in Figure 5. 

The legs of a very long wire V antenna are usually so 
arranged that the included angle is twice the angle of the major 


lobe from a single wire if used alone. This arrangement con- 
centrates the radiation of each wire along the bisector of the 
angle, and permits part of the other lobes to cancel each other. 

With legs shorter than 3 wavelengths, the best directivity 
and gain are obtained with a somewhat smaller angle than 
that determined by the lobes. Optimum directivity for a one- 
wave V is obtained when the angle is 90° rather than 108°, as 
determined by the ground pattern alone. Ue 

If very long wires are used in the V, the angle between the 


a ee ~ 


wires is almost unchanged when the length of the wires in — 


wavelengths is altered. However, an error of a few degrees 
causes a much larger loss in directivity aad gain in the case 
of the longer V than in the shorter one, which is broader. 
The vertical angle at which the wave is best transmitted or 
received from a horizontal V antenna depends largely upon 
the included angle. The sides of the V antenna should be at 
least a half wavelength above ground; commercial practice 
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Figure 3. 


INCLUDED ANGLE FOR A “V” BEAM. 
Showing the included angle between the legs of a V beam a 
antenna for various leg lengths. The included angle may be 
made somewhat less than that shown by the curve when the 

legs are relatively short. ry lee 
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dictates a height of approximately a full wavelength above 
ground. ; 


28-3 The Rhombic Antenna 


The terminated rhombic or diamond is probably the most 
effective directional antenna that is practical for amateur com- 
munication. This antenna is non-resonant, with the result that 
it can be used on three amateur bands, such as 10, 20, and 40 
meters. When the antenna is non-resonant, i.e., properly 
terminated, the system is unidirectional, and the wire dimen- 
sions are not critical. The rhombic antenna can be suspended 
over irregular terrain without greatly affecting its practical 
operation. 

When the free end is terminated with a resistance of a value 


between 700 and 800 ohms the backwave is eliminated, the | 
forward gain is increased, and the antenna can be used on | 


several bands without changes. The terminating resistance 
should be capable of dissipating one-third the power output of 
the transmitter, and should have very little reactance. A bank 


_of lamps can be connected in series-parallel for this purpose, 


or heavy duty carbon rod resistances can be used. For medium 
or low power transmitters, the non-inductive plaque resistors 
will serve as a satisfactory termination. Several manufactur- 
ers offer special resistors suitable for terminating a rhombic 
antenna. The terminating device should, for technical reasons, 
present a small amount of inductive reactance at the point of 
termination. However, this should not be too great. 

A compromise terminating device commonly used consists 
of a terminated 250-foot or longer length of line, made of 


_ resistance wite which does not have too much resistance per 
unit length, If the latter qualification is not met, the reactance 


LENGTH OF SIDE “L” 


Figure 5. 
DIRECTIVE GAIN OF A “V” BEAM. 
The curve shows the directive gain of a V beam over 


a half-wave antenna the same distance above ground 
in terms of the side length, L. 


of the line will be excessive. A 250-foot line consisting of no. 
25 nichrome wire, spaced 6 inches and terminated with 800 
ohms, will serve satisfactorily. Because of the attenuation of 
the line, the lumped resistance at the end of the line need 
dissipate but a few watts even when high power is used. A 
half-dozen 5000-ohm 2-watt carbon resistors in parallel will 
serve for all except very high power. The attenuating line may 
be folded back on itself to take up less room. 

The determination of the best value of terminating resistor 
must be made while transmitting, as the input impedance of 
the average receiver is considerably lower than 800 ohms. This 
mismatch will not impair the effectiveness of the array on 
reception, but as a result, the value of resistor which gives the 
best directivity on reception will not give the most gain when 
transmitting. It is preferable to adjust the resistor for maxi- 
mum gain when transmitting, even though there will be but 
little difference between the two conditions. 

The input resistance of the rhombic which is reflected into 
the transmission line that feeds it is always somewhat less 
than the terminating resistance, and is around 700 to 750 ohms 
when the terminating resistor is 800 ohms. 

The antenna should be fed with a non-resonant line having 
a characteristic impedance of 650 to 700 ohms. The four cor- 
ners of the rhombic should be at least one-half wavelength 
above ground for the lowest frequency of operation. For three- 


V-ANTENNA DESIGN TABLE 


Frequency L=, | L=2 L=4)\ L=8)r 

in Kilocycles 8=90° | 3= 70° | §=52° | s= 39° 
28000 ie 698” 140’ 280’ 
28500 686” | 1376” 275/ 
29000 67/3” : 135’ | PEA 
29500 : 66/2” 133’ | 266 
30000 65’ | 131 262’ 
14050 139’ ' 279’ | 558’ 
14150 138’ 277 | 555’ 
14250 137’ ; 275’ | 552’ 
14350 136’ | 273’ | 548’ 
7020 138/2” 278’ 558’ 1120’ 
7100 1368” 2757 | 552’ | 1106’ 
7200 134/10” 271 | 545’ 1090’ 
7280 Ee pee 268’ 538’ | ge 1078" 
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RHOMBIC ANTENNA DESIGN TABLE. 


Design data is given in terms of the wave angle (vertical angle 
of transmission and reception) of the antenna. The lengths ! 
are for the “maximum output” design; the shorter lengths !’ are 
for the “alignment” method which gives approximately 1.5 db 
less gain with a considerable reduction in the space required 
for the antenna. The values of side length, tilt angle, and height 
for a given wave angle are obtained by drawing a vertical line 
upward from the desired wave angle. 
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band operation the proper tilt angle ¢ for the center band 
should be observed. 

The rhombic antenna transmits a horizontally-polarized 
wave at a relatively low angle above the horizon. The angle 
of radiation (wave angle) decreases as the height above 
ground is increased in the same manner as with a dipole 
antenna. The rhombic should not be tilted in any plane when- 
ever possible. In other words, the poles should all be of the 
same height and the plane of the antenna should be parallel 
with the ground. 

A considerable amount of directivity is lost when the 
terminating resistor is left off the end and the system is oper- 
ated as a resonant antenna. If it is desired to reverse the 
direction of the antenna it is much better practice to run 
transmission lines to both ends of the antenna, and then run 
the terminating line to the operating position. Then with the 
aid of two d-p-d-t switches it will be possible to connect either 
feeder to the antenna changeover switch and the other feeder 
to the terminating line, thus reversing the direction of the 


array and maintaining the same termination for either direc- : 


tion of operation. 

Figure 6 gives curves for optimum-design rhombic antennas 
by both the maximum-output method and the alignment 
method. The alignment method is about 1.5 db down from 


the maximum output method but requires only about 0.74 as. 


much leg length. The height and tilt angle is the same in either 
case. Figure 7 gives construction data for a recommended 


Arey +_____—_——TOoTAL LENGTH 


LINE TO TX 
N° 14 SPACED 6” 


TERMINATING LINE 

OF 250’ OF N° 26 
NICHROME SPACED 6” 
AND 800-OHM 16 -WATT 
CARBON RESISTOR AT 
END. 8 2-WATT 100-OHM 
RESISTORS IN SERIES 


SPACING BETWEEN SIDES S,= 214 FEET 
TOTAL LENGTH =592 FEET 


H=50' 


= Figure 7. 


RECOMMENDED DESIGN FOR A RHOMBIC. 


The antenna system illustrated above may be used without 
change on the 7.0, 14, 21, and 28 Mc. bands. The directivity of 
the system may be reversed by the method discussed in the text. 
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rhombic antenna for the 7.0 through 29.7 Mc. bands. This 
antenna will give about 11 db gain in the 14.0-Mc. band. The 
approximate gain of a rhombic antenna over a dipole, both 
above normal soil, is given in Figure 8. 
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The characteristics of a half-wave dipole already have been 
described. When another dipole is placed. in the vicinity and_ 
excited either directly or parasitically, the resultant radiation 
pattern will depend upon the spacing and phase differential, 
as well as the relative magnitude of the currents. With spacings 
less than 0.65 wavelength, the radiation is mainly broadside 
to the 2 wires (bidirectional) when there is no phase difference, 
and through the wires (end fire) when the wires are 180° out 
of phase. With phase differences between 0° and 180° (45°, 
90°, and 135° for instance), the pattern is unsymmetrical, the - 
radiation being greater in one direction than in the opposite 
direction. i es E535 

With spacings of more than 0.8 wavelength, more than two 
main lobes appear for all phasing combinations; hence, such 
spacings are seldom used. : . 

With the dipoles driven so as to be in phase, the most 
effective spacing is between 0.5 and 0.7 wavelength. The latter 
provides greater gain, but minor lobes are present which do not 
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Figure 8. 
RHOMBIC ANTENNA GAIN. 
Theoretical gain of a rhombic antenna, given in terms of the 


side length, over a half-wave dipole mounted the same distance 
above the same fype of soil. 
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appear at 0.5-wavelength spacing. The radiation is broadside 
to the plane of the wires, and the gain is slightly greater than 
can be obtained from two dipoles out of phase. The gain falls 
off rapidly for spacings less than 0.375 wavelength, and there 
is little point in using spacing of 0.25 wavelength or less with 
in-phase dipoles, except where it is desirable to increase the 
radiation resistance. (See Multi-Wire Doublet.) 

When the dipoles are fed 180° out of phase, the directivity 
is through the plane of the wires, and is greatest with close 
spacing, though there is but little difference in the pattern after 
the spacing is made less than 0.125 wavelength. The radiation 
resistance becomes so low for spacings of less than 0.1 wave- 
length that such spacings are not practicable. 

In the three foregoing examples, most of the directivity 
provided is in a plane at a right angle to the 2 wires, though 
when out of, phase, the directivity is in a line through the 
wires, and when in phase, the directivity is broadside to them. 
Thus, if the wires are oriented vertically, mostly horizontal 
directivity will be provided. If the wires are oriented horizon- 
tally, most of the directivity obtained will be vertical direc- 
tivity. 

To increase the sharpness of the directivity in all planes that 
include one of the wires, additional identical elements are 
added in the line of the wires, and fed so as to be in phase. The 
familiar H array is one array utilizing both types of directivity 
in the manner prescribed. ‘The 2-section Kraus flat- sop beam 
is another. 

These two antennas in their various forms are directional 
in a horizontal plane, in addition to being low angle radiators, 
and are perhaps the most practicable of the bidirectional 
stacked-dipole arrays for amateur use. More phased elements 
can be used to provide greater directivity in planes including 
one of the radiating elements. The H then becomes a Sterba- 
curtain array. 

For unidirectional work the most practicable stacked-dipole 
arrays for amateur-band use are parasitically-excited systems 
using relatively close spacing between the reflectors and the 
directors. Antennas of this type are described in detail in 
Chapter 30. The next most practicable unidirectional array is 
an H or a Sterba curtain with a similar system placed approxi- 
mately one-quarter wave behind. The added array may be 
_ directly fed by means of a section of line one-quarter wave in 
length, or it may be parasitically excited. The use of a reflector 
in conjunction with any type of stacked-dipole broadside array 
will increase the gain by 3 db. 
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Figure 9. 
RADIATION PATTERNS OF A PAIR OF DIPOLES OP- 
ERATING IN-PHASE AND 180° OUT OF PHASE. 


If the dipoles are oriented horizontally most of the directivity 
will be in the vertical plane; if oriented vertically most of the 
directivity will be in the horizontal plane. 


The simple colinear antenna array is a very effec- 
tive radiating system for the 3.5-Mc. and 7.0-Mc. 
bands, but its use is not recommended on higher 
frequencies since such arrays do not possess any vertical direc- 
tivity. The elevation radiation pattern for such an array is 
essentially the same as for a half-wave dipole. This considera- 
tion applies whether the elements are of normal length or are 
extended. 

The colinear antenna consists of two or more radiating sec- 


Colinear 
Arrays 


“tions from 0.5 to 0.65 wavelengths long, with the current in 


phase in each section. The necessary phase reversal between 
sections is obtained through the use of resonant tuning stubs 
as illustrated in Figure 10. The gain of a colinear array using 
half-wave elements in decibels is approximately equal to the 


- mumber of elements in the array. The exact figures are as 


follows: 
Number of Elements 2 3 4 5 6 
Gain in Decibels 1.8 3.3 4.5 523) 6.2 


As additional in-phase colinear elements are added to a 
doublet, the radiation resistance goes up much faster than 
when additional half waves are added out of phase (harmonic 
operated antenna). 

For a. colinear artay of from 2 to 6 elements, the terminal 
radiation resistance in ohms at any current loop is approxi- 
mately 100 times the number of elements. 

It should be borne in mind that the gain from a colinear 
antenna depends upon the sharpness of the horizontal direc- 
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COLINEAR ANTENNA DESIGN CHART 
FREQUENCY 
IN MC. 


Le 
34’3” 
34’7” 
35’ 
67'6” 
68’8” 
70'2” 

123’ 
126’ 
1365” 


tivity since no vertical directivity is provided. An array with 
several colinear elements will give considerable gain, but will 
cover only a very limited arc. 


Double Extended 
Zepp 


The gain of a conventional 2-element 
Franklin colinear antenna can be increased 
to a value approaching that obtained from 
a 3-element Franklin, simply by making the 2 radiating ele- 
ments 230° long instead of 180° long. The phasing stub is 
shortened correspondingly to maintain the whole array in 
resonance. Thus, instead of having 0.5-wavelength elements 
and 0.25-wavelength stub, the elements are made 0.64 wave- 
length long and the stub approximately 0.18 wavelength long. 

The correct radiator dimensions for a 230° double zepp can 
be obtained from the Colinear Antenna Design Chart simply 
by multiplying the L: values by 1.29. The length for Ls must 
be determined experimentally for best results. It will be be- 
tween 0.15 and 0.2 wavolength. 

The vertical directivity of a colinear antenna having 230° 
elements is the same as for one having 180° elements. There 
is little advantage in using extended sections when the total 
length of the array is to be greater than about 1.5 wavelength 
‘overall since the gain of a colinear antenna is proportional to 
the overall length, whether the individual radiating elements 
are Y%4 wave, % wave or 34 wave in length. 


28-5 


Colinear elements may be stacked above or below another 
string of colinear elements to produce what is commonly 
called a broadside attay. Such an array, when horizontal 
elements are used, possesses vertical directivity in proportion 
to the number of broadsided sections which have been used. 
Since broadside arrays do have good vertical directivity their 
use is recommended on the 14-Mc. band and on those higher 
in frequency. One of the most popular of simple broadside 
arrays is the “Lazy H” array of Figure 11. Horizontal colinear 
elements stacked two above two make up this antenna sys- 
tem which is highly recommended for amateur work on 10 
and 20 meters when substantial gain without too much di- 
rectivity is desired. It has high radiation resistance and a 
gain of approximately 5.5 db. The low radiation resistance re- 
sults in low voltages and a broad resonance curve, which 
permits use of inexpensive insulators and enables the array 
to be used over a fairly wide range in frequency. For di- 
mensions, see the stacked dipole design table. 


Broadside Arrays 


Vertical stacking may be applied to strings of 
colinear elements longer than 2 half waves. In 
such arrays, the end quarter wave of each string 
of radiators usually is bent in to meet a similar bent quarter 
wave from the opposite end radiator. This provides better 
balance and better coupling between the upper and lower 
elements when the array is current-fed. Arrays of this type 
are shown in Figure 12, and are commonly known as Sterba 
curtains. 


The Sterba 
Curtain 
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Figure 11. 

THE POPULAR “LAZY H” ARRAY. 
Stacking the colinear elements gives both horizontal and 
vertical directivity. As shown the array will give about 
5.5 db gain. By adding a reflector made the same as the 
antenna the system becomes unidirectional and the gain 

increases to about 9 db. z 


————— 


, Correct length for the elements and stubs can be determined 
for any stacked dipole array from the Stacked-Dipole Design 
Table. : 

In the sketches of Figure 12 the arrowheads represent the 
direction of current flow at any given instant. The dots on the 
radiators represent points of maximum current. All arrows 
should point in the same direction in each portion of the 
radiating sections of an antenna in order to provide a field in 
phase for broadside radiation. This condition is satisfied for 
the arrays illustrated in Figure 12. Figures 12A and 12D 
show alternative methods of feeding a short Sterba curtain, 
while other methods of feed are shown in the other antennas 
of Figure 12. The array of Figuré 12E gives very high gain 
but requires a height of greater than 114 wavelengths; hence 
such, an array is usable under ordinary conditions on the 
28-Mc. and 50-Mc. bands. In the case of each of the arrays 
of Figure 12, and also the “Lazy H” of Figure 11, the array 
may be made unidirectional and the gain increased by 3 db 
if an exactly similar array is constructed and placed approxi- 
mately 1% wave behind the driven array. A screen or mesh of 
wires slightly greater in area than the antenna array may be 
used instead of an additional array as a reflector to obtain a 
unidirectional system. The spacing between the reflecting 
wires may vary from 0.05 to 0.1 wavelength with the spacing 
between the reflecting wires the smallest directly behind 
the driven elements. The wires in the untuned reflecting sys- 
tem should be parallel to the radiating elements of the array, 
and the spacing of the complete reflector system should be 
approximately 0.2 to 0.25 wavelength behind the driven ele- 
ments. 


28-6 End-Fire Directivity 


By spacing 2 half-wave dipoles, or colinear arrays, at a 
distance of from 0.1 to 0.25 wavelength and driving the two 
180° out of phase, directivity is obtained through the 2 wires - 
at right angles to them. Hence, this type of bidirectional array 
is called end fire. A better idea of end-fire directivity can be 
obtained by referring to Figure 9. 

Remember that end-fire refers to the radiation with respect 
to the 2 wires in the array rather than with respect to the array 
as a whole. 

The vertical directivity of an end-fire bidirectional array 
which is oriented horizontally can be increased by placing a 
similar end-fire array a half wave below it, and excited in the 
same phase. Such an array is a combination broadside and 


end-fire affair. However, most arrays are made either broadside 3 
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THE STERBA CURTAIN ARRAY. 


Various types along with alternative feed methods and the 
directive gains obtained are shown. 
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or end-fire, rather than a combination of both, though the 
latter are satisfactory if designed properly. 

A simple unidirectional end-fire array is 
illustrated in Figure 13. If such an array is 
made 2 wavelengths long its gain will be 
approximately 8.5 db, if it is made 3 wavelengths long its gain 
will be about 10 db. Such arrays are convenient when it is 
desired to construct a high-gain array to radiate in a line be- 
tween two poles. Such an array may be reversed in the same 
manner as a thombic antenna by bringing feeders from both 
ends of the antenna into the control position and running an 
additional 300-ohm terminating line made up of resistance 
wire out from this location. The reversing procedure is the 
same as for the rhombic. End-fire arrays of this type have 
another characteristic which is similar to the rhombic; they 
are effective in concentrating radiation both in the elevation 


Unidirectional 
End-Fire Arrays 


STACKED DIPOLE DESIGN TABLE 


FREQUENCY 
IN MC, li Le Ls 
7.0 68'2” 70’ 35’ 
7.3 65'10” 67’6” 33'9” 

c 14.0 34'1” 35’. 17'6” 
14.2 33’8” 34°7” 17’3” 
14.4 34'4” 34’2” 17’ 
21.0 a2 23'3” 11’8” 
21.5 y #7 Nin 22'9” 11/5” 

17'7” 17’10” 8’11” 

17’ W7’7” 8’9” 

16’6” 17’ 8'6” 
9'7” 9'1 0” 4’1 1 ” } 
9'3” 9°5” 4’8” 
8'10” 91” 4'6" 


40.5” 
40” 
39.5” 


and azimuth planes. Hence such arrays are good low-angle 
radiators. The amount of energy which must be dissipated 
by the terminating resistor is’ relatively large, as in the case 
of the rhombic, and decreases as the length of the array is 
increased. 


A very effective bidirectional end-fire array 
is the Kraus Flat-Top Beam. Essentially, 
this antenna consists of 2 close-spaced di- 
poles or colinear arrays. Because of the close spacing, it is 
possible to obtain the proper phase relationships in multi- 


Kraus Flat-Top 


‘ section flat tops by crossing the wires at the voltage loops, 


rather than by resorting to phasing stubs. This greatly simpli- 
fies the array. (See Figure 14.) Any number of sections may be 
used, though the 1- and 2-section arrangements are the most 
popular. Little extra gain is obtained by using more than 4 
sections, and trouble from phase shift may appear. 
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Figure 14. 
FLAT-TOP BEAM DESIGN DATA. 


Spac-" | A(4) A(4) | A(34) . x 


Frequency ing S Li L2 L; L, M D approx.| approx.| approx.| approx. 
7.0- 7.2Mc.| /8 | 17/4’ | 34’ | 60’ | 52’ 8" | 44’ g’10"| 4’ | 26 60’ |. 96° | 4’ 
Bay a »/8 | 17’ 0” | 33’6"|59’ | 51/8" | 43/1” eran |o at 26’ 59’ 94' 4’ 
14.0-14.4 | »/8 8° 8" | 17! 30° [26 4" 227 4'5" ae 13’ 30’ 485. Soe 
14.0-14.4. | .15x | 10°5” | 17° 30’ | 25° 3” | 20 5/4" ye 12’ 29’ 47’ 2 
14.0-14.4. | .20n |13/11" ae eo 30’ | 22" 10" hy 2 10’ | 27° | 45° 3’ 
14.0-14.4 | 2/4 47° 4" | 417’ 30’ | 208” g’10"| 2° | 8° 25’ 43’ 4’ 
28.0-29.0 | 15s. | 5/2"| 86" | 15’ 12'7"| 10’ |2’8" | 16" tia 15’ 24! 1’ 
28.0-29.0 | d/4 g’8”| 8’6"115' | 10'4” 4’5" 1’6" 5’ 13’ 22" ee 
29.0-30.0 | .15\ | 5/0” Bt a 14’6”" | 122” | 978" | 27” 1'6” 7’ 15’ 23’ 1’ 
29.0-30.0. | r/4 | 8'4"| 83” | 1476" | 10’0° | aan | ve| 6 13’ 21’ 2! 


Dimension chart for flat-top beam antennas, The meanings of the symbols are as follows: ; 

Li, Lz, Ls and L;, the lengths of the sides of the flat-top sections as shown in Figure 14. Li: is length of the sides of single- 
section center-fed, L2 single-section end-fed and 2-section center-fed, L: 4-section center-fed and end-sections of 4-section end-fed, 
and L; middle sections of 4-section end-fed. _ 

S, the spacing between the flat-top wires. 

M, the wire length from the outside to the center of each cross-over. 

D, the spacing lengthwise between sections. 

A (4), the approximate length for a quarter-wave stub. 

A (Y2), the approximate length for a half-wave stub. = 

A (34), the approximate length for a three-quarter wave stub. : 

X, the approximate distance above the shorting wire of the stub for the connection of a 600-ohm line. This distance, as given 
in the table, is approximately correct only for 2-section flat-tops. For single section types it will be smaller and for 3- and 4-section 
types it will be larger. : 

The lengths given for a half-wave stub are applicable only to single-section center-fed flat-tops. To be certain of sufficient stub 
length, it is advisable to make the stub a foot or so Jonger than shown in the table, especially with the end-fed types. The lengths, 
A, are measured from the point where the stub connects to the flat-top. : 


Both the center and end-ted types may be used horizontally. However, where a vertical antenna is desired, the flat-tops can be 
turned on end. In this case, the end-fed types may be more convenient, feeding from the lower end, 
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Figure 15. 
’. MULTIPLE-WIRE FLAT-TOP BEAMS. 


At (A) is shown a single-section “twin-three” flat-top beam. At (B) is 
shown the manner in which two of the antennas shown at (A) may be 
stacked to increase elevation directivity in making up a “double 
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twin-three’” antenna array for the 28-Mc. band. Through the use of three-wire radiating elements the feed-point impedance of these driven 

elements is increased to the point where the arrays may be fed through 600-ohm matching transformers directly from an open-wire line. The 

gain of the twin-three antenna is approximately 4 db and the addition of the other section to make up the double twin-three antenna increases 
the gain to approximately 8 db. 


A center-fed single-section -flat-top beam cut according to 
the table, can be used quite successfully on its second harmonic, 
the pattern being similar except that it is a little sharper. The 
single-section array can also be used on its fourth harmonic 
with some success, though there then will be four cloverleaf 
lobes, much the same as with a full-wave antenna. 

If a flat-top beam is to be used on more than one band, 
tuned feeders are necessary. 

The radiation resistance of a flat-top beam is rather low, 
especially when only one section is used. This means that 
the voltage will be high at the voltage loops. For this reason, 
especially good insulators should be used for best results in 
wet weather. 

The exact lengths for the radiating elements are not es- 

pecially critical, because slight deviations from the correct 
lengths can be compensated for in the stub or tuned 
feeders. Proper stub adjustment is covered in Chapter- 12. 
Suitable radiator lengths and approximate stub dimensions are 
given in the accompanying design table. 
_ Figure 14 shows top views of 8 types of flat-top beam 
antennas. The dimensions for using these antennas on different 
bands are given in the design table. The 7- and 28-Mc. bands 
are divided into two parts, but the dimensions for either the 
low- or high-frequency ends of these bands will be satisfactory 
for use over the entire band. 


In any case, the antennas are tuned to the frequency used, © 


by adjusting the shorting wire on the stub, or tuning the 
feeders, if no stub is used. The data in the table may be ex- 


tended to other bands or frequencies by applying the proper 
factor. Thus, for 50 to 52 Mc. operation, the values for 28 to 
29 Mc. are divided by 1.8. 

All of the antennas have a bidirectional horizontal pattern 
on their fundamental frequency. The maximum signal is 
broadside to the flat top. The single-section type has this 
pattern on both its fundamental frequency and second har- 
monic. The other types have 4 main lobes of radiation on the 
second and higher harmonics. The nominal gains of the dif- 
ferent types over a half-wave comparison antenna are as fol- 
lows: single-section, 4 db; 2-section,.6 db; 3-section, 7 db; 
4-section, 8 db. 

The maximum spacings given make the beams less critical 
in their adjustments. Up to one-quarter wave spacing may be 
used on the fundamental for the 1-section types and also the 
2-section center-fed, but it is not desirable to use more than 
0.15 wavelength spacing for the other types. 

Although the center-fed type of flat-top generally is to be 
preferred because of its symmetry, the end-fed type often is 
convenient or desirable. For example, when a flat-top beam 
is used vertically, feeding from the lower end is in most 
cases more convenient. 

If a multisection flat-top array is end-fed instead of center- 
fed, and tuned feeders are used, stations off the ends of the 
array can be worked by tying the feeders together and work- 
ing the whole affair, feeders and all, as a long-wire harmonic 
antenna. A single-pole double-throw switch ¢an be used for 
changing the feeders and directivity. 


Chapter Twenty-nine 


V-H-F and U-H-F Antennas 


THE very-high-frequency or v-h-f frequency range is defined 
as that range falling between 30 and 300 Mc. The wltra-high- 
frequency ot u-h-f range is defined as falling between 300 and 
3000 Mc. Hence this chapter will be devoted to the design 
and construction of antenna systems for operation on the ama- 
teur 50-Mc., 144-Mc., 235-Mc., and 420-Mc. bands. Although 
the basic principles of antenna operation are the same for all 
frequencies, the shorter physical length of a wave in this 
frequency range and the differing modes of signal propaga- 
tion make it possible and expedient to use antenna systems 
different in design from those used on the range from 3 to 
30 Mc. 


29-1 


Antenna Requirements 


Any type of antenna system usable on the lower frequencies 
may be used in the v-h-f and u-h-f bands. In fact, simple non- 
directive half-wave or quarter-wave vertical antennas are very 
popular for general transmission and reception from all direc- 
tions, especially for short-range work. But for serious v-h-f 
or u-h-f work the use of some sort of directional antenna array 
is a necessity. In the first place, when the transmitter power 
is concentrated into a narrow beam the apparent transmitter 
power at the receiving station is increased many times. A 
“billboard” array or a Sterba curtain having a gain ef 16 db 
will make a 25-watt transmitter sound like a kilowatt at the 
other station. Even a much simpler and smaller three- or 
four-element parasitic array having a gain of 7 to 10 db will 
produce a marked improvement in the received signal at the 
other station. 

However, as all v-h-f and u-h-f enthusiasts know, the most 
important contribution of a high-gain antenna artay is in re- 
ception. If a remote station cannot be heard it is obviously 
impossible to make contact. The limiting factor in v-h-f and 
u-h-f reception is in almost every case the noise generated 
within the receiver itself. Atmospheric noise is almost non- 
existent and ignition interference can almost invariably be 
reduced to a satisfactory level through the use of one of the 
effective noise limiters described in Chapter 5. Even with a 
grounded-grid or neutralized triode first stage in the receiver 
the noise contribution of the first tuned circuit in the receiver 
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will be relatively large. Hence it is desirable to use an antenna 
system which will deliver the greatest signal voltage to the 
first tuned circuit for a given field strength at the receiving 
location. 

Since the field intensity being produced at the receiving 
location by a remote transmitting station may be assumed to 
be constant, the receiving antenna which intercepts the greatest 
amount of wave front, assuming that the polarization and 
directivity of the receiving antenna is proper, will be the 
antenna which gives the best received signal-to-noise ratio. 
Hence an antenna which has two square wavelengths effective 
area will pick up twice as much signal power as one which has 


one square wavelength area, assuming the same general type of 


antenna and that both are directed at the station being re- 
ceived. Many instances have been reported, especially in the 
case of the 50-Mc. band, where the band sounded completely 
dead with a simple dipole receiving antenna but when the 
receiver was switched to a three-element or larger array a 


_ considerable amount of activity from 80 to 160 miles distant 


was heard. 
Angle of | The useful portion of the signal in the v-h-f and 
Radiation u-h-f range for short or medium distance com- 


munication is that which is radiated at a very 
low angle above the surface of the earth; essentially it is that 
signal which is radiated parallel to the surface of the earth. 
A vertical antenna transmits a portion of its radiation at a 
very low angle and is effective for this reason; its radiation is 
not necessarily effective simply because it is vertically polar- 
ized. A simple horizontal dipole radiates very little low-angle 
energy and hence is not a satisfactory v-h-f or u-h-f radiator. 


Directive arrays which concentrate a major portion of the — 


radiated signal at a low radiation angle (such as those de- 
scribed in the previous chapter) will prove to be effective 
radiators whether their signal is horizontally or vertically 
polarized. 

In any event the radiating system for v-h-f and u-h-f work 


’ should be as high and in the clear as possible. Increasing the 


height of the antenna system will produce a very marked im- 


provement in the number and strength of the signals heard, — 


regardless of the actual type of antenna used.. 


Antenna Changeover Systems 


\ 
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Transmission lines to v-h-f and u-h-f an- 
tenna systéms may be either of the parallel- 
conductor or coaxial conductor type. Wave 
guides may be used under certain conditions for frequencies 
greater than perhaps 1500 Mc. but their dimensions become 
excessively great for frequencies much below this value. Non- 
resonant transmission lines will be found to. be considerably 


Transmission 
Lines 


more efficient on these frequencies than those of the resonant 


type. In any event it is wise to use the very minimum length 
of transmission line possible since transmission line losses at 
frequencies above about 100 Mc. mount very rapidly. 

Open lines should preferably be spaced closer than is com- 
mon for longer wavelengths, as 6 inches is an appreciable frac- 
tion of a wavelength at 2 meters. Radiation from the line will 
be minimized if 11-inch spacing is used, rather than the more 
common 6-inch spacing. 


Antenna 
Changeover 


It is strongly recommended that the same 
antenna be used for transmitting and receiving 
in the v-h-f and u-h-f range. An ever-present 
problem in this connection, however, is the antenna change- 
_ over relay. Reflections at the antenna changeover relay become 
of increasing importance as the frequency of transmission is 
increased. When coaxial cable is used as the antenna trans- 
mission line, satisfactory coaxial antenna changeover relays 
with low reflection can be used. One type manufactured by 
Price Brothers, Frederick, Maryland, has proven to be quite 
satisfactory. When open-wire lines are used, the changeover 
relay pairs manufactured by Advance Electric & Relay Co., 
Los Angeles 26, Calif., will give a moderately low value of 
reflection. An alternative system which will give very low 
reflection from the changeover system is shown in Figure 1. 
This arrangement is an adaptation of the “TR” system used in 
‘radar work. Figure 1A shows the system used with an open- 
wire line. When the relays are not energized the short on 
the line to the transmitter one-quarter wave from the junction 
point appears as an open circuit at the point of junction so 
that all the received energy passes to the receiver. The reverse 
condition takes place when both relays are energized for trans- 
mission and all the transmitter energy passes to the antenna. 
The neon tube across the receiver input terminals is merely a 
protective measure in case the receiver relay fails to operate 
or has dirty contacts. A similar arrangement for use with 
coaxial transmission line is illustrated in Figure 1B. In this 
case, since the velocity factor for polyethylene-filled coaxial 
cable is approximately 0.67 or 24, the actual physical length 
of the quarter-wave sections of line should be 74 of a quarter 
_ wave so that the electrical length will be one-quarter wave. 


Effect of Feed 
System on Radiation 
Angle 


A vertical radiator for general coverage 


Y, wavelength long. Longer antennas 
do not have their maximum radiation 
at right angles to the line of the radiator (unless co-phased), 
and, therefore, are not practicable for use where greatest 
possible radiation parallel to the earth is desired. 

Unfortunately, a feed system which is not perfectly balanced 
and does some radiating, not only robs the antenna itself of 
that much power, but distorts the radiation pattern of the 
antenna. As a result, the pattern of a vertical radiator may 
be so altered that the radiation is bent upwards slightly,*and 
the amount of power leaving the antenna parallel to the earth 
is greatly reduced. A vertical half-wave radiator fed at the 
bottom by a quarter-wave stub is a good example of this; the 
slight radiation from the matching section decreases the power 
radiated parallel to the earth by nearly 10 db. 

The only cure is a feed system which does not disturb the 
radiation pattern of the antenna itself. This means that if a 
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ANTENNA CHANGEOVER SYSTEM FOR V.H.F. 


Two quarter-wave sections of transmission line are used in con- 

junction with a pair of relays to accomplish antenna change- 

over between the transmitter and the receiver. Description of 
the operation of the circuit is given in the text. 


2-wire line is used, the current and voltages must be exactly 
the same (though 180° out of phase) at any point on the 
feed line. It means that if a concentric feed line is used, there 
should be no current flowing at all on the outside of the outer 
conductor. 

Means for keeping the feed line out of strong fields where 
it connects to the radiator are discussed later in the chapter 
in descriptions of specific antenna systems. The unwanted 
currents induced in the feed line will be negligible when this 
precaution ts taken. 


In-the previous chapter, the statement was 
made that there is no point in using copper 
tubing for an antenna (on the medium fre- 
quencies). The reason is that considerable tubing would be 
required, and the cross section still would not be a sufficiently 
large fraction.of a wavelength to improve the antenna char- 
acteristics. At very high and ultra high frequencies, however, 
the radiator length is so short that the expense of large diam- 
eter conductor is relatively small, even though copper pipe of 
1 inch cross section is used. With such conductors, the antenna 
will tune much more broadly, and often a broad resonance 
characteristic is desirable. This is particularly true when an 
antenna or affay is to be used over an entire amateur band. 

It should be kept in mind that with such large cross section 
radiators, the resonant length of the radiator will be somewhat 
shorter, being only slightly greater than 0.90 of a half wave- 
length for a dipole when heavy copper pipe is used above 
100 Mc. 


Radiator Cross 
Section 


Insulation The matter of insulation is of prime importance 
at ultra high frequencies. Many insulators that 


have very low losses as high as 30 Mc. show up rather poorly 
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at frequencies above 100 Mc. Even the low loss ceramics are 


none too good where the r-f voltage is high. One of the.best 
and most practical insulators for use at this frequency is 
polystyrene (Victron, etc.). It has one disadvantage, however, 
in that it is subject to fracture and to deformation in the 
presence of heat. . 

It is common practice so, to design v-h-f and u-h-f antenna 
systems that the various radiators are supported only at points 
of relatively low voltage, the best insulation, obviously, being 
air. The voltages on properly operated untuned feed lines are 
not high, and the question of insulation is not quite so impor- 
tant, though it still should be of good grade. 


Antenna 
Polarization 


Commercial broadcasting in the U.S.A. for 
both EM and television in the v-h-f range has 
been standardized on horizontal polarization. 
One of the main reasons for this standardization was the fact 
that ignition interference is reduced through the use of a 
polarized receiving antenna. Amateur practice, however, 1s 
divided between horizontal and vertical polarization in the 
v-h-f and u-h-f range. Mobile stations are invariably ver- 
tically polarized due to the physical limitations imposed by 
the automobile antenna installation. Most of the stations do- 
ing intermittent or occasional work on these frequencies use 
a simple ground-plane vertical antenna for both transmission 
and reception. However, those stations doing serious work 
and striving for maximum-range contacts on the 50-Mc. and 
144-Mc. bands almost invariably use horizontal polarization. 

Experience has shown that there is a great attenuation in 
signal strength when using crossed polarization (transmitting 
antenna with one polarization and receiving antenna with the 
other) for all normal “pre-skip” contacts on these bands. 


When contacts are being made through sporadic-E reflection, — 


however, the use of crossed polarization seems to make no 
discernible difference in signal strength. So the operator of a 
station doing v-h-f work (particularly on the 50-Mc. band) is 
faced with a problem: If contacts are to be made with all 
stations doing work on the same band, provision must be 
made for operation on both horizontal and vertical polariza- 
tion. This problem has been solved in many cases through 
the construction of an antenna array that may be revolved in 
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STACKED-TURNSTILE LOW-ANGLE 
TIONAL ARRAY. 


NON-DIREC- 
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TABLE OF WAVELENGTHS 


YW Wave 
Free Space 


YW Wave 
Antenna 


Ya Wave Ya Wave 


Sheree Free Space Antenna 


in Mc. 


5 
5 
5 
144 20.5 19.2 > 0 
145 20.4 19.1 40.8 
146 2 18.9 40.4 
147 20.0 18.8 40.0 
148 19.9 18.6 39.9 
235 12.6 11.8 25.2 
236 12.5 11.8 25.1 
237 12.5 11.7 25.0 
238 12.4 V1.7 24.9 
239 12.4 11.6 24.8 
240 12.3 11.6 24.6 
420 7.05 6.63 14.1 
425 6.95 6.55 13.9 
6.48 13.8 


Alt dimensions are in inches. Lengths have in most cases been 
rounded: off to three significant figures. “Y2-Wave Free-Space”’ 
column shown above should be used with Lecher wires for 
frequency measurement, 


the plane of polarization in addition to being capable of 
rotation in the azimuth plane. Several antennas of this type 
are described in Chapter 30. 

An alternate solution to the problem which involves less 
mechanical construction is simply to install a good ground- 


plane vertical antenna for all vertically-polarized work, and — 


then to use a multi-element horizontally-polarized array for 
dx work and for use when sporadic-E propagation is possible. 


29-2 


As has been mentioned before, antenna systems which do 
not concentrate radiation at the very low elevation angles are 


Horizontally-Polarized Arrays 


not recommended for v-h-f and u-h-f work. It is for this 


reason that the horizontal dipole and horizontally-disposed 
colinear arrays are generally unsuitable for work on these 
frequencies. Arrays using broadside or end-fire elements do 


concentrate radiation at low elevation angles and are recom- — 


mended for v-h-f work. Arrays such as the lazy-H, Sterba 
curtain, flat-top beam, and arrays with parasitically excited 
elements are recommended for this work. Dimensions for the 
first three types of arrays may be determined from the data 
given in the previous chapter, and reference may be made to 
the Table of Wavelengths given in this chapter. 


Arrays using vertically-stacked horizontal dipoles, such as — 


are used by commercial television and FM stations, are capable 
of giving very high gain without a sharp horizontal radiation 
pattern. If sets of crossed dipoles, as shown in Figure 2A, are 
fed 90° out of phase the resulting system is called a “turnstile” 
antenna. The 90° phase difference between sets of dipoles 


may be obtained by feeding one set of dipoles with a feed line — 


which is one-quarter wave longer than the feed line to the 
other set of dipoles. The free-space theoretical gain of an 
antenna such as shown is about 5 db over a half-wave dipole, 
but in actual practice on the v-h-f bands a considerably 
greater effective gain will be obtained in ail directions simul- 
taneously over a dipole. If the second set of four dipoles is 
placed one-quarter wave behind the first set and parasitically 
excited from the dipoles as a reflector (or as a director) 
approximately 10 db gain will be obtained and the horizontal 
pattern of the array will still be moderately broad. The 
majority of the gain in arrays of this type comes from con- 
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Handbook 


Figure 3. 


THREE TYPES OF VERTICAL LOW-ANGLE 
RADIATORS. 
At (A) is shown the “sleeve” or “hypodermic” type of 
coaxial radiator. The bottom half of the radiator con- 
sists of a piece of large-diameter pipe through which the 
support pipe and the coaxial cable run. At (B) is illus- 
trated the ground-plane vertical and at (C) is shown a 
modification of this antenna. 


centration of substantially all radiation from the array at the 
useful low angles of radiation. 
The array with several parasitically-excited elements is 


meeting with increasing favor for operation on the v-h-f’s.  — 


Detailed discussion of the element lengths, method of feed, 

installation and tuning of such arrays is given in Chapter 30. 

29-3 Vertically-Polarized Antennas 
and Arrays 


For general coverage with a single antenna, a single ver- 


tical radiator is commonly employed: A 2-wire open trans- 


mission line is not suitable for use with this type antenna, and 
_ coaxial polyethylene feed line such as RG-8/U is to be recom- 
mended. Three practical methods of feeding the radiator with 
concentric line, with a minimum of current induced in the 
outside of the line, are shown in Figure 3. Antenna (A) is 
known as the “Sleeve” antenna, the lower half of the radiator 
being a large piece of pipe up through which the cohcentric 
feed line is run. At (B) is shown the ground-plane vertical, 
and at (C) a modification of this same array. 

The radiation resistance of the ground-plane vertical is 
approximately 30 ohms, which is not a standard impedance 
for concentric line. To obtain a good match, the first quarter 
wavelength of feeder may be of 52 ohms surge impedance, 
and the remainder of the line of approximately 75 ohms im- 
pedance. Thus, the first quarter-wave section of line is used 
as a matching transformer, and a good match is obtained. 

In actual practice the antenna would consist of a quarter- 
wave rod, mounted by means of insulators atop a pole or 
pipe mast. Elaborate insulation is not required, as the voltage 
at the lower end of the quarter-wave radiator is very low. 
Self-supporting rods from 0.25 to 0.28 wavelength would be 
- extended out, as in the illustration, and connected together. 
As the point of connection is effectively at ground potential, 
no insulation is required; the horizontal rods may be bolted 


directly to the supporting pole or mast, even if of metal. The. 


concentric line should be of the low loss type especially de- 
signed for v-h-f use. The outside connects to the junction of 
the radials, and the inside to the bottom end of the vertical 
radiator. ey ‘ 

The modification at (C) permits matching to a standard 
50- or 70-ohm flexible coaxial cable without a linear trans- 
former. If the lower rods hug the line and supporting mast 
rather closely, the feed-point impedance is about 70 ohms. 
If they are bent out to form an angle of about 30° with the 
support pipe the impedance is about 50 ohms. 
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Figure 4. 
50-MC. GROUND-PLANE VERTICAL ANTENNA. 
See Figure 5 for construction. 
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Figure 5. 


CONSTRUCTION DETAILS OF THE GROUND-PLANE 
VERTICAL SHOWN IN FIGURE 4. — 


Figure 6. 
GROUND-PLANE ““FOLDED-UNIPOLE” ANTENNA. 


See Figure 7 for construction details. 


pS 


Figure 4 is a photograph of a relatively 
simple’ ground-plane vertical antenna suit- 
able for the v-h-f range. The mechanical 
construction details of the antenna are given 
in Figure 5. An antenna of this type is moderately simple to 
construct and will give a good account of itself when fed at 
the lower end of the radiator directly by the 52-ohm RG-8/U 
coaxial cable. Theoretically the standing-wave ratio will be 
approximately 2-to-1 but in practice this moderate s-w-r pro- 
duces no deleterious effects, even on coaxial cable. 

An antenna design for a ground-plane vertical which will 
give a more accurate match to a 70-ohm coaxial cable is illus- 
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Figure 7. 


CONSTRUCTION DETAILS OF THE GROUND-PLANE 
“FOLDED-UNIPOLE” ANTENNA SYSTEM. 
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‘Figure 8. 


FLAT-TOP BEAM ORIENTED FOR 
VERTICAL POLARIZATION. 
For data on this antenna array refer to 
the preceding chapter. The stub and feed 
line should be equidistant from the two 
flower radiating elements. 


UNTUNED ma 


bee -——— >| 


trated in Figure 6 and sketched in Figure 7. This type of 
ground-plane antenna is often called the folded-unipole an- 
tenna. The improvement in the match between the feed point 
on the dipole and the antenna transmission line is obtained by 
folding the radiator, in the same general manner as used with 
the folded dipole, grounding one end, and connecting the 
antenna transmission-line inner conductor to the ungrounded 
end of the radiator. The use of a folded dipole (or unipole) 
where both conductors have the same diameter will result in 
a multiplication of the feed-point impedance by a factor of 4. 
Since the feed-point impedance at the lower end of a ground- 
plane vertical is approximately 30 ohms, the use of a folded 
dipole with the same conductor diameter would give a feed- 
point impedance of about 120 ohms. Since standard poly- 
ethylene coaxial-cable impedances are 52 ohms and 70 ohms, 
we must use an impedance step up of less than four. If the — 
diameter of the half of the radiator connected to the feed line 
is made larger than the diameter of the half whose lower end 
is grounded, the impedance multiplication will be less than 
four. 
sizes for obtaining varying impedance step up ratios is given 


in Chapter 30. However, suffice to say here that it is imprac- © 


ticable to obtain the small impedance step up from 30 to 52 
ohms by this method. It is better merely to tolerate the small | 
standing wave that will be formed on the cable, or to build 
a quarter-wave coaxial transformer inside the support pipe of 
the antenna having a characteristic impedance of 38.5. ohms. 

It is practicable, however, to match the 30-ohm basic im- 
pedance of the antenna to a 70-ohm coaxial cable through the 
use of the folded-unipole system. The diameter of the 
grounded half of the folded unipole should be one-quarter 
inch, and the diameter of the half of the unipole which goes 
to the inner conductor of the coaxial cable should be % inch. 
The center-to-center spacing of the two rods should be one 
to one and one-half inches. These are the dimensions used in 
the antenna whose photograph is. shown in Figure 6. 


. 


np 


Figure 9. 
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x H-TYPE ARRAY ARRANGED FOR 


VERTICAL POLARIZATION. 


The matching stub feeds the center of the 
phasing section instead of one end as in 
the case of horizontal orientation. The 
stub should be equidistant from the two 

lower radiators. 
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@® BRUCE ARRAY 
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Figure 10. 


TWO VERTICALLY-POLARIZED ANTENNA ARRAYS. 
A pair of stacked Bruce arrays is shown at (A) and a pair of 
stacked Chireix arrays is illustrated at (B). 


_ The number of radial legs used in a ground-plane antenna 
of either type has an important effect on the feed-point im- 
pedance and upon the radiation characteristics of the antenna) 
system. . Experiment has shown that three radials is the mini- 
mum number that should be used, and that increasing the 

. number of radials above four adds substantially nothing to 
the effectiveness of the antenna and has no effect on the feed- 
point impedance. Experiment has shown, however, that the 
radials should be slightly longer than one-quarter wave for 

best results. A length of 0.28 wavelength has been shown to 
be the optimum value. This means that the radials for a 
50-Mc. ground-plane vertical antenna should be 65” in length. 


Vertically-Polarized 
Arrays 


Antenna atrays such as the flat-top 
beam and the lazy-H (when the latter 
is fed in the center instead of at one 
end) may be used with the elements vertically oriented to 
produce vertically-polarized radiation. Typical examples are 
shown in Figures 8 and 9. Two other types of arrays, which 
are especially designed for vertical polarization, are shown in 
Figure 10. It is important in the case of all these arrays that 
the stub and feed line be brought directly away from the 
"antenna in a plane at right angles to the array for a distance 
of at least two wavelengths. If the stub or line is closer to 
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Figure 11. 


CORNER-REFLECTOR ANTENNA CONSTRUC- 
TION. 


See Corner-Reflector Design Table for data on the 
dimensions for the antenna system. 


one radiator than the other undesired currents will be induced 
in the feed line. 


29-4 The Corner-Reflector Antenna 


The corner-reflector antenna is a particularly good direc- 


‘tional radiator for the v-h-f and u-h-f region. The antenna 


may be used with the radiating element vertical, in which case 
the directivity is in the horizontal or azimuth plane, or the 
system may be used with the driven element horizontal in 
which case the radiation is horizontally polarized and most of 
the directivity is in the vertical plane. With the antenna used 
as a horizontally polarized radiating system the array is a 
very good low-angle beam array although the nose of the 
horizontal pattern is still quite sharp. When the radiator is 
oriented vertically the corner reflector operates very satisfac- 
torily as a direction-finding antenna. 

Design data for the corner-reflector antenna is given in the 
chart Corner-Reflector Design Data. The planes which make 
up the reflecting corner may be made up of solid sheets of 
copper or aluminum for the u-h-f bands, although spaced 
wires with the ends soldered together at top and bottom may 
be used as the reflector on the lower frequencies. Copper 
screen may also be used for the reflecting planes. 

The values of spacing given in the corner-reflector chart 
have been chosen such that the center impedance of the driven 
element would be approximately 70 ohms. This means that 
a quarter-wave matching transformer such as a “Q”’ section 
may be used to provide an impedance match between the 
center-impedance of the element and a 460-ohm line con- 
structed of no. 12 wire spaced 2 inches. 


CORNER-REFLECTOR DESIGN DATA 


36” screen 70 


Corner Freq. : Feed 

Angle Band, Mc. R S H A L G Imped. Gain, db 
90° 50 1107 82” 140” 200” 230” 18” ae v4 10 
60° 50 110” £IS~ 140” 230” 230” 18” 70 12 
60° 144 38” 40” 48” 100” 100” St 70 12 
60° 235 23.5" Vio 30” 7 72” 3” 70 12 
60° 420 13” 14” $575 = 36” 12 


NOTE: Refer to Figure 11 for construction of comnercreflector antenna. a 
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Figure 12. 
ANTENNAS FOR MOBILE tNSTALLATIONS. 


29-5 V-H-F Mobile Antennas 


A quite satisfactory mobile antenna for the 27 to 29.7 Mc. 
and the 50 to 54 Mc. ranges consists of a quarter-wave ‘ver- 
tical whip antenna mounted by means of an insulating mount 
arrangement on the rear bumper of the automobile. A satis- 
factory feed method consists of a short piece of 52-ohm 
coaxial cable run from the base of the antenna to the antenna 
changeover switch and then to the link around the final am- 
plifier tank coil. It is often possible to obtain better control 
of the loading imposed by the antenna on the transmitter out- 
put circuit by placing a 50-yufd. APC variable capacitor in 
series with the lead from the inner conductor of the coaxial 
cable to the link coil. Somewhat greater field strength may 
be obtained through the use of an antenna of greater length 
on the 50-Mc. band where greater lengths are practicable. If 
the antenna approaches a half wave in length a better im- 
pedance match will be obtained through the use of a parallel- 
tuned circuit in a shielded and weather-protected box at the 
base of the antenna. The tuned circuit at the base of the an- 
tenna should be link coupled to the coaxial cable running to the 
antenna changeover switch. 

A quarter-wave antenna grounded at the base may also be 
used for mobile work. In this case the antenna may be fed 
by means of a single-wire feeder tapped approximately 30 per 
cent up from the grounded base of the antenna, or the antenna 
may be fed by the method shown in Figure 12A. The system 
shown. in Figure 12A is primarily recommended for operation 
on the 144-Mc. band and higher in frequency. 


When the system shown in Figure 12A is used, the bottom: 


of the rod or tubing is bolted, welded or otherwise fastened to 


the metal portion of the car. The tip of the rod is bent slightly 
so that when the parallel wire is fastened as shown in the 
illustration, the wire is held away from the rod sufficiently 
that it will not whip against the rod as a result of Wind or 
vibration. The wire is anchored by means of a midget insula- 
tor, and pulled taut enough that the rod or tubing section 
bends slightly. Keeping the wire under slight tension will aid 
in preventing the wire from whipping against the grounded 
rod or tubing, which would cause the antenna to work 
erratically. 

The outside conductor of the coaxial cable is soldered to 
the base of the vertical rod, and the inner conductor is soldered 
to the bottom of the vertical wire where it fastens to the midget 
insulator. The variation shown at (B) is self-explanatory. © 

In the case of all mobile antenna systems it is always wise 
to undertake the tuning of the antenna system with the aid of 
a field-strength meter. One of the simple f-s meters shown in 
Chapter 31 will be satisfactory. With the field-strength meter 
as an indicator the length of the whip, the tuning of the 
antenna network if used, and the coupling to the final am- 
plifier may be varied until the maximum value of field strength 
is obtained. Also, it will almost invariably be noticed that a — 
mobile antenna installation on an automobile, particularly. 
when it is mounted on the back bumper, will have quite 


_ pronounced directional effects. The degree of this effect and 


the direction for maximum field strength may be determined 
with the aid of the field-strength meter. In most cases of an 
antenna installation on the back bumper of the car it will be 
found that the directivity of the antenna is greatest in the 
direction through the body of the automobile. 


Chapter Thirty er 


Rotatable Antenna Arrays 


_ THE rotatable antenna array has become almost standard 
“equipment for operation on the 28- Mc. and 50-Mc. bands and 
is very commonly used on the 14-Mc. band and on those fre- 
quencies above 144 Mc. The rotatable array offers many advan- 
tages for amateur use. The directivity of the antenna types 
commonly employed, particularly the unidirectional arrays, 
offers a worthwhile reduction in interference from undesired 
directions. Also, the increase in the ratio of low-angle radiation 
plus the theoretical gain of such arrays results in a relatively 
- large increase in both the transmitted signal and the signal 
intensity from a station being received. 

A significant advantage of a rotatable antenna array in the 
case of the normal station is that a relatively smal! amount of 
real estate is required for erection of the antenna system. In 
fact, one of the best types of installations uses a single tele- 
phone pole with the rotating structure holding the antenna 
mounted atop the pole. To obtain results in all azimuth direc- 
tions from fixed arrays comparable to the gain and directivity 
of a single rotatable three-element parasitic beam would re- 
quire several acres of surface. : 

As has been mentioned in Chapters 12 and 28, the most 
important consideration in dx work is that of obtaining a low 
‘angle of radiation. Azimuth directivity is desirable 1f not car- 
ried too far but a low radiation angle is a necessity. It was 
also mentioned that there are two normal configurations of 
radiating elements which, when horizontally polarized, will 
contribute to obtaining a low angle of radiation. These con- 
figurations are the end-fire array and the broadside ‘array. The 
conventional three- or four-element rotary beam may properly 
be called a unidirectional parasitic end-fire array. The flat-top 
beam is a type of bidirectional end-fie array. The broadside 
type of array is also quite effective in obtaining low-angle 
radiation, and although widely used in FM broadcasting has 
seen little use by amateur stations in rotatable arrays. All three 
of these types of arrays, and their use on rotating structures, 
will be described in this chapter. 


30-1 Unidirectional Parasitic End-Fire Arrays 
(““Three-Element Rotary” Type) 


If a single parasitic element is placed on one side or the 
other of a driven dipole at a distance of from 0.1 to 0.25 wave- 


length the parasitic element can be tuned to make the array 
unidirectional. 
Two-Element Array The optimum spacing for a reflector in 
a two-element array is approximately 
0.15 wavelength and with optimum adjustment of the length 
of the reflector a gain of approximately 5 db will be obtained. 
With this adjustment for maximum forward gain (the reflec- 
; : 492 ote 
tor will be approximately equal to ee: ft.) the radiation re- 
Me. 

sistance of the driven dipole is approximately 25 ohms. 

If the parasitic element is to be used as a director the opti- 
mum spacing between it and the driven element is 0.1 wave- 
length. The director will be found to be approximately 0.90 x 


= (somewhat os than the driven element) and the gain 
Me. 

will theoretically ‘be slightly greater than with the optimum 
adjustment for a reflector but the radiation resistance will be 
in the vicinity of 15 ohms. 

In both the case of the director and the reflector in a two- 
element array the point of adjustment for maximum forward 
gain will be found to be somewhat different from that for 
maximum front-to-back ratio. The two adjustments are quite 
close together and either one may be chosen, depending upon 
the operating conditions desired. A sacrifice of approximately 
1.0 db in forward gain is involved when the two-element array 
is adjusted for maximum front-to-back ratio. 

t The two-element array is most frequently used on the 14-Mc. 
band where the size of the supporting structure would become 
prohibitive with a larger number of elements. A representative 
two-element 14-Mc. array with the parasitic element operating 
as.a director at 0.125 wavelength spacing is shown in Figure 1. 


The use of two parasitic elements instead 
of one adds little to the mechanical difficul- 
ties of rotation, and the gain and discrim- 
ination (especially the latter) are considerably improved over 
that obtained with a single director or a single reflector instead 
of a combination of both. The three-element array using a 
close-spaced director, driven element, .and close-spaced reflector 
will exhibit as much as 30 db front-to-back ratio and 20 db 
front-to-side ratio for /ow angle radiation. The theoretical gain 


Three Elements 
and More 
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is approximately 8 db over a dipole in free space. In actual 
practice, the array will often show 10 db or more gain over a 
horizontal dipole placed the same height above ground (at 28 
and 14 Mc.).— 

The use of more than three elements is desirable when the 
length of the supporting structure is such that spacings of 
approximately 0.2 wavelength between elements becomes pos- 
sible. Four-element arrays are quite common on the 28-Mc. 
and 50-Mc. bands, and five elements are sometimes used for 
increased gain and discrimination. As the number of elements 
is increased the gain and front-to-back ratio increases but the 
radiation resistance decreases and the bandwidth or frequency 
range over which the antenna will operate without reduction 
in effectiveness is decreased. 

The gain of a properly adjusted four-element array ts ap- 
proximately 9 db over a dipole at the same height and the 
five-element system will show about 1 db additional gain over 
the four-element. The apparent gain, however, will be some- 
what greater due to increased low-angle radiation. 


Material for 
Elements 


While the elements may consist of wire sup- 
ported on a wood framework, self-supporting 
elements of tubing are much to be preferred. 
The latter type array is easier to construct, looks better, is no 
more expensive, and avoids the problem of getting sufficiently 
good insulation at the ends of the elements. The voltages reach 
such high values towards the ends of the elements that losses 
will be excessive, unless the insulation is excellent. 

The elements may be fabricated of thin-walled steel conduit, 
or hard drawn thin-walled copper tubing, but dural tubing is 
much better. Or, if you prefer, you may purchase tapered 
copper-plated steel tubing elements designed especially for the 
purpose. Kits are available complete with rotating mechanism 
and direction indicator, for those who desire to purchase the 
whole ‘‘works’’ ready to put up. 

Element Spacing 
and Length 


The optimum spacing for a two-element 
array is, as has been mentioned before, 
approximately 0.1 wavelength for a director 
and 0.15 wavelength for a reflector. However, when both a 


Figure 1. 


TYPICAL TWO-ELEMENT 14- 
MC. ROTATABLE ARRAY. 


a 


director and a reflector are combined with the driven element 
to make up a three-element array the optimum spacing is 
approximately 0.2 wavelength between the driven element and 
either of the two parasitic elements. This same spacing is also 
satisfactory for arrays using more than three elements. Less 
spacing may be used but the bandwidth, gain, and radiation 
resistance will decrease. ; 

The optimum length for the parasitic elements in a multi- 
element artay becomes more critical as the spacing between 
the elements is decreased. For 0.1 or 0.15 wavelength spacing 
the elements can best be adjusted to the optimum length, using 


492 : 
= for the reflector, 0.94 gee? for the driven element, and 
Mc. Me. 
492 , ee ; : 
0.90 x for the director as starting dimensions. 


Frye. 
When the spacing between elements is made 0.2 wavelength, 
however, it is quite practicable merely to adjust the elements 


UNIDIRECTIONAL PARASITIC END-FIRE ARRAYS 


ANTENNA DRIVEN] REFLEC-] FIRST |SECOND | THIRD |SPACING |APPROX. |APPROX. 
TYPE ELEMENT] TOR DIRECTOR|DIRECTOR |DIRECTOR|BETWEEN| GAIN |RAD. RES. 
LENGTH | LENGTH |LENGTH LENGTH {LENGTH /ELEMENTS| DB || OHMS 


2-ELEMENT 
USING REFLECTOR 


462 480 
— —=— M 
Paco Peres AXIMUM GAIN 


462 495 


2-ELEMENT 
USING REFLECTOR 


MAXIMUM FRONT- 
TO-BACK RATIO 


2-ELEMENT 
USING DIRECTOR~ 


462 MAXIMUM 
Fuc. GAIN 


2-ELEMENT 
USING DIRECTOR 


445 |MAXIMUM-FRONT- 
Femc. |TO-BACK RATIO 


3-ELEMENT 
0.1 A SPACING 


3-ELEMENT 
0.2 > SPACING 


3-ELEMENT 
0.25 A SPACING 


4-ELEMENT 
0.2 X\ SPACING 


5-ELEMENT 
0.2% SPACING 


DESIGN CHART FOR CONVENTIONAL PARASITIC 
ARRAYS. 


The values of gain and effective radiation resistance given for 
the multi-element arrays are subject to considerable variation as 
a result of the tuning of the elements, but the quantities given 
can be assumed to be average values. Dimensions are in feet. 


402 . 


‘ 


eet Verrine 


403 


heb ks 
 RRADIATION 7 FOR Di= Da BEEED =4 
FORD1=1" | 
De D2=0.s-REEED REEEO. =6.9 
S=1.5¢ 
FOLDED-ELEMENT FORD] = (yw ae eee 
MATCH SE 5 
Sey rem 
FOR DSi0 
aes Rp =16 
= sive banen ge 
i) D FOR = oe 
7 it S= 3 REED = 1 
a #12 WIRE RAD 
BS For D= 4” 
WIRE SIZE oe REEED -14 
YOKE MATCH #212 WIRE RAD. 
FoR D=1” 
= 4.5 » REEED_ =18 
#12 wiRE RRAD. 
FoR D= R 
Says RFEED -54 
#awire RRAD. 
For D= 1+ 
S= 4 REEED -35 
#12 wiRE RRAD. 
© : RFEED = 9 
- RRAD. 


3-WIRE MATCH — 


RFEED = 
5-WIRE MATCH “RRADE. APPROX. 25 


Figure 3. 


DESIGN DATA FOR FOLDED- ELEMENT MATCHING 
SYSTEMS. - 
In all normal applications of the data given the main element 
shown is the driven element of a multi-element parasitic array. 
Directors and reflectors have not been shown for the sake of 
clarity. The ratio of impedance step-up for a number of possible 
combinations is listed to the right of the sketches. 


to length and install the antenna system. Further adjustment 
will add little to performance. A table of recommended dimen- 
sions for multi-element parasitic arrays is given in Figure 2. 


30-2 Feed Systems For Parasitic End-Fire Arrays 


The table of Figure 2 gives, in addition to other information, 
the approximate radiation resistance referred to the center of 


_the driven element of multi-element parasitic arrays. It is 


obvious, from these low values of radiation resistance, that 
especial care must be taken in materials used and in the con- 
struction of the elements of the array to insure that ohmic 
losses in the conductors will not be an appreciable percentage 
of the radiation resistance. It is also obvious that some method 


of impedance transformation must be used to match the low | 


radiation resistance of these antenna arrays to the normal 
range of characteristic impedance used for antenna transmis- 
sion lines. 

A group of possible methods of impedance matching is 
shown in Figures 3, 4, and 5. All these methods have been used 
but certain of them offer-advantages over some of the other 
methods. Generally speaking it is not desirable to break the 
center of the driven element of an array for feeding the system. 
Breaking the driven element rules out the practicability of 
building an all-metal or “plumber’s delight” type of array, 
and imposes mechanical limitations with any type of con- 
struction. However, when continuous rotation is desired, an 
arrangement such as shown in Figure 5D, utilizing a broken 
driven element with a rotatable transformer for coupling from 


Tn 


the antenna transmission line to the driven element has proven 
to be quite satisfactory. In fact the method shown in Figure 5D 
is probably the most practicable method of feeding the driven 
element when continuous rotation of the antenna array is 
required. 

The feed systems shown in Figure 3 will, under normal 
conditions, show the lowest losses of any type of feed system 
since the currents flowing in the matching network are the 
lowest of all the systems commonly used. The “Folded Ele- 
ment” match shown in Figure 3A and the “Yoke” match 
shown in Figure 3B are the most satisfactory electrically of all 
standard feed methods. However, both methods require the 
extension of an additional conductor out to the end of the 
driven element as a portion of the matching system. The 
folded-element match is best on the 50-Mc. band and higher 
where the additional section of tubing may be supported below 
the main radiator element without undue difficulty. The yoke- ~ 
match is more satisfactory mechanically on the 28-Mc. and 
14-Mc. bands since it is only necessary to suspend a wire below 
the driven element proper. The wire may be spaced below the 
self-supporting element by means of several small strips of 
polystyrene which have been drilled for both the main element 
and the small wire and threaded on the main element. 


The Folded-Element 
Match Calculations 


The calculation of the operating condi- 
tions of the folded-element matching 
system and the yoke. match, as shown 
in Figures 3A and 3B is relatively simple. A selected group of 
operating conditions have been shown on the drawing of 
Figure 3. In applying the system it is only necessary to multiply 
the ratio of feed to radiation resistance (given in the figures 
to the right of the suggested operating dimensions in Figure 
3) by the radiation resistance of the antenna system to obtain 
the impedance of the cable to be used in feeding the array. 
Approximate values of radiation resistance for a number of 
commonly used parasitic-element arrays are given in Figure 2. 

As an example, suppose a 3-element array with 0.2-wave- 
length spacing between elements is to be fed by means of a 
465-ohm line constructed of no. 12 wire spaced 2 inches. Figure 
2 shows that the approximate radiation resistance of the 
antenna array will be 18 ohms. Hence we need a ratio of 
impedance step up of 26 to obtain a match between the char- 
acteristic impedance of the transmission line and the radiation 
resistance of the driven element of the antenna array. Inspec- 
tion of the ratios given in Figure 3 shows that the fourth set 
of dimensions given under Figure 3B will give a 24-to-1 
step up, which is sufficiently close. So it is merely necessary to 
use a 1l-inch diameter driven element with a no. 8 wire spaced 
1 inch centers (14 inch below the outside wall of the 1-inch 
tubing) below the 1-inch element. The no. 8 wire is broken 
and a 2-inch insulator placed in the center. The feed line then 
carries from this insulator down to the transmitter. The center 
insulator should be supported rigidly from the 1-inch tube so 
that the spacing between the piece of tubing and the no. 8 wire 
will be accurately maintained. 

In many cases it will be desired to use the folded-element 
or yoke matching system with different sizes of conductors or 
different spacings than those shown on Figure 3. Note, then, 
that the impedance transformation ratio of these types of 
matching systems is dependent both upon the ratio of conduc- 
tor diameters and upon their spacing. The following equation 
has been given by Roberts (RCA Review, June, 1947) for the 
determination of the impedance transformation when using 
different diameters in the two sections of a folded element: 


Z,\3 
Transformation ratio = ( +5- ) 


In this equation Z, is the characteristic impedance of a line 
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Figure 4. 


AVERAGE DIMENSIONS FOR THE DELTA AND “T” 
MATCH. 


made up of the smaller of the two conductor diameters spaced 
the center-to-center distance of the two conductors in the an- 
tenna, and Z, is the characteristic impedance of a line made up 
of two conductors the size of the larger of the two. This 
assumes that the feed line will be connected in series with 
the smaller of the two conductors so that an impedance step 
up of greater than four will be obtained. If an impedance step 
up of less than four is desired, the feed line is connected in 
series with the larger of the two conductors and Z; in the above 
equation becomes the impedance of a hypothetical line made 
up of the larger of the two conductors and Z, is made up of 
the smaller. The folded unipole. described in the previous 
‘chapter is a case where the feed line is connected in series with 
the larger of the two conductors. 

The conventional 3-wire match to give an impedance multi- 
plication of 9 and the 5-wire match to give a ratio of approxi- 
mately 25 are shown in Figures 3C and 3D. The 4-wire match, 
not shown, will give an impedance Nigustonuatien ratio of 
approximately 16. ~ 
Delta Match and The delta match and the “T’’ match are 
“T" Match 

widely used and can be adjusted to give a 
reasonable standing-wave ratio on 300 to 600 ohm feed line. 
In the case of all thtee of the systems shown it will be neces- 
sary to make adjustments in the tapping distance along the 
driven radiator until minimum standing waves on the antenna 
transmission line are obtained. Since it is sometimes imprac- 
ticable to eliminate completely the standing waves from the 
antenna transmission line, it is common practice to cut the 
feed line, after standing waves have been reduced to a mini- 


shown in Figure 4. Both these systems are _. 


mum, to a length which will give satisfactory, joadiak ‘of the 


transmitter over the desired frequency range of operation. 

In cases where it does not prove practicable to obtain a sat- 
isfactorily low standing wave ratio when using the “T” match 
to the driven element the arrangement shown at Figure 4C 
has proven very helpful. In those cases where the standing- 
wave ratio cannot be reduced to a sufficiently low value it has 
been found that the impedance at the feed point in the “T” 
section is Jower than that of the antenna transmission line. 
Hence the inclusion of a quarter-wave transformer between 
this feed point and the feed line will present a higher imped- 
ance to the antenna transmission line. In all cases when using 
polyethylene-filled line for a matching transformer, the length 
of the transformer should be shorter than % wave. The physi- 
cal length will be % wave times the velocity factor of the 
cable or line being used. 

Four methods of exciting the driven 
element of a parasitic array ate shown 
in Figure 5. The system shown at (A) 
has proven to be quite satisfactory in 
the case of an antenna-reflector two-element array or in the — 
case of a three-element array with 0.2 to 0.25 wavelength 
spacing between the elements of the antenna system. The feed- 
point impedance of the center of the driven element is close 
enough to the characteristic impedance of the 52-ohm coaxial 
cable so that the standing-wave ratio on the 52-ohm coaxial 
cable is of the order of 2-to-1. (B) shows an arrangement for 
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The application of the various methods is discussed in the ee 
ribo tante die Leora 3 
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“TWO OVER TWO OVER TWO” 
WITH REFLECTORS 


GAIN APPROX, 11.5 DB 


Figure 6. 
UNIDIRECTIONAL BROADSIDE ARRAYS. 


Reflectors have been placed behind each of the driven elements 
to obtain a unidirectional radiation, characteristic. 


feeding an array with a broken driven element from an open- 
wire line with the aid of a quarter-wave matching transformer. 
With 465-ohm line from the transmitter to the antenna this 
_ system will give a close match to a 12-ohm impedance at the 
center of the driven element. (C) shows an arrangement which 
uses an untuned transformer with lumped inductance for 
matching the transmission line to the center impedance of the 
driven element. 


Rotary Link 
Coupling 


In many cases it is desirable to be able to allow 
the antenna array to rotate continuously with- 
out regard to snarling of the feed line. If this 
is to be done some sort of slip rings or rotary joint must be 
made in the feed line. One relatively simple method of allow- 
ing unrestrained rotation of the antenna is to use the method 
of rotary link coupling shown in Figure 5D. The two coupling 
rings are 10 inches in diameter and are usually constructed of 
Y,-inch copper tubing supported one from the rotating struc- 
ture and one from the fixed structure by means of standoff 
insulators. The capacitor C in Figure 5D is adjusted, after the 
antenna has been tuned, for minimum standing-wave ratio 
on the antenna transmission line. The dimensions shown will 
allow operation with either a 14-Mc. or 28-Mc. array, with 
appropriate adjustment of the capacitor C. The rings must of 


course be parallel and must lie in a plane normal to the axis 
of rotation of the rotating structure. 


30-3 Unidirectional Stacked Broadside Arrays 


Three practicable types of unidirectional stacked broadside 
arrays are shown in Figure 6. The first type, shown at Figure 
6A, is the simple “lazy H” type of antenna with reflectors for 
each element. (B) shows a simpler antenna array with a 
pair of folded dipoles spaced one-half wave vertically, operat- 
ing with reflectors. In Figure 6C is shown a more complex 
atray with six half waves and six reflectors which will give a 
very worthwhile amount of gain. 

In all three of the antenna arrays shown the spacing be- 
tween the driven elements and the reflectors has been shown 
as one-quarter wavelength. This has been done to eliminate 
the requirement for tuning of the reflector, as a result of the 
fact that a half-wave element spaced exactly one-quarter wave 
from a driven element will make a unidirectional array when 
both elements are the same length. Using this procedure will 
give a gain of 3 db with the reflectors over the gain without 
the reflectors, with only a moderate decrease in the radiation 
resistance of the driven element. Actually, the radiation re- 
sistance of a half-wave dipole goes down from 73 ohms to 60 
ohms when an identical half-wave element is placed one- 
quarter wave behind it. 

A very slight increase in gain for the entire array (about 
1 db) may be obtained at the expense of lowered radiation 
resistance, the necessity for tuning the reflectors, and decreased 
bandwidth by placing the reflectors 0.15 wavelength behind the 
driven elements and making them somewhat longer than the 
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TWO GENERAL TYPES OF BI-DIRECTIONAL ARRAYS. 

Average gain figures are given for both the flat-top beam type 

of array and for the broadside-colinear array with vyarying 
numbers of elements. 


Figure 8. 


AN EXAMPLE OF THE “PLUMBER’S DELIGHT” ARRAY 
FOR 28-MC. 


A sketch giving dimensions of this array is given in Figure 16 of 
Chapter 12. 


driven elements. The radiation resistance of each element will 
drop approximately to one-half the value obtained with un- 
tuned half-wave reflectors spaced one-quarter wave behind 
the driven elements. 

Antenna arrays of the type shawn in Figure 6 require the 
use of some sort of lattice work for the supporting structure 
since the arrays occupy appreciable distance in space in all 
three planes. 
Feed Methods The requirements for the feed systems for 
antenna arrays of the type shown in Figure 6 
are much less critical than those for the close-spaced parasitic 
aftays shown in the previous section. This is a natural result 
of the fact that a larger number of the radiating elements are 
directly fed with energy, and of the fact that the effective 
fadiation resistance of each of the driven elements of the 
afray is much higher than the feed-point resistance of a para- 
sitic array. As a consequence of this fact, arrays of the type 
shown in Figure 6 can be expected to cover a somewhat greater 
frequency band for a specified value of es ratio 
than the parasitic type of array. 

In most’ cases a simple open-wire line Oe be coupled to 
the feed point of the array without any matching system. The 


standing-wave ratio with such a system of feed will often be © 


less than 2-to-1. However, if a more accurate match between 
the antenna transmission line and the array is desired a con- 
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ventional quarter-wave stub, or a quarter-wave matching 


transformer of appropriate impedance, may be used to obtain 
a low standing-wave ratio. 


30-4 Bi-Directional Rotatable Arrays 


The bi-directional type of array is most satisfactory on the 
28-Mc. and 50-Mc. bands where signals are likely to be coming 
from only one general direction at a time. Hence the sacrifice 
of discrimination against signals arriving from the opposite 
direction is likely to be of little disadvantage. Figure 7 shows 
two general types-of bi-directional arrays. The flat- -top beam, 
which has been described in detail in Chapter 28, is well 
adapted to installation atop a rotating structure. When self- 


supporting elements are used in the flat-top beam the problem — 


of losses due to insulators at the ends of the elements is some-- 


what reduced. With a single-section flat-top beam gains of 


approximately 4 db can be expected, and with two sections a 


gain of approximately 6 db can be obtained. 
Another type of bi-directional array which has seen less use 


than it deserves is shown in Figure 7B. This type of antenna 


system has a relatively broad azimuth or horizontal beam, 
being capable of receiving signals with little diminution in 
strength over approximately 40°, but it has a quite sharp 
elevation pattern since substantially all radiation is concen- 


trated at the lower angles of radiation if more than a total of 


four elements is used in the antenna system. Figure 7B gives 


the approximate gain over a half-wave dipole at the height of 
the center of the array which can be expected. Also shown in 
this figure is a type of “rotating mast” structure which is well 
suited to rotation of this type of array. : . 

If six or more elements are used in the type of array shown 


in Figure 7B no matching section will be required between the — 
antenna transmission line and the feed point of the antenna. — 


When only four elements are used the antenna is the familiar 


“lazy H’”. and a quarter-wave stub should be used for feeding — 
from the antenna transmission line to the feed port of the © 
antenna system. 


\ 


ie 


If desired, and if mechanical considerations permit, the gain 


of the arrays shown in Figure 7B may be increased by 3 to 4 
db by placing a half-wave reflector behind each of the elements 
at a spacing of one-quarter wave. The array then becomes 
essentially the same as that shown in Figure 6C and the same 


considerations in regard to reflector spacing and tuning will 


apply. However, the factor that a bi-directional array need be 
rotated through an angle of less than 180° should Be cconsid- 
ered in this connection. . 


30-5 


Construction of Rotatable Arrays 


A considerable amount of ingenuity may be exercised in 


the construction of the supporting structure for a rotatable 


atray. Every person has his own ideas as to the best method of 
construction. Often the most practicable method of construc- 
tion will be dictated by the availability of certain types of 
constructional materials. But in any event be sure that sound | 
mechanical engineering principles are used in the design of 


the supporting structure. There are few things quite as dis- 


couraging as the picking up of the pieces, repairing of the — 


roof, etc., when a newly constructed rotary comes down in the 


first strong wind. If the principles of mechanical engineering 
are understood it is wise to calculate the loads and torques — 
which will exist in the various members of the structure with — 
the highest wind velocity which may be expected in the locality — 


of the installation. If this is not possible it will usually: ‘be x 
worth the time and effort to look up a friend who understands — 
these principles; an aerodynamicist or an aircraft structure : 


sesieae will be a good. bet. 
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Figure 9. 


DRAWING OF A SIMPLE 3-ELEMENT ARRAY FOR 
50-MC. OPERATION. 


Radiating Elements One thing more or less standard about 
the construction of rotatable antenna 
arrays is the use of dural tubing for the self-supporting ele- 
ments. Other materials may be used but an alloy known as 
24ST has proven over a period of time to be most satisfactory. 
Copper tubing is far too heavy for a given strength, and steel 
tubing, unless copper plated, is likely to add an undesirably 
large loss resistance to the array. Also, steel tubing, even when 
plated, is not likely to withstand salt atmosphere such as 
encountered along the seashore for a satisfactory period of 
time. Do not use a soft aluminum alloy for the elements; 
24ST is a hard alloy and is best although there are several 
other alloys ending in “ST” which will be found to be satisfac- 
tory. Do not use an alloy ending in “SO” or “‘S” in a position 
in the array where structural strength is important, since these 
letters designate a metal which has not been heat treated for 


strength and rigidity. However, these softer alloys, and alumi-- 


num electrical conduit, may be used for short radiating ele- 
ments such as would be used for the 50-Mc. band or as 
interconnecting conductors in a stacked array. 


It is characteristic of the conventional 
type of multi-element parasitic array 
, such as discussed previously and out- 
lined in Figure 2 that the centers of all the elements are at zero 
_r-f potential with respect to ground. Hence it is possible to 
use a metallic structure without insulators for supporting the 
variqus elements of the array. A 28-Mc. three-element array 
of this type is shown in Figure 8. Mechanical information on 
the construction of this particular array is given in Chapter 
12 Figure 16. In this particular array pipe-fitting “T’s’’ have 
been used at either end to support the 1-inch dural tubing 
reflector and director, with pieces of standard water pipe as 
spacers on either side between the parasitic elements and the 
driven element. The fitting at the center of the structure was 
made especially for the purpose, with threads at the bottom 
for the steel pipe which supports the entire structure, threads 
on two sides for receiving the two pieces of 1-inch water pipe 
which support the reflector and director, and another hole at 
right angles through which the driven element is passed. The 
parasitic elements are held fast in the T’s at either end by 
splitting the top of the T the long way and running a bolt 
through the T and the dural element at each end of the T. The 
center element is held in position in the center piece by means 
of two bolts tapped into the center piece which are tightened 
down against the driven element. 


“Plumber's Delight’’ 
Construction 


The center piece in this particular array was turned from 
a large piece of rod and later drilled and tapped. A somewhat 
less expensive center piece of adequate strength could be con- 
structed by welding an appropriate flange to the bottom of a 
steel plate, welding a piece of pipe to the top to hold the driven 
element, and welding either two pieces of pipe, or fittings to 
receive them, for the two members which support the parasitic 
elements. 

A piece of hardened steel drill rod such as used in oil-well 
construction was used as the rotating-mast support for the 
array shown in Figure 8. The rotating mast is supported a 
little more than half way up by a radial-load bearing attached 
to a telephone pole, and a heavy thrust bearing is used at the 
bottom. 


The Simple Girder 
Supporting Structure 


In many cases when metal-working 
tools are not available a relatively sim- 
ple supporting structure made of wood 
is used to hold the radiating elements. Figures 9, 10, 11, 12, and 
13 show photographs and constructional details for two 50-Mc. 
afrays in which a single piece of wood ts used to hold the 
radiating elements. The main problem in constructing this 
type of a structure is to make sure that the holes through the 
supporting member are drilled true. If the holes are out of 
alignment the completed array is likely to have a somewhat 
haphazard appearance, although its operation probably will 
not be impaired. The array shown in Figures 9 and 10 is a 
very simple affair which may be constructed in a relatively 
short period of time. 


Figure 10. : 
PHOTOGRAPH OF THE ARRAY OF FIGURE 9. 
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Figure 11. 


DRAWING OF A “TIPPABLE” 4-ELEMENT ARRAY 
FOR THE 50-MC. BAND 


The antenna array shown in Figures 11, 12, and 13 is an 
answer to the problem of providing both horizontally-polar- 
ized and vertically-polarized operation with the same directive 
array. The supporting structure is constructed so as to be 
capable of rotation in a plane perpendicular to the axis of the 
member so that the elements may be either horizontal or verti- 
cal. A pair of ropes attached to a bridle bolted to the support- 
ing member make it possible to change the polarization of the 
array without changing the direction of radiation. 

Figure 14 is a drawing of a relatively simple three-element 
vertically-polarized array for the 50-Mc. band. The basis of 
the array is a “hypodermic” or sleeve-type dipole radiator. 
This array, as well as those shown in Figures 9 and 11, is 
directly fed at the center of the driven element by means of 
52-ohm coaxial cable. A satisfactory impedance match to an 
open-wire line can be obtained through the use of one of the 
matching systems shown in Figure 3. : 

Although a very simple wood structure can be used to 
support the elements of a 50-Mc. array, a somewhat more 
rigid structure must be used as the main boom in a 28-Mc. or 


Figure 12. 


““TIPPABLE” ARRAY IN THE 
HORIZONTAL POSITION. 
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14-Mc. antenna. Figure 15 shows two commonly used types of 
center main boom for a larger array such as is required on the © 
lower-frequency bands. Figure.15A shows a metal-boom type 
of construction which is quite satisfactory for construction of 
a plumber’s delight type of structure. If the rectangular type 
of tubing is available it will be found somewhat easier to 
manage than the round dural tubing, but both types are rela- 
tively simple to use in making such a structure. For anchoring 
the radiating elements to the dural boom either a set of collars 
on either side of the boom may be used, or bolts may be run 
through both the boom and the elements. Any of the shunt 
feeding systems shown in Figure 3 or Figure 4 may be used 
to feed an array of this type. 

A conventional ladder makes a satisfactory supporting boom 
for an array in the general manner illustrated in Figure 15B. 
Ladders are relatively inexpensive, and produce a strong and 
stable type of mounting platform. The ladder, and for that 
matter any type of wood supporting structure, should be given 
several coats of a good grade of outside paint to protect it, 
from the elements. 

Supporting structures for more complex arrays involving 
elements in several planes may effectively be constructed of 
lattice work. Main members should be constructed of well- 
seasoned pieces of straight lumber. The angular braces may 
well be made of light relatively strong pieces such as redwood 
34,” by 134” “battens.” The entire structure should be both 
glued (using a waterproof glue) and bolted into place. 


30-6 Tuning Up the Array 


Although many arrays may be constructed, installed, and 
operated with substantially no tuning process, there is always 
some doubt in the mind of the operator as to whether or not 
the array is delivering optimum results. So most operators 
make a check on the operation of the array before calling the 
job complete. 

The process of tuning up an array may fairly satisfactorily 
be divided into two more or less distinct steps: the actual 
tuning of the array for best front-to-back ratio or for maxi- 
mum forward gain, and the project of obtaining the best pos- 
sible impedance match between the antenna transmission line 
and the feed point of the array. 


Tuning the The actual tuning of the array for best front- 
Array Proper _to-back ratio or maximum forward gain may 

best be accomplished with the aid of a low- 
power transmitter feeding a dipole antenna (polarized the 
_ same as the array being tuned) at least four or five wave- 
lengths away from the antenna being tuned. A calibrated 
field-strength meter of the remote-indicating type such as 
described in Chapter 31 is then coupled to the feed point of 
the antenna array being tuned. The transmissions from the 
portable transmitter should be made as short as possible and 
the call sign of the station making the test should be trans- 
mitted at least every ten minutes. 

It is, of course, possible to tune an array with the receiver 
connected to it and with a station,a mile or two away making 
transmissions on your request. But this method is more cum- 
bersome and is not likely to give complete satisfaction. It is 
also possible to carry out the tuning process with the trans- 
mitter connected to the array and with the field-strength meter 
connected to the remote dipole antenna. In this event the 
indicating’ instrument of the remote-indicating field-strength 
meter should be visible from the position where the elements 
are being tuned. However, when the array is being tuned with 
the transmitter connectéd to it there is always the problem of 


Figure 13. 


making continual adjustments to the transmitter so that a THE “TIPPABLE” ARRAY ORIENTED FOR VERTICAL 
constant amount of power will be fed to the array under test. POLARIZATION. 
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DRAWING OF A 3-ELEMENT VERTICAL ARRAY. sae etaae 


This antenna is designed for vertical polarization only. Three-inch galvanized “downspout” or gutter pipe is used, for the verti- — 


cal sleeve because it fits snugly over a standard 1/7,” flange plate. 


~~ 


A scaled-down version for 144-Mc. operation could be installed ~- 


quite high on the end of a piece of 1/-inch water pipe. Be sure to use pipe compound in screw joints and pull the joint up tight. 


Also, if you use this system, use very low power (a watt or 
two is usually sufficient) and make sure that the antenna 
transmission line is effectively grounded as far as d-c plate 
voltage is concerned. The use of the method described in the 
previous paragraph of course eliminates these problems. 

One satisfactory method for tuning the array proper, assum- 
ing that it is a system with several parasitic elements, is to set 
the directors to the dimensions given in Figure 2 and then 
to adjust the reflector for maximum forward signal. Then the 
first director should be varied in length until maximum for- 
ward signal is obtained, and so on if additional directors are. 
used. Then the array may be reversed in diréction and the 
reflector adjusted for best front-to-back ratio. Subsequent 
small adjustments may then be made in both the directors and 
the reflector for best forward signal with a reasonable ratio of 
front-to-back signal. The adjustments in the directors and the 
reflector will be found to be interdependent to a certain degree, 
but if small adjustments are made after the preliminary tuning 
process a satisfactory set of adjustments for maximum per- 
formance will be obtained. It is usually best to make the end 
sections of the elements smaller in diameter so that they will 
slip inside the larger tubing sections. The smaller sliding sec- 
tions may be clamped inside the larger main sections by the 
method shown in Figure 16. 

In making the adjustments described, it is best to have the 
rectifying element of the rfemote-indicating field-strength 


meter directly at the feed point of the array, with a resistor 
at thé feed point of the estimated value of feed-point imped- 
ance for the array. This procedure is described in connection 
with the f-s meter in Chapter 31. 


The problem of matching the impedance 
of the antenfha transmission line to the 
atray is much simplified if the process of — 
tuning the array is made a substantially 
separate process as just described. The antenna transmission 
line, with the calculated value of impedance-matching trans- 
former or network between the line and antenna feed point, is 
then attached to the array and coupled to the transmitter. 
Then, if available, a standing-wave meter is connected in 
series with the antenna transmission line at a point relatively 
much more close to the transmitter than to the antenna. How- — 
ever, for best indication there should be 10 to 15 feet of line 
between the transmitter and the standing-wave meter. If a 
standing-wave meter is not available the standing-wave ratio. 
may be checked approximately by means of a neon lamp or a 
short fluorescent tube if twin transmission line is béing used, _ 
or it may be checked with a thermomilliammeter and a loop, - 
a neon lamp, or an r-f ammeter and a pair of clips spaced Ro 
fixed distance for clipping onto one wire of a two-wire open a3 
line. 


If the standing-wave ratio is below 2 or 3 it is satisfacegs 


Matching to 
the Antenna | 
Transmission Line 
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to leave the installation as it is. If the ratio is greater than 


this range it will be best when twin line is being used, and 
advisable with open-wire line, to attempt to decrease the s.w.r. 

The condition of the match may be checked in the following 
manner: measure the current in one leg of the feeder starting 
directly at the point where the antenna transmission line con- 
nects to the antenna (or antenna matching system such as the 
delta, “T,”’ or yoke) and check the current values as you 
proceed toward the transmitter. If the current increases as you 
proceed away from the antenna the feed-point impedance is 
bigher than that of the transmission line. If the current de- 
creases as you proceed toward the transmitter the feed-point 
impedance is /Jower than the characteristic impedance of the 
transmission line. The ratio of the current maximum to the 
current minimum should be noted as the standing-wave ratio r. 

Since the points of minimum current can be found with 
more accuracy than the points of maximum current, measure 
the distance from the antenna end of the feed line to the first 
current minimum. If this distance is one-half wavelength the 
feed line is operating into a pure resistance of r times the 
characteristic impedance of the feed line; in other words, the 
load impedance which the transmission line “sees”’ is resistive, 
meaning that the antenna is resonant, and is greater than the 
characteristic impedance of the transmission line by the value 
of the standing-wave ratio. If the distance to the first minimum 
is one-quarter wavelength the antenna is also resonant and is 
presenting a resistive load to the line but the value of this 
resistance is equal to the characteristic impedance of the trans- 
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Figure 15. 


ALTERNATIVE ARRAY SUPPORTING BOOM AR- 
RANGEMENTS. 
(A) shows the use of a section of dural tubing (either rectangu- 
lar or round cross section) for supporting a moderate-size array. 
At (B) is shown the use of a ladder for supporting a relatively 
large array. : 
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Figure 16. 
CLAMPING METHOD FOR ADJUSTABLE ELEMENTS. 


The larger of the two elements is sawed on one side for about 
one-half inch, and then at the end of the saw slot the tubing is 
sawed crosswise about one-half through. The ears thus formed 
are bent out, drilled, and a 6-32 screw with a locking nut is run 
through the holes to clamp the larger element to the smailer. 


mission line divided by r (the s.w.r on the line). If the distance 
from the antenna end of the transmission line to the first cur- 
rent minimum is any value other than 14 wave or 1/4 wave the 
antenna system is presenting a reactive load to the antenna 
transmission line; treatment of this condition will be given in 
a following paragraph. 

Assuming that the antenna system is presenting a resistive 
load of the wrong value to the antenna feed line, and assum- 
ing also that all adjustments have been made on the delta 
match, “T’’ match, yoke match, or folded-element match in 
an effort to obtain the lowest possible value of standing-wave 
ratio, the easiest procedure for obtaining an accurate impedance 
match is to insert a quarter-wave transformer into the feed 
line. The feed line should be cut at a point of current maxi- 
mum; the points of current maximum are of course 1% wave 
in either direction from the more easily measured points of 
current minimum. If the current minimum is one-quarter wave 
from the antenna the current maximum will be directly at the 
point where the feed line connects to the antenna system. If 
the current minimum is one-half wave from the end of the 
transmission line the feeder should be cut one-quarter wave 
from the antenna since this will be a point of current maxi- 
mum. A quarter-wave section of transmission line should then 
be inserted at this point. The impedance of this quarter-wave 
section: should be equal to the geometric mean between the 
characteristic impedance of the main feed line and the im- 
pedance that the feed line is “seeing” at the point where it 
was cut. However, the required impedance for the feed line 
can also be determined very easily from the standing-wave 
ratio r and the characteristic impedance of the main antenna 
feed line Zo. The expression for determining the proper value 
of impedance for the quarter-wave section, Ze, is as follows: 


hig ir ee 


Tio take an example, suppose a 465-ohm line constructed of 
no. 12 wire on 2” feeder spreaders is being used to feed a 
rotary affair with “T’’ match. The first current minimum on 
the feed line came just one-quarter wave from the “T” and 
the standing-wave ratio of current measured on the line was 
found to be 4-to-1. The proper impedance. of the quarter-wave 
section Zq would then be: 
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| (465)? 


4 V 54,056 = 232 ohms 


Since the first current minimum came one-quarter wave from 
the “T,” the first current maximum is right at the “T’’ so the 
465-ohm feed line should be removed from the “T” and a 
quarter-wave section of 232-ohm transmission line inserted. 
This line may be made up in the same manner as a set of “Q” 
bars with 14-inch aluminum tubing spaced 134”, or a four- 
wire line, as described in Chapter 12, may be made up with 
four no. 14 wires equally spaced around a 3.44” circle; the 
spacing between wires on the corners would be 2-7/16 inches. 


Matching When 
the Feed Point 
is Reactive 


If the antenna ts presenting a reactive load 
to the transmission line at its feed point, 
an attempt should first be made to make 
the antenna perfectly resonant. This will 
probably involve a slight adjustment in the length of the driven 
element in a parasitic array, or a change in the dimension$ of 
all the driven elements in a stacked array. If the reactance can- 
not be eliminated the antenna system may still be made to 
present a resistive load to the transmission line in the following 


manner: Measure the standing-wave ratio r as before. Locate 


the current maximum on the feed line which is closest to the 
antenna. As before the current maximums will be located one- 
quarter wave from the current minimums, and when the 
approximate location of the current maximum has been found, 
determine accurately the location of the closest current mini- 
mum and measure one-quarter wave from the minimum to 
obtain the accurate location of the current maximum. Cut the 
main antenna transmission line at the point of this current 
maximum, and insert a quarter-wave section of transmission 


line having a characteristic impedance determined in the same 
manner from the Zo of the main transmission line and the 
s.w.f. r as discussed in the previous paragraph. In other words, 
the antenna system is presenting a pure resistive load at a 
point of current maximum on the main feed line so we can use 
the same procedure, with this point as reference, as was dis- 


‘cussed in the previous paragraph. 


Matching with Feeder 
other than Open- 
Wire Line 


The problem of matching the feed 
line to the antenna is simplest when 
using open-wire line. When twin line 
is being used it is sometimes possible 
to obtain a satisfactory indication of the relative current values 
in the line through the use of a flat loop of wire about 6” long 
attached to a thermomilliammeter, with the straight part of 
the loop placed on the side of the twin line directly alongside 
one of the conductors. A relative indication may be obtained 
through the use of a fluorescent tube placed against the flat 
of the line. In this case the length of the glow will be approxi- 
mately equal to the voltage between the two conductors making 


-up the line. 


When coaxial cable is being used as feed line on the v-h-f 
and u-h-f bands a slotted line may be used to measure stand- 
ing-wave ratio and the, position of the current maxima and 
minima. But the use of a slotted line is impracticable due to 
the size required on frequencies below perhaps 144 Mc. 

Standing-wave meters may be used with coaxial line, twin 
line, of open-wire line. These instruments are very satisfactory 
for determining the magnitude of the s.w.r., but they do not 
indicate the position of the current maximums and minimums 
on the line. Sometimes a s-w-r meter may be-used in conjunc- 
tion with a fluorescent tube in the tuning process with ribbon- 


Figure 17. 


AN INSTALLATION OF A 
ROTATABLE MAST. 


The rotatable mast is supported at’ 
the bottom and part way up by 
bearings attached to a telephone 
pole. The drive motor and the indi- 
cating synchro are located at the 
bottom of the rotating mast. 
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IMPORTANT NOTE 
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METERS OF THE SIZES USED. 


7 TO SFT. MAST UP TO 


FULL HEIGHT 


TWO 3/8” OR 1/2” MACHINE 
SCREWS ABOUT 1/2” LONG 

' THROUGH BEARING PIECE 
AND TAPPED INTO 1” PIPE. 


THE STATIONARY PIPE CAN 
BE SECURELY BRACED TO 
ROOF PARTS BY BLOCKS 

EE a) ile eer, 


WEATHER-TIGHT GALVAN- 
ge IRON RAIN SHIELD 


pene 


\ LENGTH DEPENDS 
ATTIC HEIGHT 


a AUTO STEERING 
; WHEEL 


PLANK OVER SEVERAL 
JOISTS TO DISTRIBUTE 
THE WEIGHT 


i RGBU OR SMALLER 
\ ANTENNA FEEDER 
Il” MAY BE RUN THRU PIPE 


«PIPE LOWERS TO 
{| INSTALL. ANTENNA OR 
I ADJUST 


4” 1RON PIPE 

LENGTH TO FIT 

AS PER OTHER < 

DRAWINGS | ames 


7-8 FT. 


ABOUT 2” OF 1 1/4” PIPE. 
THIS IS THE BEARING THAT 
CARRIES THE LOAD. 


“LONG THREAD* SO THAT 1 1/4” PIPE 
ee EXTENDS ABOUT 1/2” ABOVE FLANGE. 


11/4” tRON PIPE 
LENGTH TO FIT 
AS PER OTHER 
DRAWINGS, 


REMQVABLE EXTEN- 
SION MAY BE USED 
TO LOWER THE WHEEL. 


a FLAT OR SHED ROOF INSTALLATION 


Figure 18. 
ALL-PIPE ROTATING-MAST STRUCTURE FOR ROOF INSTALLATION. 


An installation suitable for a building with a pitched roof is shown at (A). At (B) is shown a similar installation for a flat or 
shed roof, The arrangement as shown is strong enough to support a lightweight 3-element 28-Mc. array. It should be possible to 
stack a light 3-element 50-Me. array above the 28-Mc. array without additional support on the end of a 6 or 8 foot length of 
Y2-inch pipe: 

The lengths of pipe shown were chosen so that when the system is in the lowered: position one can stand on a household 
ladder and put the beam in position atop the rotating pipe. The lengths may safely be revised upward somewhat if the array is 
of a particularly lightweight design with low wind resistance. The several types of antennas shown in this chapter with pipe flange 
mounting provision all have been used with this type of mast and rotating structure. 

Just before the mast is installed it is a good idea to give the rotating pipe a good smearing of cup grease or waterproof 
pump grease. To get the lip of the top of the stationary section of 1I'/4-inch pipe to project above the flange plate, it will be 
necessary to have a plumbing shop cut a slightly deeper thread inside the flange plate, as well as cutting an unusually long thread 
on the end of the 11/,-inch pipe. It is relatively easy to waterproof this assembly through the roof since the 11-inch pipe is 
stationary at all times. Be sure to use pipe compound on al] the joints and then really tighten these joints with a pair of pipe 

wrenches. 


_ type line. The fluorescent tube will indicate the position of the 
_voltage maxima and minima and the s-w-r meter will give 
the magnitude of the s.w.r. on the line, thus giving all the 
information necessary to obtain an accurate match between 
the antenna system and the transmission line. 


Raising and Lower- 
ing the Array when tuning up and matching an array 
is the physical location of the structure. 
If the array is atop the mast it is inaccessible for adjustment, 
and if it is located on step-ladders where it can be adjusted 
easily it cannot be rotated. One encouraging factor in this 
situation is the fact that experience has shown that if the 
array is placed 6 or 8 feet above ground on some step-ladders 
for the preliminary tuning process, the raising of the system to 
its full height will not produce a serious change in the adjust- 
ments. So it is usually possible to make preliminary adjust- 
ments with the system located slightly greater than head height 
above ground, and then to raise the antenna to a position 
where it may be rotated for final adjustments. If the position 
of the sliding sections as determined near the ground is marked 


A practical problem always present 


so that the adjustments will not be lost, the array may be 


raised to rotatable height and the fastening clamps left loose 
enough so that the elements may be slid in by means of a long 
bamboo pole. After a series of trials a satisfactory set of 
lengths can be obtained. But the end results usually come so 
close to the figures given’ in Figure 2 that a subsequent array 
is usually cut to the dimensions given and installed as is. 

The matching process does not require rotation, but it does 
require that the antenna proper be located at as nearly its 
normal operating position as possible. However, on a particular 
installation the positions of the current minimums on the 
transmission line near the transmitter may be checked with 
the array in the air, and then the array may be lowered to 
ascertain whether or not the positions of these points have 
moved. If they have not, and in most cases if the. feeder line 
is strung out back and forth well above ground as the antenna 
is lowered they will not change, the positions of the last few 
toward the antenna itself may be determined. Then the cal- 
culation of the matching quarter-wave section may be made, 
the section installed, the standing-wave ratio again checked, 
and the antenna re-installed in its final location. 


Aid 


Rotatable Antenna Arrays 


30-7 Systems For Obtaining Rotation 


Structures for the rotation of antenna arrays niay be sub- 
divided into two general classes: the rotating mast and the 
rotating platform. The rotating-mast type of structure is prob- 
ably the most satisfactory arrangement for a home constructed 
system. An example of a home-built arrangement is shown in 
the photograph of Figure 17. This is the rotating arrangement 
for the antenna shown in Figure 8 of this chapter. The mast is 
rotated by means of a reversible 115-volt a-c motor through 
a reduction system. A small selsyn motor is driven by the mast 
through dial cord and an indicating selsyn with a pointer is 
installed at the operating position to show the position of the 
antenna. 

The rotating-platform system is probably best if the rotating 
device is to be purchased. A number of excellent rotating plat- 
form devices are available on the market for varying prices. 
The larger and more expensive rotating devices are suitable 
for the rotation of a rather sizeable array for the 14-Mc. band 
while the smaller structures are designed for less load and 
should be used only with a 28-Mc. or 50-Mc. array. Most 


common practice is to install the rotating device atop a plat- 


form built at the top of a telephone pole or on the top of a 
lattice mast of sizeable cross section so that the mast: will be 
self-supporting and capable of withstanding the torque im- 
posed upon it by the rotating platform. 


Turning the Rotat- 
ing Structure 


If the rotating-mast type of structure is 
used it is a relatively simple process to 
work out a drive method. If the rotating 
mast comes down through the top of the radio shack as does 
the mast of the antenna system shown in Figure 10 a very 
satisfactory arrangement is merely to install a large steering 
wheel on the bottom of the rotating mast, with the thrust 
bearing for the structure located above the roof. This system 
is sketched in Figure 18. In the example shown a piece of 11/4- 
inch pipe is fixed permanently to the roof of the shack and the 
rotary afray is mounted on a piece of 1-inch pipe which comes 
down into the shack through the larger diameter pipe. In the 
particular installation shown in Figure 18 the antenna itself is 
fed by means of a length of 52-ohm RG-8/U cable which is 
threaded down inside the piece of pipe which is rotated. 

If the rotating mast is located a reasonable distance from the 
operating position a system of pulleys and ropes may be used 
to drive the antenna. Of course the most satisfactory drive 
system is that which uses an electric motor, but a moderate 
amount of ingenuity is required to obtain all the reduction 
gearing system for electric motor drive. 

A system which is widely used for driving rotatable antennas 
for radar work uses a servomechanism for accomplishing the 
actual rotation of the antenna. In this type of system a small 
synchro (or selsyn) motor (5G for example) is coupled to a 


handwheel and an indicator dial. The output of the control 
synchro is coupled to another synchro of special design (SCT 
for example) in the base of the pedestal or rotating structure 
of the antenna in such a manner that any error between the 
telative position of the two synchros is coupled into an elec- 
tronic device called a servoamplifier. The output of the 
servoamplifier system is then fed to a motor in the base of the 
pedestal of the antenna. The polarity and strength of the 
energy fed from the servoamplifier to the driving motor are 
such that the motor will turn the rotating structure until the 
synchro (which is geared to the rotating platform) is in the 
same relative position as the rotor of the synchro which is 
geared to the handwheel. This type of drive for a rotatable 


antenna is ideal since only the slightest force on the handwheel — 


is adequate to position even the largest rotatable antenna‘ to 
the exact direction indicated by the pointer on the driving 
synchro, However, such systems are complex and expensive. 
Nevertheless a number of the components for such a driving 
system are available on the surplus market and may be adapted 
to the job of driving an amateur rotatable array. 


Indication of | The most satisfactory method for indicating 
Direction 

array is that which uses selsyns or synchros for 
the transmission of the data from the rotating structure to the 
indicating pointer at the operating position. A number of 
synchros and selsyns of various types are available on the 
surplus market. Some of them are designed for operation on 
115 volts at 60 cycles, some are designed for operation on 60 
cycles but at a lowered voltage, and some are designed for 
operation from 400-cycle or 800-cycle energy. This latter type 
of high-frequency selsyn is the most generally available type, 
and the high-frequency units are smaller and lighter than the 
60-cycle units. Since the indicating synchro must deliver an 
almost negligible amount of power to the pointer which it 
drives, the high-frequency types will operate quite satisfactorily 
from 60-cycle power if the voltage on them is reduced to some- 


the direction of transmission of a ‘rotatable 


where between 6.3 and 20 volts. In the case of many of the 


units available, a connection sheet is provided along with a 
recommendation in regard to the operating voltage when they 
are run on 60 cycles. In any event the operating voltage should 
be held as low as it may be and still give satisfactory trans- 
mission of data from the antenna to the operating position. 
Certainly it should not be necessary to run such a ee on 
the units that they become overheated. 

Systems using a potentiometer capable of continous rota- 
tion and a milliammeter, along with a battery or other source 
of direct current, may also be used for the indication of direc- 
tion. A commercially-available potentiometer (Ohmite RB-2) 


may be used in conjunction with a 0-1 d-c milliammeter having 


a hand-calibrated scale for direction indication. 
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Test and Measurement Equipment 


EVERY amateur station is required by law to have certain - 


essential pieces of test equipment. A c-w station is required 


to have a frequency meter or other means of insuring that the 


transmitter is within one of the frequency bands assigned to 
amateurs. A radiophone station is required in addition to have 
a means of determining that the transmitter is not being 
modulated in excess of its modulation capability. Further, 
any station operating with an input greater than 900 watts is 


required to have a means of determining-the exact input to the 


final stage of the transmitter. 

The additional test and measurement cauigatent required 
by a station will be determined by the type of operation con- 
templated. It is always desirable that a station have an accu- 
rately calibrated volt-ohmmeter for routine transmitter and 


_ receiver checking and as an assistance in getting new pieces of 


equipment: into operation. An oscilloscope and an audio 
oscillator make a very desirable adjunct to a phone station 
and a calibrated signal generator is almost a necessity if much 
receiver work is contemplated. A field-strength meter and 
standing-wave meter are also almost a necessity if extensive 
antenna work is to be done. 

* On the other hand the measurement equipment used by a 


__testing or research laboratory must be much more versatile in 


its capabilities. Any sort of problem may be encountered in 
the testing or alignment of a transmitter, receiver, amplifier, 
or antenna system. So the equipment must be capable and 
accurate enough to make the desired tests within the specified 


_ limits of accuracy. 


The test and measurement equipment to be described in this 
chapter may be divided into four general classifications: 
Voltage, Current, and Power Measurement; Measurement of 
Circuit Constants; Frequency Measurements; and Monitoring 
Equipment. 


Voltage, Current and Power 


The measurement of voltage and cufrent in radio circuits 
is very important in proper maintenance of equipment. 
Vacuum tubes of the types used in communications work 
must be operated within rather narrow limits in regard to 
filament of heater voltage, and they must be operated within 


certain maximum limits in-regard to the voltage and current, 
on other electrodes. ; é 


Both direct current and voltage are most commonly meas- 
ured with the aid of an instrument consisting of a coil that is 
free to rotate in a constant magnetic field (d’Arsonval type 
instrument). If the instrument is to be used for the measure- 
ment of current it is called an ammeter or milliammeter. The 
current flowing through the circuit is caused to flow through 
the moving coil of this type of instrument. If the current to be 
measured is greater than 10 milliamperes or so it is the usual 
practice to cause the majority of the current to flow through a 
by-pass resistor called a shunt, only a specified portion of the 
current flowing through the moving coil of the instrument. The 
‘calculation of shunts for extending the range of d-c milliam- 
meters and ammeters is discussed:in Chapter Two. 

A direct current voltmeter is merely a d-c milliammeter 
with a multiplier resistor in series with it. If it is desired to 
use a low-range milliammeter as a voltmeter the value of the 
multiplier resistor for any voltage range may be determined 
from the following formula: 


Res 1000 E 
I 
where: R = multiplier resistor in ohms 
E = desired full scale voltage : 
I = full scale current of meter in ma. 


The sensitivity of a voltmeter is commonly expressed in 
ohms per volt. The higher the ohms per volt of a voltmeter 
the greater its sensitivity. When the full-scale current drain of 
a voltmeter is known, its sensitivity rating in ohms per volt 
may be determined by: 

1000 


Ohms per volt = Re: 


where I is the full-scale current drain of the indicating instru- 
ment in milliamperes. 


Multi-Range 
Meters 


It is common practice to connect a group of 
multiplier resistors in the circuit with a single 
indicating instrument to obtain a so-called 
multi-range voltmeter. There are several ways of wiring such 
a meter, the most common ones of which are indicated in 
Figure 1. With all these methods of connection, the sensitivity 
of the meter in ohms per volt is the same on all scales. With 
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Figure 1. 
THREE COMMON METHODS FOR WIRING A MULTI- 
VOLTMETER 


(A) shows the method whereby individual multipliers are used for 


each range. (B) is the more economical “series multiplier’ 
method. The same number of resistors is required but those for 
the higher range are of lower resistance (and hence less expen- 
sive when precision wirewound resistors are used) than at (A). 
(C) is essentially the same arrangement as at (B) but a range 
Switch is used-to select the different voltage ranges. 


a 


a 0-1 milliammeter as shown the sensitivity is 1000 ohms per 
volt, 


Volt-Ohmmeters An extremely useful piece of test equip- 

ment which should be found in every 
laboratory or radio station is the so-called volt-ohmmeter. It 
consists of a multi-range voltmeter with an additional fixed 
resistor, a variable resistor, and a battery. A typical example 
of such an instrument is diagrammed in Figure 2. Tap 1 is 
used to permit use of the instrument as an 0-1 d-c milliam- 
meter. Tap 2 permits accurate reading of resistors up to 100,- 
000 ohms;-taps 3, 4, 5, and 6 are for making voltage measure- 
ments, the full scale voltages being 10, 50, 250, and 500 volts 
respectively. 

The 1000-ohm potentiometer is used to bring the needle to 
zero olims when the terminals are shorted; this adjustment 
should always be made before a resistance measurement is 
taken. Higher voltages than 500 can be read if a higher value 
of multiplier resistor is added to an additional tap on the 
switch. The proper value for a given full scale reading can be 
“determined from Ohm's law. 

Resistances higher than 100,000 ohms cannot be measured 
accurately with the circuit constants shown; however, by in- 
creasing the ohmmeter battery to 45 volts and multiplying the 
4000-ohm resistor and 1000-ohm potentiometer by 10, the 
ohms scale also will be multiplied by 10. This would permit 
accurate measurements up to 1 megohm. 

0-1 d-c milliammeters are available with special volt-ohm- 
meter scales which make individual calibration unnecessary. 
Or, special scales can be purchased separately and substituted 
for the original scale on the milliammeter. 

Obviously, the accuracy of the instrument either as a volt- 
meter or as an ammeter can be no better than the accuracy of 
the milliammeter and the resistors. 


PIN JACKS 
Figure 2. 
VOLT-OHMMETER CIRCUIT 

Position 1 of Switch.................- 0-1 d-c ma. 7 
Position 2 of Switch..._.......:.....- 0-100,000 ohms 
Position 3 of Switch..............-... 0-10 yolts 

' Position 4 of Switch._...............- 0-50 volts 
Position 5 of Switch.................. 0-250 volts 
Position 6 of Switch._............... 0-500 volts 


Because volt-ohmmeters are so widely used and because. 
the circuit is standardized to a considerable extent, it is pos- 
sible to purchase a factory-built volt-ohmmeter for no more 
than the component parts would cost if purchased individually. 
For this reason no construction details are given. However, 
anyone already possessing a suitable milliammeter and de- 
sirous of incorporating it in a simple volt-ohmmeter should be 
able to build one from the schematic diagram and design data 
given here. Special, precision (accurately calibrated) multi- 
plier resistors are available if a high degree of accuracy is 
desired. 


Medium-and = Most ohmmeters, including the one just de-— 
Low-Range scribed, are not adapted for accurate meas- 
Ohmmeter urement of low resistances—in the neigh- 


borhood of 100 ohms, for instance. 

The ohmmeter diagrammed in Figure 3 was especially de- 
signed for the reasonably accurate reading of resistances all the 
way down to 1 ohm. Two scales are provided, one going in 
one direction and the other scale going in the other direction 
because of the different manner in which the milliammeter is 
used in each case. The low scale covers from 1 to 100 ohms 
and the high scale from 100 ohms to 10,000 ohms. The high 
scale is in reality a medium-range scale. For accurate reading 
of resistances over 10,000 ohms, an ohmmeter of the type pre- 
viously described should be used. . 


The 1-100 ohm scale is useful for checking transformers, ~ 


chokes, r-f coils, etc., which often have a resistance of only a 
few ohms. 

The calibration scale will depend upon the internal resist- 
ance of the particular make of 1.5-ma. meter used. The instru- 
ment can be calibrated by means of a Wheatstone bridge or 
a few resistors of known accuracy. The latter can be series- 
connected and parallel-connected to give sufficient calibration 
points. A hand-drawn scale can be pasted over the regular 
meter scale to give a direct reading in ohms. 

Before calibrating the instrument or using it, the test prods 
should always be touched together and the zero adjuster set 
accurately. 


Measurement of 
Alternating Current 
and Voltage | 


The measurement of alternating cur- 
rent and voltage is complicated by two 
factors: first, the frequency range cov- 
ered in ordinary communication chan- 
nels is so great that calibration of an instrument becomes 
extremely difficult; second, there is no single type of instru- 
ment which is suitable for all a-c measurements—as the 


d’Arsonval type of movement is suitable for d.c. The d’Ar- — 


sonval movement will not operate on a.c. since it indicates the 


, 


b: 
« 
aig 


we 


Figure 3. 
SCHEMATIC 
0.P.0.T. DIAGRAM OF THE 
ee LOW-RANGE 
OHMMETER. 
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average value-ef current flow, and the average value of an a-c 
wave is zero. ; 

As a result of the inability of the reliable d’Arsonval type 
of movement to record an alternating current, either this cur- 
rent must be rectified and then fed to the movement, or a 
special type of movement which will operate from the effective 
value of the current can be used... 

For the usual measurements of power frequency a-c (25-60 
cycles) the familiar iron-vane instrument is commonly used. 
For audio frequency a.c. (50-20,000 cycles) a d’Arsonval in- 
strument having an integral copper oxide or selenium rectifier 
is usually used. Radio frequency voltage measurements are 
usually made with some type of a vacuum-tube voltmeter, 


while r-f current measurements are almost invariably made 
~ with an instrument containing a thermo-couple to convert the 


r.f. into d.c. for the movement. 

_ Since an alternating current wave can have an almost infi- 
nite variety of shapes, it can easily be seen that the ratios 
between the three fundamental quantities of the wave (peak, 


r.m.s or effective, and average after rectification) can also vary © 


widely. So it becomes necessary to know beforehand just 
which quality of the wave under measurement our instrument 
is going to indicate. For the purpose of simplicity we can list 
the usual types of a-c meters in a table along with the char- 
acteristic of an a-c wave which they will indicate: 


vey atic ANermocouple: 252s. ce See theee ss R.m.s. 
mertineee( CuO) type. ces a 2! Average after rect. 
Aaa epee Peak, r.m.s., or average depending upon the 


design of the instrument. 


Vacuum-Tube 
Voltmeters 


A vacuum-tube voltmeter is essentially a de- 
tector in which a change in the signal placed 


; upon the input will produce a change in the © 
indicating instrument (usually a d’Arsonval meter) placed in 


the output circuit. A vacuum-tube voltmeter may use a diode, 
a triode, or a multi-element tube, and it may be used either 
for the measurement of a.c. or d.c. = 
When a v.t.v.m. is used in d-c measurement it is used for 
this purpose primarily because of the very great input resist- 


Voltmeters 
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ance of the device. This means that a v.t.v.m. may be used for 
the measurement of a-v-c, a-f-c, and discriminator output volt- 
ages where no loading of the circuit can be tolerated. A simple 
battery-operated v.t.v.m. circuit for making this type of d-c 
measurement is diagrammed in Figure 4. Due to the degenera- 
tion introduced by the cathode resistor the calibration of this 
instrument will be comparatively linear. For the measurement 
of negative voltages such as appear on an a-v-c line, the ter- 
minal marked + should be grounded and the one marked — 
should be connected to the bus. For the measurement of dis- 
criminator voltages (where the voltage may be either positive 
or negative with respect to the axis) 10 or 15 volts of positive 
bias may be placed in series with the test prod, making the 
voltmeter essentially a zero-center device. 


There are many different types of a-c vacuum- 
tube voltmeters, all of which operate as some 
type of a rectifier to give an indication on a d-c 
instrument (usually a d’Arsonval movement). There are two 
general types: those which give an indication of the r-m-s 
value of the wave (or approximately this value of a complex 
wave), and those which give an indication of the peak or 
crest value of the wave. 

The voltmeter diagrammed in Figure 4 can be considered as 
being representative also of the type of vacuum-tube voltmeter 
used for giving an r-m-s indication of the wave being meas- 
ured. This circuit is very little affected by the shape of the 
wave under measurement, so it can be used. for measurement 
of complex wave shapes. The unit as shown will have a full- 
scale range of about 20 volts. If a greater range than this is 
desired, both the supply voltage and the cathode resistor may 
be multiplied by the same factor. In any case the maximum 
voltage which can be measured will be slightly less than the 
supply voltage to the plate of the tube. 

Since the setting up and calibration of a wide-range vacuum- 
tube voltmeter is rather tedious, in most cases it will be best 
to purchase a commercially manufactured unit. Several ex- 
cellent commercial units are on the market at the present time. 
These feature a wide range of a-c and d-c voltage scales at 
high sensitivity, and in addition several feature a built-in’ 
vacuum-tube ohmmeter which will give indications up to 500 
or 1000 megohms. However, for applications where the ver- 
satility of the manufactured units is not necessary, an adaption 
of the circuit shown in Figure 4, perhaps with a tube such as 
a 7A4 and a power supply for a-c operation, will give excel- 
lent results after the calibration chart has been made. 


Voltmeters 


Peak A-C Y-T There are two common types of peak-indi- 
Voltmeters cating vacuum-tube voltmeters. The first is 

- the so-called “slide-back’’ type in which a 
simple v.t.v.m. such as shown in Figure 4 is used along with a 
conventional d-c voltmeter and a source of “bucking” bias in 
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22.5 VOLTS 
(aft 
Figure 4. 
SIMPLE A-C OR D-C V-T VOLTMETER 
An instrument of this type is suitable for a-v-c, a-f-c, 


and discriminator output yoltage measurements. It may 
also be used as an a-c voltmeter. 
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Figure 5. : 
SIMPLE SLIDE-BACK VOLTMETER. 


By connecting a variable source of voltage in series with 

the input to the simple meter shown in Figure 4, a slide- 

back a-c voltmeter for peak voltage measurements is 

made, The resistor R should be about 1000 ohms per 
volt at battery B. 
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series with the input. With this type of an arrangement 
(Figure 5) leads are connected to the voltage to be measured 
and the slider resistor R across the “bucking” voltage is backed 
down until an indication on the meter (called a false zero) 
equal to that value given with the prods shorted and the buck- 


ing voltage reduced to zero is obtained. Then the value of the — 


bucking voltage (read on V) is equal to the peak value of the 
voltage under measurement. The slide-back voltmeter has the 
disadvantage that it is not instantaneous in its indication— 
adjustments must be made for every voltage measurement. 
For this reason the slide-back v.t.v.m. is not commonly used, 
being supplanted by the diode-rectifier type of peak v.t.v.m. 
for most applications. 


A diode vacuum-tube voltmeter suitable for 
the measurement of high values of a-c volt- 
age is diagrammed in Figure 6. With the 
constants shown, the voltmeter has two 
ranges: 500 and 1500 volts peak full scale. 

Capacitors C, and C, should be able to withstand a voltage 
in excess of the highest-peak voltage to be measured. Likewise, 
R, and R, should be able to withstand the same amount of 
voltage. The easiest and least expensive way of obtaining such 
resistors is to use several low-voltage resistors in series, as 
shown in Figure 6. Other voltage ranges can be obtained by 
changing the value of these resistors, but for voltages less 
than seyeral hundred volts a more linear calibration can be 
obtained by using a receiving-type diode. A calibration curve 
should be run to eliminate the appreciable error due to the 
high internal resistance of the diode, preventing the capacitor 
from charging to the full peak value of the voltage being 
measured, 

A direct reading diode peak voltmeter of the type shown in 
Figure 6 will load the source of voltage by approximately 
one-half the value of the load resistance in the circuit (Ra, or 
R, plus R:, in this case). Also, the peak voltage reading on 
the meter will be slightly less than the actual peak voltage 
being measured. The amount of lowering of the reading is 
determined by the ratio of the storage capacitance to the load 
resistance. If a cathode-ray oscilloscope is placed across the 
terminals of the v.t.v.m. when a voltage is being measured, 
the actual amount of the lowering in voltage may be deter. 
mined by inspection of the trace on the c-r tube screen. The 
peak positive excursion of the wave will be slightly flattened 
by the action of the v.t.v.m. Usually this flattening will be so 
small as to be negligible. But if it is desired to compensate for 
the flattening in the wave the following procedure may be 
gone through: Measure the distance from the center_of the.c-r 
tube trace to the flattened crest with the v.t.v.m. connected. 
Disconnect the v.t.v.m. and measure again this distance. Mul. 
tiply the ratio of the two distances (slightly larger than 1.0) 
by the voltage as read on the v.t.v.m. This procedure will give 
the actual crest value of the wave. 


High-Voltage 
Diode Peak 
Voltmeter 


Measurement 
of Power 


Audio frequency or radio frequency power in 
a resistive Circuit is most commonly and most 
easily determined by the indirect method, i.e., 
through the use of one of the following formulas: 
P = EI P = E/R PoE 

These three formulas mean that if any two of the three factors 
determining power are known (resistance, current, voltage) 
the power being dissipated may be determined. In an ordinary 
120-volt a-c line circuit the above formulas are not strictly 
true since the power factor of the line must be multiplified 
into the result—or a direct method of determining power such 

as a wattmeter may be used, But in a resistive a-f circuit and 
_ in a resonant r-f circuit the power factor of the energy is taken 
as being unity. 
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: Figure 6. 
WIRING DIAGRAM OF HIGH-VOLTAGE 
PEAK VOLTMETER 
Ci—.001-yfd. high-voltage mica T—2.5-v., 1.75 a. filament 
C-—1.0-ufd, high-voltage paper transformer 


M-—0-1 d-c milliammeter 
Su1-L0—~S-p-d-t toggle switch 
S—S-p-s-t toggle switch 


Ri——500,000 ohms (2 0.25- 
megohm '2-watt in series) 
Ro—1.0 megohm (4 0.25-meg- - 
ohm 14-watt in series) ; 
(Note: Cr: is a by-pass around C», the inductive reactance of 
which may be appreciable at high frequencies.) ; 


For accutate measurement of'a-f and r-f power, a thermo- 
galvanometer or thermocoupled ammeter in series with a 
non-inductive resistor of known resistance can be used. The 
meter should have good accuracy, and the exact value of resist- 
ance should be known with accuracy. Suitable dummy load 
resistors of the “vacuum” type are available in various resist- 
ances in both 100- and 250-watt ratings. These are virtually 
non-inductive, and may be considered as a pure resistance ex- _ 
cept at ultra-high frequencies. The resistance of these units is 
substantially constant for all values of current up to the maxi- 
mum dissipation rating, but where extreme accuracy is re- 
quired, a correction chart of the dissipation coefficient of 
resistance (supplied by the manufacturer) may be employed. 


. This chart shows the exact resistance for different values of 


current through the resistor. 

Sine-wave power measurements (1-f or single-frequency 
audio) may also be made through the use of a v.t.v.m. and a 
resistor of known value. In fact a v.t.v.m. of the type shown 
in Figure 6 is particularly suited to this work. The formula, 
P = E’/R is used in this case. However, it must be remem- 
bered that a v.t.v.m. of the type shown in Figure 6 indicates 
the peak value of the a-c wave. This reading must be con- 
verted to the r-m-s or Aeating value of the wave by multiply- 
ing it by 0.707 before substituting the voltage value in the 
formula. The same result can be obtained by using the for- 
mula P = E?/2R. - : 

The use of all three methods of determining power: am- 
meter-resistor, voltmeter-resistor, and voltmeter-ammeter, gives. 
an excellent cross-check upon the accuracy of the determi- 
nation and upon the accuracy of the standards. 

Power may also be measured through the use of a calorim- 
eter, by actually measuring the amount of heat being dis- 
sipated. Through the use of a water-cooled dummy load 
resistor this method of power output determination is being 
used by some of the'most modern broadcast stations. But the 
method is too cumbersome for ordinary power determinations. 

Power may also be determined photometrically through the 
use of a voltmeter, ammeter, incandescent lamp used as a load 
resistor, and a photographic exposure meter. With this method 
the exposure meter is used to determine the relative visual 
output of the lamp running as a dummy load sesistor and of | 
the lamp running from the 120-volt a-c line. A rheostat in 
series with the lead from the a-c line to the lamp is used to 
vary its light intensity to the same value (as indicated by the 


exposure meter) as it was putting out as a dummy load. The _ 


a-c voltmeter in parallel with the lamp and ammeter in series 
with it is then used to determine lamp power input by: P = 
EI. This method of power determination is satisfactory for — 


SHandhook 


Bridge Circuits 


audio and low-frequency r.f. but is not satisfactory for u.h.f. 
because of variations in lamp efficiency due to uneven heating 
of the filament. 


31-2 Measurement of Circuit Constants 


' The measurement of the resistance, capacitance, inductance, 
and Q (figure of merit) of the components used in communi- 
cations work can be divided into three general methods: the 
impedance method, the substitution or resonance method, and 
the Wheatstone bridge method. 


The Impedance The impedance method of measuring in- 
Method ductance and capacitance can be likened to 

the ohmmeter method for measuring re- 
sistance. An a-c voltmeter, or milliammeter in series with:a 
resistor, is connected in series with the inductance or capaci- 
tance to be measured and the a-c line. The reading of the 
meter will be inversely proportional to the impedance of the 
component being measured. After the meter has been cali- 
brated it will be possible to obtain the approximate value of 
the impedance directly from the scale of the meter. If the 
component is a capacitor, the value of impedance may be taken 
as its reactance at the measurement frequency and the capaci- 
tance determined accordingly. But the d-c resistance of an 
inductor must also be taken into consideration in determining 
its inductance, After the d-c resistance and the impedance 
have been determined, the reactance may be determined from 


the formula: X. = VR* — Z?. Then the inductance may be 
determined from: L = X1/2qf. 


The substitution or resonance method is 
‘perhaps the most satisfactory system for 
obtaining the inductance or capacitance of 
high-frequency components. A 500 to 1000 pufd. capacitor 
with a good dial having an accurate calibration curve is a 
- mecessity for making determinations by this method. If an 
unknown inductor is to be measured, it is connected in parallel 
with the standard capacitor and the combination tuned accu- 
rately to some known frequency.’ This tuning may be accom- 
plished either by using the tuned circuit as a wavemeter and 
_ coupling it to the tuned circuit of a reference oscillator, or by 
using the tuned circuit in the controlling position of a two- 
terminal oscillator such as a dynatron or transitron. The 
capacitance required to tune this first frequency is then noted 
as C,. The circuit or the oscillator is then tuned to the second 
harmonic of this first frequency and the amount of capacitance 
again noted, this time as C,. Then the distributed capacitance 
across the coil (including all stray capacitances) is equal to: 
G = (G. — 4C,)/3. 
This value of distributed capacitance is then substituted in 
the following formula along with the value of the standard 
Capacitance for either of the two frequencies of measurement: 


: 1 
4m f(C, + GC) 

The determination of an unknown capacitance is somewhat 
less complicated than the above. A tuned circuit including a 
coil, the unknown capacitor and the standard capacitor, all in 
“parallel, is resonated to some convenient frequency. The 

Capacitance of the standard capacitor is noted. Then the 
unknown capacitor is removed and the circuit re-resonated by 
means of the standard capacitor. The difference between the 
two readings of the standard capacitor is then equal to the 
_ Capacitance of the unknown capacitor. 
__ Another version of the procedure for determining an un- 
__ known capacitance is to use this capacitance as the tank capaci- 
tor in an oscillator. The signal put out by the oscillator is then 
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Figure 7. 
TWO WHEATSTONE BRIDGE CIRCUITS. 


These circuits are used for the measurement of d-c resistance. 
In (A) the “ratio arms Re and Ra are fixed and balancing of 
the bridge is accomplished by variation of the standard Rs. The 
standard in this case usually consists of a decade box giving 
resistance in 1l-ohm steps from 0 to 1110 or to 11,110 ohms. 
Jn (B) a fixed standard is used for each range and the ratio arm 
is varied to obtain balance. A calibrated slide-wire or poten- 
tiometer. calibrated by resistance in terms of degrees is usually 
employed as Ra and Rs. It will be noticed that the formula for 
determining the unknown resistance from the knowns is the 
same in either case, 


BS a ERS OSI RAS cece eee le 
brought to zero beat in a receiver. The unknown capacitance 
is then removed from the circuit and the standard capacitor 
substituted. The standard capacitor is then carefully tuned 
until the oscillator is back at zero beat on the original fre- 
quency. The capacitance of the unknown capacitor may then 
be read directly from the calibration curve of the standard 
capacitor. 

The Bridge Method — Experience has shown that the most 
satisfactory method for measuring cir- 
cuit constants (resistance, capacitance, and inductance) at 
audio frequencies is by means of the a-c bridge. The Wheat- 
stone (d-c) bridge is also the most accurate method for the 
measurement of d-c resistance. With a simple bridge of the 
type shown at Figure 7A it is entirely practical to obtain d-c 
resistance determinations accurate to four significant figures. 
With an a-c bridge operating within its normal rating as to 
frequency and range of measurement it is possible to obtain 
results accurate to three significant figures. 

Both the a-c and the d-c bridges consist of a source of 
energy, a standard or reference of measurement, a means of 
balancing this standard against the unknown, and a means of 
indicating when this balance has been reached. The source of 
energy in the d-c bridge is a battery; the indicator is a sensitive 
galvanometer. In the a-c bridge the source of energy is an 
audio oscillator (usually in the vicinity of 1000 cycles), and 
the indicator is usually a pair of headphones. The standard 
for the d-c bridge is a resistance, usually in the form of a 
decade. box. Standards for the a-c bridge can be resistance, 
capacitance, and inductance in varying forms. 

Figure 7 shows two general types of the Wheatstone or d-c 
bridge. In (A) the so-called “ratio arms” Ra and Rs are fixed 
(usually in a ratio of 1-to-1, 1-to-10, 1-to-100, or 1-to-1,000) 
and the standard resistor R, is varied until the bridge is in 
balance. In commercially manufactured bridges there are usu- 
ally two or more buttons on the galvanometer for progressively 


increasing its sensitivity as balance is approached. Figure 7B 


is the so-called “‘slide wire” type of bridge in which fixed 
standards are used and the ratio arm is continuously variable, 
The “slide wire” may actually consist of a moving contact 
along a length of wire of uniform cross section, in which case 
the ratio of Ra to Rs may be read off directly in centimeters 
or inches, or in degfees of rotation if the slide wire is bent 
around a circular former. Or the “slide wire’ may consist of 
linear-wound potentiometer with its dial calibrated in degrees 
or in resistance from each end. 
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Ra aR Ra; 
Zx= Zz Xx= x =—4 
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Zx= IMPEDANCE BEING MEASURED, Rs = RESISTANCE COMPONENT OF Z5 
Zs= IMPEDANCE OF STANDARD, Xx=REACTANCE COMPONENT OF Zx 
Ryx= RESISTANCE COMPONENT OF Zx, XS=REACTANCE COMPONENT OF Z5§ 
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Figure 8. 
TWO A-C BRIDGE CIRCUITS. 


The operation of these bridges is essentially the same as those 
of Figure 7 except that a.c. is fed into the bridge instead of d.c. 
and a pair of phones is used as the indicator instead of the 
galvanometer. The bridge shown at (A) can be used for the 
measurement of resistance, but it is usually used for the 
measurement of the impedance and reactance of coils and 
capacitors at frequencies from 200 to 1000 cycles. The bridge 
shown at (B) is used for the measurement of small values of 
capacitance by the substitution method. Full description of the 
operation of both bridges is given in the accompanying text. 


Figure 8A shows a simple type of a-c bridge for the measure- 


ment of capacitance and inductance. It can also, if desired, be — 


used for the measurement of resistance. The four arms of 
the bridge may be made up in a variety of ways. As before, 
Rs and Ra make up the ratio arms of the device and may be 
either of the slide-wire type, as indicated, or they may be fixed 
and a variable standard used to obtain balance. In any case 
it is always necessary with this type of bridge to use a standard 
which presents the same type of impedance as the unknown 
being measured: resistance standard for a resistance measure- 
ment, capacitance standard for capacitance, and inductance 
standard for inductance determination. Also, it is a great help 
in obtaining an accurate balance of the bridge if a standard 
of approximately the same value as the assumed value of the 
unknown is employed. Also, the standard should be of the same 
general type and should have approximately the same power 
factor as the unknown impedance. If all these precautions are 
observed, little trouble will be experienced in the measurement 
of resistance and in the measurement of impedances of the 
values usually used in audio and low radio frequency work. 
However, the bridge shown at 8A will not be satisfactory 
for the measurement of capacitances smaller than about 1000 
" pufd. For the measurement of capacitances from a few micro- 
microfarads to about 0.001 pfd. a Wagner grounded substitu- 
tion capacitance bridge of the type shown in Figure 8B will 
be found quite satisfactory. The ratio arms Ra and Re should 
be of the same value within 1 per cent; any value between 2500 
and 10,000 ohms for them both will be satisfactory. The two 


Test and Measurement Equipment 


resistors Re and Ry should be 1000-ohm wirewound poten- 
tiometers. Cs should be a straight-line capacitance capacitor 
with an accurate vernier dial; 500 to 1000 wufd. will be satis- 
factory. Cc can be a two or three gang broadcast capacitor 
from 700 to 1000 wufd. maximum capacitance. 

The procedure for making a measurement is as follows: 
The unknown capacitor Cx is placed in parallel with the 
standard capacitor Cs. The Wagner ground Rp is varied back 
and forth a small amount from the center of its range until no 
signal is heard in the phones with the switch S in the center 
position. Then the switch S is placed in either of the two out- 
side positions, Co is adjusted to a capacitance somewhat greater 
than the assumed value of the unknown Cx, and the bridge is 
brought into balance by variation of the standard capacitor Cs. 
It may be necessary to cut some resistance in at Rc and to 
switch to the other outside position of S before an exact bal- 
ance can be obtained. The setting of Cs is then noted, Cx is 
removed from the circuit (but the leads which went to it are 
not changed in any way which would alter their mutual 
capacitance), and Cs is readjusted until balance is again ob- 
tained. The difference in the two settings of Cs is equal to the 
capacitance of the unknown capacitor Cx. 


Measurement of Q_ There are two commonly used methods 


for the measurement of the Q or of 


equivalent series resistance of a tuned circuit which give good 
results for all frequencies within the communication range. The 
first is called the Resistance Neutralization Method. It will 
be described but briefly because a rather specialized piece of 
equipment must be built up to make the tests. A complete de- 
scription of the system including certain variations is given 
in Terman’s Measurements in Radio Engineering.* 

The circuit diagram of the unit is given in Figure 9. With 
about 3 volts of grid bias on the 24 tube the potentiometer Ro 
is adjusted until the plate current is zero. The circuit under 
test is placed in the plate circuit of the dynatron oscillator. 
The grid bias on the dynatron is then varied until the tuned 
circuit is just on the verge of going into or out of oscillation. 


The presence of oscillations may be detected with the aid of © | 


a radio receiver if the tuned circuit is for r.f.; or the oscilla- 
tions may be detected by dangling a pair of headphone cords 


near the circuit if the circuit is an a-f one. At the point where ~ 


oscillation is unstable the negative resistance of the dynatron 
is almost exactly equal to the parallel impedance of the tuned 
circuit under test. The tuned circuit is then shorted out by the 
switch S, the shunt is removed from the microammeter, and 
the plate voltage is increased 1 to 2 volts by potentiometer Rs. 
This adjustment will cause a small plate current change as 
‘indicated by the microammeter. The negative resistance of 
the dynatron under these conditions of operation is then deter- 
mined by the ratio: (increase in plate voltage) /(change in 


plate current). This negative resistance is numerically equal 


to the resonant impedance of the tank circuit under measure- 
ment. 


The Q of the tank circuit may then be determined, after the 


inductance of the coil has been determined by a bridge or other 


method, through use of the following formula: Q = R,/2afL. 


The other method of determining Q is direct indicating and 
is called the Frequency-Variation Method. This method of Q 
determination is diagrammed in Figure 10. The output of the 
oscillator must be constant throughout the measurement, and 


the coupling between the oscillator and the tank under meas- — 


uremen must be constant and wholly inductive. It is for this 
reason that a Faraday electrostatic shield is indicated between 
the two tuned circuits, 


oa is SEE 


\ 


*Available from our hook department for $4.50 postpaid; foreign, $4.75. 
400 pages, 208 illustrations; covers basic principles and specific problems of 
measurements in radio practice. 7; 
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R:i—50,000-ohm potentiometer 
R2—2500-ohm potentiometer 
Rs—50-ohm potentiometer 
Ri—Shunt for' microammeter 
Bi—-9-volt battery 
B2—135-volt battery 
B:—4.5-volt battery 

S—Tank ckt. shorting switch 
$:i—Microammeter shunt switch 
S2—Voltage increment switch 
M—Tank under measurement 


Figure 9. 


CIRCUIT FOR MEASUREMENT OF Q BY RESISTANCE- 
NEUTRALIZATION METHOD. 


Se 
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The tank circuit is loosely coupled to the oscillator and the 


response voltage (E.) at resonance (F.) is noted by the 
v.t.v.m. The frequency of the oscillator is then decreased to 
“some value which gives a conveniently lower indication of 
voltage at the v.t.v.m. This frequency (F:) and response volt- 
age (E:) is noted and the frequency of the oscillator is then 
increased beyond resonance to the point which gives the same 


v.t.v.m.\indication as was found at F,. This higher frequency — 


is then noted as F;. It is important that the current in the 
tank circuit of the oscillator must remain constant throughout 
the process. The Q of the tank circuit is then determined by the 
following formula: 

F, 


F, — F, 


E? 
1 E,” ae E;? 


It must be remembered that the tank circuit Q as deter- 
mined by either of the above two systems is not exactly equal 
to the Q ofthe inductor. But if the capacitor making up the 
citcuit is air-tuned, or of a high-quality mica type, the tank 
_ circuit Q will be approximately the same as the Q of the 
inductance. | 


Q= 


31-3 Frequency Measurements 

All frequency measurement within the United States is based 
on the transmissions of Station WWV of the National Bureau 
_ of Standards. This station operates continuously on frequen- 
cies of 5, 10, 15, 20, 25, 30, and 35 Mc. The carriers are all 
modulated by a 440-cycle tone which is interrupted on the 
hour and each five minutes thereafter for a period of pre- 
cisely one minute. Eastern Standard Time is given in code 
during these one-minute intervals. The 10, 15, 20, and 25 Mc. 
transmission and the 5 Mc. daytime tranmission are also 
modulated by a 4000-cycle tone simultaneously with the 440- 
cycle tone. The accuracy of all radio and audio frequencies is 

better than one part in 50,000,000. A 5000 microsecond pulse 
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Figure 10. 


CIRCUIT FOR MEASUREMENT OF Q BY FREQUENCY- 
VARIATION METHOD. 
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may be heard as a tick for every second except the 59th second 
of each minute. 

These standard-frequency transmissions of station WW V 
may be.used for accurately determining the limits for the 
various amateur bands with the aid of the station communi- 
cations receiver and a 50-k¢., 100-kc., or 200-kc. band-edge 
spotter. The low-frequency oscillator may be self-excited if 
desired, but low-frequency standard crystals have become so 
relatively inexpensive that a reference crystal may be pur- 
chased for very little more than the cost of the components 
for a self-excited oscillator. The crystal has the additional 
advantage that it may be once set so that its harmonics are 
zero beat with WWYV and then left with only an occasional 
check to see that the frequency has not drifted more than a 
few cycles. The self-excited oscillator, on the other hand, must 
be monitored very frequently to insure that it is on frequency. 


Using a 


To use a frequency spotter it is only 
Frequency Spotter 


necessary to couple the output of the 
fae. oscillator unit to the antenna terminal of 
the receiver through a very small capacitance such as might 
be made by twisting two pieces of insulated hookup wire 
together. Station WW is then tuned in on one of its har- 
monics, 15 Mc. will usually be best in the daytime and 5 or 
10 Mc., at night, and the trimmer adjustment on the oscillator 
is varied until zero beat is obtained between the harmonic of 
the oscillator and WWV. With a crystal reference oscillator 


- no difficulty will be had with using the wrong harmonic of 


the oscillator to obtain the beat, but with a self-excited oscil- 
lator it will be wise to insure that the reference oscillator is 
operating exactly on 50, 100, or 200 kc. (whichever frequency 
has been chosen) by making sure that zero beat is obtained 
simultaneously on all the frequencies of WWV that can be 
heard, and by noting whether or not the harmonics of the 
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Figure 11. 
SCHEMATIC OF THE 100-KC. FREQUENCY SPOTTER 
Ci—100-uufd. air trimmer Ri, Ro—100,000 ohms 12 watt 
Co, Cs—0.0003-pfd. midget mica Li—10-mh, shielded r-f choke 


Cs—50-upfd. midget mica L2—2.1-mh. r-f choke 
Cs—0.002-y1fd. midget mica X—100-ke. crystal 


oscillator in the amateur bands fall on the approximate calt- 
bration marks of the receiver. - 


100-KILOCYCLE FREQUENCY SPOTTER 


The unit shown in Figures 12 and 13 and diagrammed in 
Figure 11 may be used for two similar but different applica- 
tions. The first application is as a band-edge frequency spotter. 
When used for this purpose the unit is normally installed 
somewhere inside the receiver housing and its output is cou- 


Figure 13. ‘ 
UNDERCHASSIS VIEW OF THE FREQUENCY SPOTTER. 


The four-terminal tie-point is used to make connéctions between 
the receiver or y.f.o. into which the unit is installed and the 
100-kc. oscillator unit itself. 


~ 


Figure 12. 
TOP VIEW OF THE 100-KC. FREQUENCY SPOTTER. 
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pled into the antenna circuit of the receiver. The very low 
power requirements of the 6BA6 crystal oscillator tube can be 
obtained directly from the receiver power supply. 

The second application of the frequency spotter is as a 
calibration check for a variable-frequency oscillator. For this 
application the unit is normally installed inside the v-f-o hous- 
ing and used in combination with a simple audio amplifier 
such as a cascaded 6SL7 operating into a pair of phones. In 
this application C, is coupled to the grid of the first half of the 
6SL7 and in addition a small amount of r-f energy from the 
v.f.o. is coupled also to this grid. With this type of circuit 
arrangement the 100-kc. calibration points on the main dial 
for the v.f.o. may be checked whenever operation near the 
edge of an amateur band is contemplated. 


A 100-kc. crystal is used as a coupling gate 
to the grid of the oscillator tube in conjunc- 
tion with a Colpitts oscillator circuit. Due to 


The Oscillator 
Circuit 


the sharpness of resonance of the quartz crystal the oscillator 


will operate only over a comparatively narrow range very 
close to the crystal frequency. The circuit shown, in which 
the screen grid is fed plate voltage from the plate of the tube 
instead of from B+, was found to give the best harmonic 
output. Tests of the unit have shown that adequate harmonic 
output is available up to 30 Mc. The capacitor C, has been 
provided to allow trimming of the oscillator frequency exactly 
to 100 kc. This adjustment may be made by listening to the 
beat in a communications receiver between one of the har- 
monics of the oscillator and WWV. Capacitor C; is varied 
while listening to the beat note until zero beat is obtained. 


WAVEMETERS 


The absorption wavemeter as a device for obtaining an ap-— 


proximate frequency check is a very valuable unit of simple test 
equipment. Although the accuracy of the very simple types is- 
only of the order of 10 per cent, this is an ample degree of 


Figure 14. 


TWO PRACTICAL WAVEMETERS OF AN INEXPEN- 
SIVE TYPE 


Figure 15. 


TOP VIEW OF THE SENSITIVE 
WAVEMETER OR FIELD- 
STRENGTH METER. 


accuracy for determining the harmonic upon which a fre- 
quency multiplier stage is operating. Figure 14 shows two sim- 
ple wavemeters (Millen Mfg. Co.) -of an inexpensive type 
whose accuracy is adequate for this type of measurement. 


WAVEMETER/FIELD-STRENGTH METER ° 


Three of the most used pieces of equipment around an 
amateur station are a wavemeter, a phone monitor and a field- 
strength indicator. Separate units are not necessary and all 
three functions can be combined into one instrument. 

Figures 15 and 16 illustrate a compact, sensitive device 
which can be used as a simple wavemeter with either meter 
or pilot light indicator, as an excellent phone monitor to check 
hum and quality of modulation and as a sensitive field-strength 


indicator for adjusting antennas of maximum output of a 


transmitter. 


A McMurdo Silver model 903 absorption type wavemeter, 
with coils covering from-1.6 to 400 megacycles is used as the 
basis. The dial plate of this wavemeter has the calibration of 
each coil etched on the plate. As used in this instrument, the 
calibration will be thrown slightly off. While the error between 
actual frequency and indicated frequency is not serious for 
normal use, if greater accuracy is desired, it will be necessary 
to recalibrate the instrument. 

As received from the manufacturer, the 903 meter consists 
of a combined dial and mounting plate on which is mounted 
a midget variable capacitor between two metal posts which 
support a tube socket which also holds an indicating light. 
The coils are wound on low-loss tube-base type forms. Seven 
coils cover the complete range with overlap between coils. 
Each form holds two windings. One, the tuned circuit, is 


Figure 16. 


REAR VIEW OF THE 
WAVEMETER. 
The dial lamp should be removed 
from its socket when greatest sen- 
sitivity is desired. 
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Figure 17. 


SCHEMATIC DIAGRAM OF THE SENSITIVE | 
WAVEMETER. 

A Silver Model 903 wavemeter is used as the basis of the unit, 
and is indicated by the components within the dashed box in 
this illustration. In the unit as supplied there is not a common 
ground between the tank circuit and the output circuit. 
However, if a connection is made across the point ’X” in this 
diagram the body capacitance effect on the unit will be greatly 
reduced. However, when a common ground connection is used 
the calibration. on the dial of the wavemeter is thrown off 
somewhat, the indicated frequency being in all cases approxi- 

mately 8 per cent higher than the actual frequency. 
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inductively coupled to the other which has the indicating light 
connected across it. 

To convert the 903 meter, a 1N34 germanium crystal recti- 
fier is used with a 0-200 microammeter. The microammeter 
provides considerably increased sensitivity over a 0-1 milliam- 
meter, as an aid in field-strength work. The 1N34 rectifier 1s 
smaller than a 2-watt resistor and makes an ideal rectifier to 


use with the indicating meter. A headphone jack, antenna 


binding post and meter by-pass capacitor complete the parts 
used. 

If.a 214 inch (face diameter) indicating meter is used, the 
unit may be constructed on a piece of aluminum 7 x 7 inches 
which is bent to provide a front panel measuring 4 x 7 inches 
and a base 3 x 7 inches. 

No alterations are made to the type 903 wavemeter other 
than grounding the rotor terminal of its tuning capacitor to a 
soldering lug placed under one of the coil socket mounting 
posts. This connects the two coils together. With the dial light 
indicator in the socket, a low enough shunt is provided across 
the microammeter to prevent burning it out even when the 
wavemeter is coupled close enough to a transmitter to light the 
lamp to full brilliancy. With the lamp out of its socket how- 
ever, the instrument should not be brought too close to a strong 
r.f. field without first checking the deflection of the meter and 
making sure it is within safe limits. 

A circuit-closing jack is incorporated for operation as a 
phone: monitor. It is wired so that when a headphone plug is 
inserted the meter is removed from the circuit entirely, per- 
mitting the instrument to be brought close to the transmitter 
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' Using the 


for adequate pickup. With the plug out, the meter circuit is 
closed. 

While not normally needed working around a transmitter, a 
binding post mounted on a standoff insulator provides for 
connecting an antenna to the instrument when maximum sensi- 
tivity and pickup is necessary such as in antenna adjustments. 


To minimize calibration error, this antenna connects to the — 


untuned coil. 


31-4 — Construction of Monitoring and 


Test Equipment 


In this section will be described several items of monitoring 
and test equipment which may be constructed with but a 
moderate amount of difficulty. The very simple field-strength 
meter for tuning an antenna array is sure-fire in its operation 
and involves almost no constructional difficulty. The simple 
3-inch oscilloscope is very simple in construction and requires 


but few components in addition to the oscilloscope power 


transformer and the cathode-ray tube. Due to the unusual — 


simplicity of the scope in comparison to the satisfactory time 
base and the assurance that an accurate picture of the ampli- 
tude-modulated wave is in view, such a unit could well be 
included as a monitoring equipment for any but the most 
simple of AM radiophone stations. The audio oscillator and 
test amplifier is somewhat in the luxury category for many 
amateur stations but is a worthwhile addition to the test 
equipment complement of any station contemplating extensive 
audio amplifier or radiophone test work. 


REMOTE-INDICATING FIELD-STRENGTH 
INDICATOR 


A remote-indicating field-strength meter is a great con- 
venience in the process of tuning an antenna array for best 
forward gain, for best front-to-back ratio, or for a compromise 
between these two conditions of operating. Such an instru- 
ment is a particular convenience in the process of tuning a 
multi-element parasitic antenna array of the rotatable type 
such as has been discussed in Chapter 30. 


Figure 19 shows the simple circuit diagram of the instru- 


ment and Figure 18 shows a photograph of a mounting for 
the indicating portion of the instrament. A graph showing the 
theoretical calibration curve of a voltage-indicating instrument 
of this type is given in Figure 20. Actual test of the unit has 
shown that the individual calibration curve falls quite close 
to the theoretical curve given in Figure 20. _ 


X 


The normal application of the remote- 
Field-Strength Meter indicating field-strength meter is as fol- 
o lows: The output of the station trans- 


_mitter, or one of the exciter stages, is fed to a temporary 
antenna (the folded-dipole type usually is quite convenient) of — 


the same polarization as the main antenna under test and lo- 
cated at a distance of at least a wavelength and preferably sev- 
eral wavelengths from the main antenna. A power level be- 
tween 10 and 50 watts is normally all that will be required to 
excite the temporary antenna. If possible, the temporary 


antenna should be at.the same height as the antenna under — 


Figure 18. 


THE REMOTE INDICATOR FOR THE FIELD-STRENGTH 
METER. Noa 


The utter simplicity of the unit is apparent from this photograph. 
The indicating microammeter is mounted on a chassis with its face 
upwards so that it may be read easily while working on the antenna 
system. The large instrument shown is convenient since, its indication 


may be read from a considerable distance, but a smaller instrument — 
: ore 


may of course be used. 
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Figure 19. 


SCHEMATIC OF THE REMOTE-INDICATING FIELD- 
STRENGTH METER. 


(A) shows the internal connections for the indicating portion of 
the field-strength meter. Ri is a 4700-ohm 1,-watt resistor and 
R» is a 50,000-ohm potentiometer. (B) shows the schematic of 
the rectifying portion of the remote-indicating field-strength 
meter. The two units may be separated by any distance up to 
several hundred feet. Resistor Ra should be made equal to the 
-characteristic impedance of the transmission line to be used to 
feed the array under test. Rs is a 10-ohm I-watt non-inductive 
carbon resistor, X is a rectifying crystal (type 1N34 is suitable), 
RFC are two r-f chokes suitable for the band of operation, and 
Ci: and Cz are each 0.003-ufd. midget mica capacitors. 


test, although the temporary antenna may be somewhat lower 
if necessary. : 

_ The rectifying portion of the field-strength meter (Figure 
19B) is then connected either across the feed terminals of the 
antenna under test or at the end of a section of transmission 
line of the type to be used to feed the antenna. Any matching 
sections, stubs, or transformers which are to be used to ac- 
complish the matching between the antenna feed point and the 
main transmission line are installed in their normal manner 
between the antenna under test and the rectifying portion of 
the field-strength meter. Then a resistor (Ra in Figure 19B) 
equal to the characteristic impedance of the transmission line 
which is in use or which will be used is placed across the 
terminals of the rectifying unit to act as a non-reflecting load 
for the energy picked up by the antenna. The resistor used 
for Ra should be of the non-inductive type. Composition re- 
sistors such as the Ohmite “‘Little Devil’’ have proven to be 
quite satisfactory in this application. The resistor need not be 
of exactly the same resistance as the transmission line so long 
as it is quite close in value; as examples, a standard 47-ohm 
resistor may be used as termination for a 52-ohm coaxial line 
or a 620-ohm resistor may be used as termination for a 600- 
ohm ‘line. : 

The resistor Ra serves, as mentioned before, as a load to 
dissipate the energy received by the antenna under test. Since 
it is equal in resistance to the characteristic impedance of the 
transmission line which will be used to feed the antenna, it 
makes no difference whether or not an actual section of this 
transmission line is used between the feed point of the an- 
tenna and the rectifying unit of the field-strength meter. The 
feed point of the antenna ‘‘sees’ the same value of impedance 
whether it is terminated in the resistor or in a section of 
transmission line which is in turn terminated in its character- 
istic impedance by a resistor. Hence, if the whole antenna 
system is matched to the value of resistance which has been 
used as Ra, there will be no reflections from this termination. 
It is desirable, therefore, that an impedance-matching system 
calculated to meet the operating conditions chosen by the pro- 


cedures discussed in Chapter 30 can be used between the 


driven element in the antenna and the place where the antenna 
transmission line connects to the antenna system. Although the 
calculated matching system may not be exactly correct, the 
method of tuning for maximum gain discussed in the follow- 
ing paragraphs will give excellent results if the impedance 


matching system which has been installed is approximately 
correct. 


Tuning for 


The rectifying portion of the re- 
Maximum Forward Gain 


mote-indicating field-strength me- 
ter is placed, as mentioned before, 
either directly at the feed point of the antenna system or at 
the end of a section of transmission line of the type to be 
used to feed:the antenna. Then a pair of wires is run from the 
rectifying unit to the indicating unit of the f-s meter. Any 
type of wire may be used since this line carries only a small 
value of direct current, but receiving twinlead of the 75-ohm 
or 150-ohm variety is often used since it is small and conveni- 
ent and actually less expensive than conventional 115-volt 
cord. The indicating unit can best be placed on the ground 
in a position where it may be seen while adjustments are being 
made on the antenna. 

Resistor Ri: on the indicating instrument is then adjusted 
for maximum series resistance in the indicating circuit. Then 
the transmitter or exciter unit is tuned up on the desired fre- 
quency of operation and coupled to the temporary test antenna. 
Power is applied to the transmitter and the control resistor Ry 
in the indicating instrument is adjusted until the meter reads 
about half scale. It is then advisable to rotate the antenna 
slightly back and forth to insure that the antenna under test 
is pointing directly at the temporary transmitting antenna. 

With the driven element adjusted to the theoretical length 
as determined by reference to Chapter 30 the director is now 
varied in length a small amount at a time until maximum 
indication is obtained on the field-strength meter. A good 
starting point for the lengths of the director and reflector can 
be obtained by reference to Figure 2 in Chapter 30. After the 
director has been: maximized the reflector is varied until the 
field-strength meter reading increases to a new maximum 
value. It is now wise to make small adjustments in the length 
of the driven element to insure that its length is optimum for 
the frequency which has been chosen. 

Since the adjustments of the elements are interacting in their 
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Figure 20. 


THEORETICAL DECIBELS VS. METER INDICATION 
FOR THE INDICATING INSTRUMENT. 


Laboratory checks of a sample unit have shown that an actual 

calibration curve comes very close to the theoretical curve ~- 

shown. See the associated text for a discussion of the use of 
this graph. 
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effects on the field strength from the antenna it is necessary 
to repeat the adjustment procedure described above at least 
‘once and preferably several times so that a set of compromise 
lengths for the elements may be determined which will give 
maximum forward signal from the antenna system. If the 
antenna system was far out of tune when the adjustment pro- 
cedure was started it will probably be necessary to back down 
the resistor R, on the indicator unit to keep the needle deflec- 
tion from going off scale. When more than one director is 
used in the antenna system it is usually best to adjust the di- 
rector adjacent to the driven element first, and then to pro- 
ceed outward. 


With the antenna under test pointing di- 
rectly at the temporary transmitting anten- 
na the resistor R; is adjusted for full scale 
‘deflection. Then the antenna is rotated through 90° in both 
directions to determine the front-to-side ratio and through 
180° to determine the front-to-back ratio. The front-to-back 
and front-to-side ratios in decibels may be obtained by refer- 
ence to the chart given in Figure 20, or the meter scale itself 
on the indicating instrument may be calibrated. This graph 
has been drawn on the assumption that the “on the nose” 
reference point would be at half scale on the indicating meter, 
from whence the meter will read up 6 db and down 20 db 
from the reference level. However, if full scale on the meter 
is chosen as the reference level, or zero db, as mentioned at 
the start of this paragraph, 6 decibels should be subtracted 
from each of the numbers in the “decibels ratio” column on 
the left of the graph. Thus the meter will read “zero db” at 
full scale, “minus 6 db” at half scale, “minus 12 db” at quar- 
ter scale, and “minus 26 db” at 1/20 or 0.05 scale. 

It is often convenient to prepare an actual field-intensity 
pattern of the antenna under the test conditions in use. To do 
this it is necessary first to note down in tabular form the 
relative field intensity for every 10° or 15° of antenna 
rotation. Then, on a piece of polar-coordinate graph paper 
obtained from an office-supply or draftsmen’s-supply house, 
note down the points just tabulated. Zero field intensity will 
be at the center of the graph and the maximum meter read- 
ing obtained will be the last circle on the piece of graph paper. 
An actual plot of the radiation pattern from an antenna when 
made in this manner will often be very revealing in regard to 
the width of the nose of the pattern, the presence of spurious 
side lobes or of a large back lobe. 


Measuring the 
Radiation Pattern 


In the event that an unusually large 
back lobe is found, or should it be 
desired to reduce the back lobe to a 
minimum to afford a reduction in interference from the rear, 
It is possible to retune an antenna for best front-to-back ratio. 
It is best first to tune the array for maximum forward gain 
‘to insure that the antenna system is operating properly and 
then to make a revision in the settings of the elements to im- 
prove the front-to-back ratio. First point the antenna toward 
the temporary transmitting antenna and adjust the meter 
reading for full scale. Then turn the antenna through 180° 
and adjust the reflector for minimum reading on the indicat- 
ing instrument. Then turn the antenna through 180° again 
and check the forward reading. Peak the director for maxi- 
mum forward reading and again reverse the antenna. Re-trim 
the reflector for minimum backward reading and again check 
the forward signal. By repeating the procedure several times 
it will be possible to obtain an improved value of front-to- 
back ratio with a relatively small decrease in the forward gain 
of the antenna system. A considerable amount of jockeying 
in the lengths of the directors and the reflector is required to 
obtain the optimum lengths for a compromise value of forward 


Tuning for Maximum 
Front-to-Back Ratio 


Test and Weasurement 


Equipment > — 
gain along with the greatest value of front-to-back ratio. 
~ Antenna systems which use more than one director -will 
inherently give a better front-to-back ratio in addition to_ 
greater forward gain as compared to antenna systems which 
use only one director. Hence, with these types of antennas it 
will in most cases be necessary only to adjust for maximum 
forward gain; a sufficient degree of front-to-back ratio will | 
usually be obtained with the adjustment for maximum for- 
ward gain. | SOBER Seep 


Checking for 
Actual Antenna Gain 


It is possible to determine the actual — 
gain of the antenna under test rela~ 
: tive to a dipole radiator simply by 
replacing the directive array by a dipole located at the same . 
position. The dipole should be matched to a transmission line 
of the same impedance as used to feed the antenna array. a 
With a standard amount of input to the transmitter feeding” 
the test antenna the resistor on the indicating instrument is 
varied until the meter reads half scale. Then, with all other 
conditions remaining the same, the directive array is replaced — 
by the dipole which is matched to the same impedance as was 
used to feed the directive array. The rectifying portion of the % 
meter is connected to the feed line from the dipole and the 
meter reading noted with the same input to the transmitter 
and with no changes having been madé in the setting of the — : 
rheostat in the indicating instrument. any 


THREE-INCH MONITORING OSCILLOSCOPE 


Experience has shown that the only really satisfactory % 
method of monitoring an amplitude-modulated transmitter is Z 
with the aid of a cathode-ray oscilloscope. Indication such as — 
afforded by the plate milliammeter on the Class B stage or by — 
a modulation monitor which operates from averaged values — 


Se 


Figure 21. es Rie 
FRONT VIEW OF THE SIMPLE.3-INCH MONITORING | 
* OSCILLOSCOPE. She ae 

The left-hand control on the front panel is the intensity control — 
and the one on the right-hand side is for focus. The left switch 
is the on-off switch and the switch on the right-hand side 
changes the horizontal deflection plates from internal sweep 
to a pair of binding posts on the rear of the unit above 

power transformer. _ : E 


Figure 22. 


SIDE VIEW OF THE 3-INCH 
OSCILLOSCOPE WITH SIDE 
PANEL REMOVED. 


of rectified audio frequency can give only an idea of the aver- 
age modulation ‘level and cannot show modulation peaks of 
the type which produce sideband splatter. A cathode-ray oscil- 
loscope, on the other hand, will give instantaneous indication 
of the peak modulation level and hence can show immediately 
any tendency toward negative-peak clipping. The normal way 
of operating an oscilloscope for such use is to apply a low- 
frequency linear time base to the horizontal deflection plates 
and to apply the radio-frequency carrier envelope from the 
transmitter to the vertical deflection plates. Normal modula- 
tion of the transmitter will be evidenced by the conventional 
increases and decreases in amplitude of the carrier in accord- 
ance with the waveform of the speech signal. Negative-peak 
clipping is made strikingly apparent by the fact that bright 
spots are formed in the center of the carrier envelope when- 
ever the instantaneous carrier amplitude goes to zero. 


The most satisfactory method of using an oscilloscope as a 
modulation monitor is to have the unit installed on the oper- 
ating table with the screen in easy view of the person who is 
speaking into the microphone. It is then a relatively easy 
matter to adjust the gain control and the loudness of speech 
to such a level that satisfactory modulation with only a very 
occasional peak indicated by a bright spot in the screen is 
obtained. 


The Sweep 
Circuit 


The oscilloscope illustrated in Figures 21 and 
22 was developed especially for the application 
of monitoring an amplitude-modulated  tele- 
phone transmitter. The unit incorporates an unusual and very 
simple internal sweep circuit requiring no additional tubes 
which carries a single stroke across the screen of the oscillo- 
scope tube on alternate half cycles of the 60-cycle line fre- 


Figure 23. 
SCHEMATIC OF THE 3-INCH OSCILLOSCOPE 


C2—0.002-t1fd. 1250-volt working mica 

€s, Cs—0.01-pfd. 400-volt tubular 

Ri—1.0-megohm 1-watt resistor : S; 

R2—5.0-megohm 1-watt resistor 

Rs—220,000-ohm 1-watt resistor 

Ri—250,000-ohm potentiometer 

‘R5—100,000-ohm 1-watt resistor 

Ro—50,000-ohm potentiometer 

R:—470,000-ohm 1-watt resistor 

Rs, Ro—1.0-megohm 1/2-watt resistors 

T—Scope transformer—1250 volts at 2 ma., 
2.5 v. at 1.75 a. for 2X2, 2.5 y. at 2.1 a. 
for 3AP1 or 6.3 vy. at 0.6 a. for 3BP1. 

$i—S.p.s.t. a-c line switch 

S2—D.p.d.t. toggle switch y 


ie 
C:i—0,25-ufd. 2500-volt scope capacitor 


115 V.A.C. 
6O CYCLES 


3AP1, 3AP1A 


3BP1, etc. C3 


VERTICAL 
(NPUT 


HORIZONTAL 
INPUT 


quency. The other half cycle of the 60-cycle line wave is 
blanked out by the phase-shift circuit comprised by C: and Rx. 
The single-trace time base operates in the following manner: 
A-c voltage is taken from the secondary of the power trans- 
former T by a voltage divider comprised of R: and R:. This 
voltage is used for horizontal deflection on the cathode-ray 
tube and the ratio of these two resistors determines the ampli- 
tude of the sweep as seen on the face of the tube. However, a 
portion of this voltage is also shifted approximately 90° in 
phase by C, and R, and then supplied to the grid of the 
cathode-ray tube. Since the voltage on the grid leads the hori- 
zontal deflection voltage by 90°, the action of the grid allows 
the electrons to pass through the electron gun and on to the 
viewing screen when the deflection voltage on the horizontal 
plates is causing the spot to sweep from left to right. However, 
when the voltage on the deflection plates is such as to cause 
the spot to sweep backward from right to left the electron 
stream is stopped and the spot is blanked off the screen by the 


Figure 25. 
REAR VIEW OF THE OSCIL- 
LATOR WITH COVER. IN 
PLACE. 


Figure 24. 


FRONT VIEW OF THE AUDIO 
OSCILLATOR AND SPEECH 
AMPLIFIER. 

The controls on the front panel 
reading from left to right are: a-c 
line switch, low-level audio output 
terminals, low-level audio output 
attenuator, audio-oscillator/speech- 
amplifier. switch, main output con- 
trol and gain control for use as a 
speech amplifier, range switch, and 
in the lower right-hand corner is ~ 
the microphone jack. 


fact that a high negative potential is acting on the grid of the 
cathode ray tube. 

Through the use of this single-trace circuit the usual 
“doubling up” of the image which is obtained when using 
sine-wave a.c. on the horizontal plates is eliminated. The 
effect of this sweep circuit is to give the same desirable result 
for monitoring of an amplitude modulated transmitter as is. 
obtained when a separate sweep generator and sweep amplifier 
with the associated tubes and power supply is employed. The 
60-cycle horizontal sweep rate obtained through the use of this 
circuit is just about optimum for visual monitoring of male 
speech modulation of an AM transmitter. 

The unit is constructed in a Bud no, 1124 rectangular box 
without the aid of an additional chassis. All components are 
mounted directly upon the walls of the container. Note that a 
power transformer especially designed for operation of a 
cathode-ray oscilloscope has been employed. This procedure 
is strongly to be recommended since the induction field in the 


Figure 26. 


REAR VIEW OF THE OSCIL- 
LATOR WITH SHIELD COVER 
REMOVED. 


Note the four-gang tuning capaci- 
tor and the range resistors mounted 
upon the range switch. 


vicinity of a conventional receiver power transformer is so 
strong as to cause undesirable electromagnetic deflection of the 
beam in the associated cathode-ray tube unless the transformer 
is mounted several feet distant. With a special c-r tube trans- 
former such as has been used no additional magnetic shield 
is required around the cathode-ray tube. Two commercially 
available transformers which may be used with an oscilloscope 
of this general type are the Peerless R-5213Q and the Thordar- 
son T-14R32. 
Adjustment Adjustment of this unit is quite simple once 
the assembly has been completed. It is neces- 
sary only to throw S, to the internal-sweep position and then 
adjust R, and R. until a satisfactory time base without blurring 
or fuzziness is obtained. If the sweep amplitude is improper tt 
may be adjusted by variation in the ratio of R; to R». If the 
brightened portion of the sweep is not in the center of the 


Figure 27. 


UNDERCHASSIS VIEW OF THE 
AMPLIFIER/OSCILLATOR 


The small Jones strip on the rear 
of the chassis is for high-level (up 
to 15 watts) audio output. Note 
the two 6-watt tungsten lamps 
near the front panel and just to / 
the left of the center of the chassis. 


y- : — 
MS 


* 


face, of the tube, proper phasing of the time base and conse- 
quently proper centering can be obtained by adjustment of the 
values of C: and R:. 


AUDIO OSCILLATOR AND TEST AMPLIFIER 


A wide-range audio oscillator is a necessity both in the 
laboratory and in the amateur station’ when any degree of 
audio amplifier or phone transmitter testing is to be done. In 
addition it has been found that an audio amplifier with a 
power output of LO to 15 watts is invaluable for making voice 
and music checks on a transmitter, a high-power audio ampli- 
fier, or a loudspeaker system. The unit shown in Figures 24, 
25, and 26 and diagrammed in Figure 28 is a combination 
equipment that fills both the above needs. It covers the audio 
frequency and low radio frequency range from 20 cycles to 
100,000 cycles with a power output of 15 watts maximum. 


————— 
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Test and Mesciverment Equipment 


oi R17 
Oo 1 
i 
6SJ7 C4 Si 6SJ7 Ce 6F6 =) 
Rit Ris 
H Fe rena i © R2o 
STI Tety IAS 
Ri2 Ria | Rie (3) Rai R22 cae 
Ris t7] JC | apRio Ra3 
SL C3 (3) af 
> 
1,2,3,4,5 
R3s 
" x Cis 
ame 32 
oe 2 
C14 S2 


R 
6,7,8,9,10 - Ee 


115 V.A.C. 


Figure 28. 


SCHEMATIC DIAGRAM OF THE AUDIO OSCILLATOR/TEST AMPLIFIER 


C:—4-gang 365-yufd. broad- 
cast-type tuning capacitor 

C2—25-pfd. 25-volt elect. 

Cs—0.25-ufd. 400-volt tubular 

Ci—0.02-1fd. 400-volt tubular 

C;—0.25-ufd. 400-volf tubular 

Co—8-pfd. 450-volt elect. 

C;—8-ufd. 450-volt elect. 

Cs, Co, Cio—O.1-pfd. 400-volt © 
tubular 

Cu—25-ufd. 25-volt elect. 

Ciz, Cis—O.1-pfd. 400-volt 
tubular 

Ciuc—75-pfd. compression 
trimmer capacitor 

Cis, Cic—8-ufd. 450-volt elect. 


C1:—40-pfd. 150-volt elect. 
Cis—16-pfd. 500-volt elect. 
Cis—16-ppfd. 450-volt elect. 

Ri, Re—10 megohms 2 watt ~ 
Re, Rr—1.8 megohms 2 watt 
Rs, Rs—330,000 ohms 12 watt 
Ru, Ro—62,000 ohms ¥2 watt 
Rs, Rio—12,000 ohms 2 watt 
Ru—47,000 ohms 12 watt 
Rio—1.0 megohm 1} watt 
Ris—1800 ohms 2 watts 
Ru—1.0 megohm 14 watt 

Ris, Ric—470,000 ohms ¥2 watt 
Riz —4700 ohms 2 watts 
Ris—1800 ohms 2 watts 
Rio—470,000 ohms 12 watt 
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Alternatively, by throwing .a single switch the unit may be 
used as an audio amplifier having sufficient gain to obtain full 
power output with its input fed from a phonograph pickup 
or any common type of microphone. 
The Circuit — It is necessary to add only a comparatively small 
number of components to make an audio oscil- 
lator of the RC bridge type from an audio amplifier. Con- 
versely, it requires only the addition of a switch and a 6SJ7 
pre-amplifier stage to make an audio amplifier from an a-f 
oscillator. 
The audio oscillator circuit is more or less conventional 
using a 6SJ7 and a triode-connected 6F6 in conjunction with 
the usual 4-gang broadcast variable capacitor and a group of 
resistors. Two 6-watt 115-volt lamps are used as- nonlinear 


regulating impedances in the feedback path. Capacitor Cu acts ~ 


as a balancing capacitance to compensate for the additional 
capacitance to ground of the rotor of the tuming capacitor. 
The adjustment of C, for constant output over the tuning 
range is a fairly critical adjustment in the audio oscillator cir- 
cuit but needs to be made only once. 

The power. amplifier portion of the unit also is quite con- 
ventional, using a hot-cathode 6C5 phase inverter followed by 


‘ made with the aid of an oscilloscope. However, once it has” 


es Cae. (==) Lait Ss ce 
— BALANCED 
las eters 


Es C1) R32 
R36 
oes — 6B4G 
Raz 
R2s 
VARIABLE 
= _ LOW-VOLTAGE 
= OUTPUT 
R39 


rit lat alt 


Ro—500 ohms 20 watts Sade 
Ree—50,000 ohms 20 watts — 
Res—18,000 ohms 10 watts — 
Ras— 10,000 ohms 2 watts 
Ti—5 volts 3 amperes 
T:-—750 c.t. 150 ma., 5 v. 3 as 
6.3 v. 5 amperes — = 
Ts—3000 ohms plateto=plate= Fae 
to 500-ohm line, 15 watts 
CH—7.0 henrys at 150 ma. Pree 
_ $i—D.p.d.t.'switch © 
S2—2-pole 5-position switch 
Ss—S.p.s.t. toggle switch 
Ri—GE Mazda S-6 6-watt 115- 
voit lamps 


Rz—100,000 ohms 2 watt — 
R2oi— 470,000 ohms 12 watt 
Ro-—220 ohms 2 watts 
Ro3s—12,000 ohms 2 wafts 
Roa—1.0-megohm potentiometer 
R2;—470,000 ohms 12 watt 
Res, Re:-—470 ohms 2 watts 
Res—1000 ohms 2 watts 
Ro—1800 ohms 2 watts 

Rzo, Rsi—470,000 ohms 12 watt 
Rs2—1000 ohms 2 wafts 

Rss, Ra-—47,000 ohms 2 watts 
Rss, Ree—47,000 ohms 12 watt 
Rs;—1000-ohm potentiometer 
Rss—47,000 ohms 2 watts 

Rzo, Rac—10,000 ohms 10 watts 


a push- -pull 6SN7 stage and a pair of 6B4G’s operating with © 
fixed bias. The full rated output of this tube type of 15. watts 
can be obtained with very low distortion. The output of the 
6B4 stage is fed to a 500-ohm line for the purpose of driving 
a high power Class B modulator or a loudspeaker system. In 
addition a variable low level output terminal has been pro: 
vided for the testing of low-level audio amplifiers. See 

Note that an aluminum shield can has been placed over 
the oscillator tuning capacitor and the frequency- -determining 
resistors and range-change switch. The low-level amplifier _ 
stages are also inside this shield can, although this was not 
necessary except in that the construction of the metal shield 
was simplified by making it a simple rectangular shape. ss 

The adjustment of resistor Ris for pure waveform over the 
entire frequency range is moderately critical and should be 


been made it need not be changed unless the 6-watt lamps i 
the feedback circuit are changed for some reason. The resisto 
Ri: is switched into the circuit when the audio oscillator i 
changed over'to operation as an amplifier to reduce the effec 
of the variable resistance lamps. The valae of os resistor may 


AS every amateur well knows, there are and have been excel- 
lent bargains available in surplus military electronic equip- 
ment. Also, as many purchasers are discovering, many items 
which appear to be bargains are in reality more of the nature 
of headaches which may best be dis-assembled for components 
and the balance junked. In a case like this, when a tally is 
made of the value of the directly usable components it is very 
frequently found that a group of more flexible standard-brand 
components could have been obtained from a regular supply 
house for less expenditure. 

So be wary in the buying of surplus items. Unless the unit 
is immediately usable in substantially complete form, it is well 
to assess an item in terms of the components which it contains 
that are immediately usable. All too frequently it will be found 
after careful evaluation that an item would not be a bargain 
at a price even lower than that asked. 

In this chapter are given detailed instructions in some cases, 
and hints in others, on the utilization of certain surplus items 
which have proven to be good values. An exception, perhaps, 
is the BC-375 or BC-191 equipment, which defies satisfactory 
utilization in the original form. But if such an equipment is 
already on hand or can be obtained for a sufficiently low price, 
an acceptable modulator with 120 to 140 watts of output can 
be constructed in the chassis-of the original unit with the audio 
transformers which it “contained. 


THE BC-312 AND BC-342 SERIES RECEIVERS 


The BC-312 and BC-342 series receivers are, without modi- 
fication, acceptable communications receivers. However, their 
performance can be greatly improved for amateur communica- 
tion work by making certain modifications in various portions 
of the receiver. Any one of the changes or all the changes may 
be made, each change adding a certain amount to the per- 
formance and flexibility of the receivers. The various changes 


will be treated separately so that any one or all the changes 
may be made at the discretion of the owner of thevreceiver. 


Power Supply 
for the BC-312 


If the receiver is a BC-312, a power supply 
must first be constructed. The BC-342 is 
equipped with an integral 115-volt power 
supply but the BC-312 has a 12-volt dynamotor in place of 
the a-c power supply of the BC-342. Otherwise the receivers 
are substantially identical. It will be assumed throughout this 
and subsequent discussions that the owner of the receiver has 
a copy 6f TM 11-850 or one of the other instruction books on 
this series of receiver since these instruction books were fur- 
nished with the receivers or -were generally available at the 
time the receivers were sold. 

The dynamotor must first be swung out on its hinges, and 
then the leads from the dynamotor to the 9-terminal connec- 
tion strip removed. A power supply such as shown in Figure 1 
an diagrammed in Figure 3 must then be constructed. The one 
illustrated employs a Signal Corps C-228 power transformer, 
which is the same one as was used in the RA-20 power supply 
for the BC-342. A large number of these power transformers 
have been available, but if one cannot be obtained, any power 
transformer having a 650-volt to 750-volt center-tapped high- 
voltage winding, a 5-volt filament winding for the 5Y¥3-GT, 
and one or two 6.3-volt filament windings at 1.75 amperes or 
greater will be satisfactory. If the transformer has two 6.3-volt 
filament windings (such as the UTC type R-12) they are con- 
nected in series to obtain the 12.6 volts necessary for heater 
operation of the receiver. If the transformer has only one 
6.3-volt winding an additional very small 6.3-volt 2-ampere 
filament transformer must be placed in the power supply and 
connected in series with the 6,3-volt winding on the main 
power transformer to obtain the 12.6 volts. The junction be- 
tween the two 6.3-volt filament windings should be grounded 
in the power supply. 
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One complication is introduced by the fact that the dial- 
‘lamp circuit uses two 6.3-volt lamps in series to ground, so 
that if the lead to the dial lamps is connected to either of the 
hot 6.3-volt filament leads the lamps will only receive half 


voltage. This may be satisfactory, sirice the lamps give ade-_ 


quate light at this voltage, or the two lamps may be connected 
in parallel by removing the bezel that covers the two lamps 
and rewiring them. : 

The balance of the power supply is quite conventional. The 
VR tube shown in Figure 3 need not be used unless desired, 
but its use does afford improved oscillator stability. 


Voltage Regulation for 
H-F Oscillator. 


The high-frequency oscillator used 
in the receiver is quite stable, but 
when operating on the 14-Mc. band 
there is some variation in the tone of a c-w signal when the 
r-f gain is varied, or when the line voltage varies as a result 
of a household refrigerator turning on or off or from some 
similar cause. This condition is cured by using voltage regula- 
tion on the plate supply voltage to the high-frequency oscilla- 
tor. The incorporation of voltage regulation on the oscillator 
requires that a lead be brought out of the oscillator compatt- 
ment for séparate plate-voltage feed to the tube. This opera- 
tion requires removal of the cover from the oscillator com- 
partment, and the removal of 30,000-ohm resistor Ru. This 
resistor is replaced by a 1000-ohm ¥4-watt carbon resistor. The 
r-f stage chassis is then lifted back, after removing the leads 


to the tube caps, and the plate-voltage terminal coming out - 


of the oscillator compartment is by-passed with a 0.002-yfd. 
postage-stamp mica capacitor which can be placed flat against 
the chassis below the terminal strip. The lead for plate voltage 
to the oscillator is then brought under the r-f chassis and down 
through the hole where the other leads feeding the r-f chassis 
pass. This plate-voltage lead then goes, of course, to the plate 
of the VR-105. 
R-F Changes The r-f system in the standard receiver is 
slightly lacking in gain and _ signal-to-noise 
ratio on the highest frequency range. This condition can be 
checked by removing the antenna lead from the receiver, turn- 
ing the receiver wide open on MVC, and then rotating the 
trimmer APC on the’ first r-f stage through resonance. Only a 
very slight increase in noise level will be noticed when this 
trimmer passes through resonance. 

The most satisfactory way of correcting this condition (and 
this method was proven best after trying a number of other 
expedients) is to replace the 6K7 first r-f stage with a 6SH7. 
It so happens that the receiver is laid out in such a manner 


that a single-ended tube in the first r-f stage gives much more 


direct leads than the double-ended tube originally used. The 
procedure is as fdllows: 
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from the small micarta terminal block for the MVC lead to — 


_ nounced. If a tendency toward instability is encountered near 


i Figure ve eh 
FRONT VIEW OF THE CON- 
VERTED BC-312 RECEIVER 

: ALONGSIDE. | fs 

The coaxial [-f energy output fit- 

ting can be seen on the panel in 

the position formerly occupied by 
the power connector. The switch 
mounted at the bottom of the — 
vertical row of jacks is the noise- 
limiter on-off switch. The power _ 
supply is normally mounted re- — 
motely from the receiver and con- 
trolled by the OFF-MVC-AVC switch. 


Remove the tubes from the r-f chassis and invert the chassis _ 
as far as possible. Remove the leads from pins 3, 4, 5, 6, and gs 
of the tube socket for the first r-f stage. Remove the old 
cathode-bias resistor RS-164. Run a 100-ohm 1-watt resistor — 
pin 5, and also run to pin 5 a lead from the cathode by-pass _ 3 
section of the capacitor block for the stage. Install an additional — 
0.002-ufd. postage-stamp mica capacitor as a cathode-by-pass — 
from terminal 3 to terminal 1. Separate the screen-voltage lead 
that went to terminal 4, shorten it until it fits more neatly and 
solder to pin 6. Now run the plate lead for the tube, which — 
did go to terminal 3 and run it wnder all the wires near the — 
heater end of the socket and connect this lead to terminal 8. 
Remove the lead which went to the grid cap of the 6K7, soldek : 
a wire about 114 inches long to this terminal on the main — 
chassis, push the sub-chassis down as far as it can go and still — 
reach terminal 4 on the tube socket with a soldering iron, and — 
solder this new lead to terminal 4. Then push the chassis back — 
into place gently, at the same time making sure that the grid — 
lead to the tube (terminal 4) keeps free of the chassis and 
bends out toward the ganged tuning capacitor. _ eer 

It will now be necessary to re-align the r-f stages of Hee 
receiver slightly (not the h-f oscillator however). Peak up the 
6L7 mixer stage first, then the second r-f stage, and then the — 
first r-f stage. The gain will be found to be much greater than 
before, and the increase in noise when the first r-f stage is” 
trimmed through resonance will be found to be very pro- 


maximum gain on MVC, re-trim the mixer stage padders ya 
slightly until the instability disappears. = 

All these receivers have a certain amount of backlash in the _ 
vernier tuning control. In several receivers the amount of back- 
lash has been reduced to a very small amount by carefully 
lubricating all the gears with a small amount of vaseline, 
using a toothpick or a matchstick to apply the lubricant. Then 
the backlash, which in the receivers mentioned was caused by 
axial motion of the tuning-capacitor gang, can be substantially 
eliminated by careful adjustment of the ball thrust bearing at 
the oscillator end of the tuning gang. Eb bearing is” Le 
the oscillator compartment. 


i-F Amplifier 
Changes 


- The i-f acne ope: quite satisfactorily 
but the action of the crystal filter leaves 1 muck 
to be desired. The reduction in set gain whe 
the crystal filter is switched into sche can be really: 


a stop for the rotation of the crystal-phasing Span a 
solder a very small wire to this stud and to the small sw 
contact on the other side of the phasing capacitor. The 
the phasing control until the moving contact rest 


Figure ie 
UNDERCHASSIS VIEW OF THE 
RECEIVER AND POWER 
SUPPLY. 


The bent-aluminum chassis holding 

the 7A6 noise limiter tube can be 

seen behind the power-cable recep- 

tacle. The added chassis is mounted 
to the front panel. 
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against the stud. Re-install the cover of the transformer and 
align the slug which comes out of the top of the crystal-filter 
transformer for maximum noise with the antenna removed 
from the receiver. This position of the control (180° from the 
old position) now serves as the crystal-out position, and the 
reduction in gain when the crystal filter is switched into the 
circuit will be very small. 

A further change in the i-f amplifier was made in the re- 
ceiver shown in Figure 1 to bring out i-f energy for the opera- 
tion of external devices such as a panoramic adapter, a nar- 
row-band FM adapter, or another external unit such as a 
single-sideband channel. The change consisted in merely wrap- 
ping 7 turns of hookup wire around the form between the two 
i-f coils inside the last transformer, connecting one side of this 
coil to ground and the other side to the center conductor of a 
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; Figure 3. 
SCHEMATIC DIAGRAM OF THE POWER SUPPLY UNIT. 


The color code shown at the bottom of the drawing is for the 
C-228 power transformer which may be available. If this trans- 
former is not available a conventional power transformer having 
two 6.3-volt windings may be used as described in the text. 


Ci, Co—16-pfd. 450-volt elect. CH—15 henrys 100 ma. 

T—700 v. c.t. 100 ma.7 5 v. 3 Ri—12,500 ohms 10 watts 
a.; 6.3 v. 3 a., 6.3 v. 3 a. R2>—100,000 ohms 2 watts 
in series with center S—S.p.s.t. a-c line switch 
grounded. Or 12.6 v. ct. F——3-ampere. fuse 


piece of RG-58/U cable. The cable is brought into the trans- 
former by first removing the black wire going into the trans- 
former and grounding the capacitor to a soldering lug under 
the screw adjacent to the terminal from which the black wire 
was removed. It may be necessary to ream the hole from which 
the black wire was removed slightly in order to be able to 
insert the insulation and the inner conductor of the coaxial 
cable. The outer conductor of the coaxial cable is grounded 
outside the transformer. The coupling connector for the coaxial 
cable was mounted on the front panel of the receiver in the 
position formerly occupied by the power-cable connector, 
which had previously been removed. 

With the i-f energy obtained from the panel coaxial con- 
nector coupled to an external coil resonated to the intermedi- 
ate frequency by means of a small 7-turn coupling coil, 
approximately 10 volts peak was measured with a normal 
signal input and the receiver operating on AVC. With the 
receiver on MVC, more than 50 volts peak could be obtained. 
This voltage is of course quite adequate to operate any of the 
accessories mentioned in the previous paragraph. 


Audio System 
Changes 


The audio system of the 312 and 342 receiv- 
ers leaves much to be desired. There is inade- 
quate gain for reception of weak signals on 
crystal filter, the frequency response is quite poor (though 
intentionally so for military use), and the harmonic distortion 
is severe. All these undesirable conditions were overcome by 
the relatively simple change in the audio system shown in 
Figure 4. A 6B8 diode-pentode was used to replace the 6R7 
diode-triode previously used, and the 6F6 was replaced with 
a 6V6. Shunt feedback from the plate of the 6V6 to the plate 
of the pentode section of the 6B8 was used to improve the 
frequency response and reduce harmonic distortion. Also, the 
feedback almost completely eliminates the hum in the audio 
system of these receivers. The cathode resistors for the two 
stages were left the same, but an additional 25-ufd. 25-volt 
electrolytic was placed across the cathode resistor of the 6B8 
so that the gain control would completely cut off the audio 
output when turned-clear down in the AVC position. 

The audio transformer that was used in the plate circuit 
of the 6R7 is removed from the circuit but was left in place 
since the space was not required and it appeared to be difficult 
to remove. When a noise silencer, to be described later, is to 
be used in receivers of the BC-342 series, it would probably 
be best to remove this transformer and install the noise limiter 
tube in the place formerly occupied by the transformer, since 
the presence of the power supply inside the receiver.will pre- 
clude installing the noise silencer in the place shown in the 
photograph of the BC-312. 


433 | 


6 


De 


Asa 


TO SPEAKER ~ 
TO AVC 5 
Cg tL 
See Le. TO\PHONES 
.F: s 
: MIG 
ej Kh 
WK = > 
===. 
E 
COAX 
FITTING 
O B+ 
e 
Rive SRi2 AUDIO OUT 
12.6 V.A.C. 
12.6 V. TO HEATERS SEND-RECEIVE SWITCH ON 
C.T, GROUNDED IN PANEL IN SERIES WITH GT. i 
POWER SUPPLY OF POWER Wee Bt, : 
ices B+105 V. REGU-— 
LATED TO OSCIL- 
LATOR 
SECTION (e 12. V.TO DIALLIGHT 
OF SW12 
Oe © 
wa fo 11 f2 


Figure 4. 
CHANGES IN THE BC-312 RECEIVER. 


Unmarked components are already in the receiver and need not 
be removed or replaced. 


C:—0.1-y:fd. 400-volt tubular 
Co—25-ufd. 25-volt elect. 
Cs—0.1-ufd. 400-volt tubular 
C:—0.05-1fd. 400-volt tubular 
C;—0.01-ufd. 400-volt tubular 
Co—8-ufd. 450-volt elect. 
Ri—100,000 ohms 12 watt 

Rz, Rs—1.0 megohm 12 watt 


Ru, Rs—470,000 ohms % watt 
Ro—1.0 megohm 1 watt 
R:—1.0-megohm potentiometer 
Rs—220,000 ohms 12 watt 
Ro, Rio—470,000 ohms Y2 watt 
Ru, Rie—22 ohms 2 watts 
RLi—Relay inside receiver 


If desired, the volume control and gain control system can 
be left unmodified, in which case the green wire coming from 
Si: is removed from the bottom end of Rw on the Group 1 
terminal board on the right outside wall of the chassis and 
run to the noise silencer. The grid leak on the power audio 
tube R;; is removed and changed to a 470K 1% watt. Capacitor 
C, has been added to couple to a conventional 5000 to 8000 
ohm output transformer on the external loudspeaker. The 
impedance ratio of T: inside the set is 7:1 so that an impedance 
of about 1000 ohms is required on the speaker transformer if — 
the audio output is to be taken through transformer Tz. Due 
to the voltage step down in T: the secondary of this trans- 
former was used to feed the phones. The 60-ohm filament 
current equalizing resistor Ri: should be removed, and if a 7A6 
is used as noise limiter its heater should be placed across the 
heater of the 6V6-GT. In any event it is wise to ground termi- 
nal 7 of the socket for the 6B8 to insure that all the tubes will 
be operating at proper heater voltage. 


Noise 
Silencer 


The noise silencer shown in Figure 4 has been found 
to be very effective on the 14-Mc. band, and on the 
28-Mc. and 50-Mc. bands when a converter is used 
ahead of the receiver. One half of a 7A6 tube has been used, 
and since this tube draws only 150 ma. of heater current the 
heater may be fed with a balance to ground by means of two 
22-ohm 2-watt carbon resistors from the 12.6-volt heater line. 
Or, if desired, the heater may be placed in parallel with the 
6V6-GT heater as discussed in the previous paragraph. One 
half of a 6H6 or GALS tube could also be used for the noise 
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is used on the transmitter, the antenna-shorting relay inside 


limiter, but these latter tubes require 300 ma. of heater Be 

It is possible that a 12H6 could also have been used, but one 
has not been tried. Make sure that the return for the noise — 
limiter (the bottom end of C,, Rs‘and Ry) is made to the — 
cathode of the 6B8 and not to ground—if the return is made to 
gtound proper noise-limiting action will not be obtained. A 
switch S; has been provided to take the noise silencer out of the __ 
circuit, since the circuit does introduce a detectable amount Of ae 
distortion on a short-wave broadcast program. ee 


Gain Control It is a convenience in a communications fe- 
Changes ceiver to have a separate control for audio 
/ and r-f gain. To accomplish this in the series 
of receivers under discussion it is suggested that the dual con- 
trol at the top of the panel be replaced by a single 14-megohm 
audio-taper potentiometer. Cs: and Rs: are removed, and the - 
low-potential end of the audio gain control is returned to 
gtound. The r-f gain control leads can be pulled down to the 
underside of the chassis and connected to a separate 15,000- 
ohm r-f gain taper rheostat which can be placed either in the 
position formerly occupied by the MIKE jack or just to the 
right of the SEND-RECEIVE switch. The AVC position of the 
switch will still short out the r-f gain control: in the conven- 
tional manner. 


“In the case of the BC-312 receiver as shown the 
9-terminal power-connection strip was removed and 
the somewhat unsightly multi-connection receptacle — = 

on the front panel was removed and replaced by the “i-f out- 

put’’coaxial receptacle. Power and control connections were — 
brought out to a 12-contact Jones. P-312-RP connector which 
was mounted by means of a bracket to the rear of the chassis. _ 

The receptacle was aligned with the hole which already exists _ 

on the rear of the cabinet housing. The connector on the end of 

the power cable is a Jones S-312-FHT. The key, shorting relay, 
and switch inside the receiver were then rewired to connections _ 
on the connector on the rear of the cabinet as shown on Figure _ 

4. The switch is connected so that it is in series with the cen- _ 
ter tap of the power transformer. Since a 12-volt keying relay 


Control 
Circuits 


the receiver was wired so that it closed ree time the trans- : 
mitter keying relay closed. 

In modifying the BC-342 series of receivers the ettenial 
control circuit connections for the transmitter can be brought 
out of the front panel by replacing the connector which is in- 
stalled on the front panel by an Amphenol MIP- ‘8 octal socket, 
which fits the same mounting holes. 


HINTS ON THE BC-348 SERIES RECEIVERS 


The BC-348 series of receivers are quite satisfactory for 
communications use in the amateur station, but as in the case __ 
of the BC-312/BC-342 series, there are several minor modifi- 
cations which may be made to improve the performance and 
Ie of the equipments. : 

BC-348Q General 


The BC-348 series of receivers may be 
Information 


_ operated with the heater circuits un- 
changed from a 26-volt a-c supply. But | 
a power transformer with such a filament winding is not 

teadily available (although the C-228 transformer mentioned | 
in connection with the BC-312 may be used with the filament 
windings in series) so it is in most cases best to rewire the. 
heaters for operation from 6.3 volts. This means that one side — 
of the heater of each tube should be grounded and the othe 
side should be brought out as a common for feeding from the 
6.3-volt line. In many cases the original seriesing wires. betweer 
me sockets may be used either be the Cpehae ase side or f 


hot side of the heater circuit, requiring addition of fewer 
wires and a solution to the problem of working in cramped 
spaces. 

The-a-c power supply for the receiver ‘may be mounted in 
the space formerly occupied by the dynamotor if space con- 
siderations and portability are very important. However, this 
procedure is not desirable from the standpoint of ventilation 
since an a-c power supply dissipates a great deal more heat 
than the dynamotor originally installed. The space is more 
useful for additions to the receiver such as a noise limiter, an 
extra audio stage, or a broad-band converter such as described 
in Chapter 19. 

The external a-c operated power supply may be made some- 
what oversize for operation of a frequency meter or a converter 
or an additional station accessory. In this event it is desirable 
to be able to ground the negative lead of the plate supply, 
which is not done on the BC-348Q. It is necessary to change 
the bias circuits of the 6K6-GT audio stage and the 6SA7 
converter to accomplish this. The first step is to ground the B 
minus and remove connections to choke 155-B and resistor 
108-2. This Jeaves both the above stages unbiased. A 470-ohm 
2-watt resistor should be placed in series with the cathode 
terminal of the 6K6-GT audio stage. A 25-volt 25-ufd. elec- 
trolytic capacitor should be placed across this cathode resistor. 

“About 1.8 volts of bias is used on the grid of the 6SA7 
converter stage. To obtain,this, resistor 108-1 in the oscillator 
can should be clipped out of the receiver. The contact at the 
junction of this resistor and resistor 87-2 is available as a 
projecting lug. Upon this lug may be mounted a standard 


Figure 6. 


REAR VIEW OF THE BC-348P 
ASSEMBLY, 

Showing the power supply mounted 

in the speaker housing and the 

octal power plug on the receiver. 


Figure 5. 


BC-348P RECEIVER, SPEAKER, 
AND POWER SUPPLY. 


The power supply is mounted in the 
speaker housing. 


miniature bias cell with the positive side grounded and the 
negative side to the lug. 


Audio 
Considerations 
in the BC-348Q 


Addition of the noise-limiter circuit illus- 
trated in Figure 29 of Chapter 5 will im- 
prove operation in the presence of ignition 
interference on the 14-Mc. band and is 
almost a necessity for use of the receiver with a converter on 
the 28-Mc. or 50-Mc. bands. The addition of an extra stage of 
audio is also desirable, especially for use with the crystal filter 
on 14-Mc. c.w. The added tube may be a 6SF5 triode with 


conventional circuit values chosen from the charts in Chapter 


4, or a 6SJ7 stage with feedback may be added using the circuit 
given in Chapter 4 or shown in conjunction with the BC-312. 

Difficulty may be encountered with the audio system of the 
receiver after the addition of the audio stage and the noise 
limiter due to the common cathode resistor .on the second 
detector and the third i-f stage. This trouble may be avoided 
by isolating these two cathode circuits. The lead between the 
two cathodes is removed and resistor 105 is either removed or 
shorted. This leaves the third i-f stage with resistor 102 and 
capacitor 61-4 in its cathode circuit to ground. The cathode 
of the second-detector tube is now grounded to the chassis. 
The large capacitor can 70-A and 70-B may now be removed 
to make additional room inside the equipment. The 6-yfd. 
section is ideal as a portion of the filter capacitance in the 
external power supply. The lead at the low-potential side of 
the third i-f transformer should be opened and the noise 
limiter inserted at this point. Capacitor 27-3 should be left to 
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Figure 7. 
MODULATOR AS MADE FROM A BC-375E. 


The front cover has been removed to show the placement of 
components on the new chassis. 


by-pass the secondary of the. transformer as C; in Figure 29 
of Chapter 5. The on-off switch for the noise silencer may be 
placed in a panel position in place of one of the headphone 
jacks. 


If a plug to fit the rear connector block can- 
not be secured, an octal socket may be fitted 
into the set by liberal use of a round file and 
then by drilling and tapping mounting holes for the socket. If 
the cast aluminum guide box is removed from the case it will 
not be necessary to enlarge the rectangular hole in the case 
to pass an octal power plug. ; 

A socket punch may be used to make two holes in the back 
of the case. One hole is used to pass the plug for the speaker 
connection, and the other hole to reach a two-post terminal 
strip which is wired to the receiver silencing circuit (terminals 
2 and 6 in the circuit diagram). These two terminals may 
then be shorted or wired into the transmitter control circuit 
in such a manner that the receiver is disabled whenever the 
transmitter is on the air. 

The seriesed dial lamps should be paralleled and connected 
to the 6.3-volt heater circuit with the dial light control resistors 
111 and 81 out of the circuit. 


Mechanical 
Considerations 


BC-348E, M, 
and P Receivers 


Changes in this series of receivers are gen- 
erally the same as in the (J), (N), and 
(Q) series of 348’s, except that only the 
power audio stage must be modified when grounding the nega- 
tive lead of the power supply. Also, the second detector and 
third i-f stage cannot be isolated since they are in the same 
tube envelope. 

Figures 5 and 6 show a convenient method whereby the 
power supply for a BC-348 series receiver may be mounted in 
the housing for the loudspeaker. ‘ 


A 120 TO 140 WATT MODULATOR FROM THE 
BC-375 OR BC-191 ME 


One way in which to solve the problem of making good use 
of the BC-375E or the BC-191 is to dis-assemble the tuning _ 
drawers for components, use the housings for the tuning 
drawers as cabinets for accessory pieces of test equipment, and 
use the main housing of the transmitter along with the audio 
transformers and miscellaneous other components to assemble 
a modulator. Figures 7 and 8 show one such assembly which 
operates quite satisfactorily. 

All components on the upper deck were removed, including 
the chassis, and a new chassis was bent from sheet aluminum 
to hold the components shown in Figure 9. The end of the 
main housing which held the antenna tuner was sawed off as 
unnecessary, but it might be retained to house the power 
supply for the modulator if components of the proper dimen- 
sions should be obtainable. The components mounted on the 
upper deck of the chassis include the power supply for the 
speech amplifier, a simple regulated bias circuit for the nega- 
tive 100 volts on the 211 grids, and the audio transformers. 

The clipper-filter audio amplifier and driver is mounted in 
the housing for one of the tuning drawers after all the r-f 
components had been removed. The circuit for the. speech 
amplifier is shown in Figure 10. An additional panel was 
placed in front of the original panel to cover the multitude 
of holes that had been left by removal of the r-f components, _ 
The clipper-filter speech amplifier is quite conventional, end- — 
ing in a single-ended 6B4-G which acts as driver for the 211’s. 


Figure 8. 
REAR VIEW OF THE BC-375E MODULATOR. 


BG 3 75EaModulator. 
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Li Figure 9. 
MAIN ASSEMBLY SCHEMATIC OF THE BC-375E 
MODULATOR. 


Ts—700 v. «.t. 90 ma., 5 vy. 3 
a., 6.3 volts 2 amperes 
CH—i2-hy. 90-ma. choke 
MA—O-500 d-c ma, from 375E 
V—Voltmeter from 375E 
Si—Phone c-w switch from 375E 
So—Main a-c line switch 
S3—S.p.s.t. test switch 
$01, SO2—Twistlock receptacles 


Ci—8-fd. 450-volt elect. 
C2=—40-pfd. 350-volt elect. 
Cs, Ci—8-p:fd. 450-volt elect. 
Ri—100,000 ohms 12 watt 
R2—7500 ohms 10 watts 
Rs—5000 ohms 10 watts 
Ri—50,000 ohms 20 watts 
Ti— Driver trans. from 375E 
_Tz—Mod. trans. from 375E 
T:—10-volt 6.5-amp. fil. trans. 


Provision has been made in the input circuit of the speech 


amplifier for both a single-button microphone and a crystal- 
microphone input, with a switch S to select either input cir- 
cuit. The clipping level control, Ri, must be substantially full 


open for maximum. undistorted output from the 211 tubes in 
the output stage. 

Measurements of the complete modulator, with a 1250- 
volt power supply feeding plate voltage to the 211 tubes, 


‘showed that it was possible to obtain 120 watts of audio out- 


put from the tubes with no distortion discernible to the ear 
or noticeable on the oscilloscope. An output of 145 watts was 
obtained with an amount of distortion which would be quite 
tolerable for amateur communications work. No heating of the 
output transformer was noticed with 120 watts output from 
the stage into a 7000-ohm load resistor over a test period of 
about one hour. 

The 7000-ohm load impedance could be represented by a 
Class C modulated r-f amplifier operating from the same plate 
supply as the 211’s (1250 volts) at a plate current of 180 ma. 
This represents an input of 225 watts to the Class C stage, an 
amount which may be modulated without difficulty by the 
modulator unit. 


AN/ART-13 AUTOTUNE AIRCRAFT RADIO 
TRANSMITTER 


The AN/ART-13 Autotune aircraft radio transmitter makes 
a very satisfactory amateur transmitter for phone and c-w 
operation on the 80, 40, 20 and 10 meter bands. Under normal 
conditions the transmitter operates very stably and puts out a 
cleanly modulated or smoothly keyed signal when it is running 
about 200 watts input. The Autotune feature is a great oper- 
ating convenience whether the transmitter is to be remotely 


controlled or controlled from the operating position. With 


the circuit modifications described herein the Autotune system 
allows operation on 10 preset frequencies throughout the 80, 


' 40 and 20 meter bands and one additional frequency in the 


10 or 11 meter band. Operation with phone or c.w. on any one 
of these frequencies is obtained simply by moving the panel 
selector switch to the desired position and waiting approxi- 
mately 25 seconds for the Autotune system to operate. If de- 
sired, several frequencies separated by not more than about 50 
kc, may be set up in the 28-Mc. band with an increasing reduc- 
tion in the frequencies available for lower frequency operation. 


Power - 
Supply 


The major change required to adapt the ART-13 for 
amateur use is that of providing for operation of the 
equipment from the 115 volt a-c line. All other 
changes described are in the nature of operating conveniences 
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Figure 10. 
SCHEMATIC OF CLIPPER-FILTER SPEECH AMPLIFIER FOR THE BC-375E MODULATOR 


Ci—25-pfd. 25-volt elect. 
C2—0.1-pfd. 400-volt tubular 
Cs—8-ufd. 450-volt elect. 

Ci: —0.01-pfd. 400-volt tubular 
C;—0.1-ufd. 400-volt tubular 
Co—175-uufd. mica 

Cz, Cs—200-ppfd. mica 
Co—0.01-ufd. 400-volt tubular. 


Cio—25-pfd. 25-volit elect. 
Cu—10-pfd. 100-volt elect. 
Ri—1.0 megohm 2 watt 

R2—1300 ohms 12 watt 

Rzs—1.5 megohms 2 watt 
Rs—220,000 ohms 12 watt 
Rs—47,000 ohms 2 watt 


Rv —500,000-chm potentiometer 
R7—100,000 ohms 1 watt 
Rs—100,000 ohms 2 watt 
Ro—100,000 ohms 1 watt 
Rio—330 ohms 12 watt 

Ru, Ric—620 ohms 2 watt 
Ris—47,000 ohms 1 watt 


Ris—250,000-chm potentiometer 
Ris—750 ohms 10 watts 
Ti—Mike-to-grid transformer 
T:—6.3 volts at 3 amperes 
CH—3.5 to 3.75 henry choke 
J:—Crystal-mike jack 
J>—Carbon-mike jack 
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or are for the purpose of obtaining operation in the 28 Mc. 
region. 

The simplest way of converting the equipment is to provide 
a source of 26 volts d.c. at about 9 amperes for operation of 
the tube filaments and heaters and for the relays and Autotune 
motor. Conventional a-c operated power supplies are then 
used for plate and grid bias voltages. However, due to the 
difficulty in obtaining components for a high current 26-volt 
d-c supply, it was deemed desirable in the conversion portion 
to use a 4-ampere 26-volt d-c supply for the heater tubes relays 
and Autotune motor, and to supply the filaments of the 813 
and the 811 from filament transformers. 

The power supply unit shown in Figure 12 has been designed 
and constructed especially for operation with the AN/ART-13 
transmitter. In addition to a complete set of control circuits 
the unit supplies the following potentials to the ART-13 
through the power cable: 1250 volts at a maximum of 300 ma., 
400 volts at 225 ma., 26 volts at 4 amperes, 350 volts of nega- 
tive bias for keying the 813, and 115 volts a.c. for the blower 
and for the filament transformers for the 811’s and the 813. 
The power supply is housed in a standard cabinet which takes 
a 12¥4 by 19 inch front panel. Careful component. placement 
is necessary to house the power supply unit in a cabinet of 
this size. 

Several of the components used in the 26-volt d-c supply 
are surplus items since standard manufactured items are not 
available. In certain cases it will be necessary to have either 
the transformer or the filter choke for the 26-volt d-c supply 
made up especially for the job. If a 10-ampere 26-volt output 
selenium rectifier is obtainable it will probably be best to have 
a 10-ampere power transformer and choke wound also so 
that no changes will be required in the filament circuits of the 
transmitter. The high voltage power supply and control cir- 
cuits can be the same whether the filaments are all lighted 
from d.c. or some of them are lighted from d.c. and some 
from a.c. : 

Initial operation of the equipment at full input for a period 
of time showed that considerable heating takes place in the 
region behind the plate tank circuit for the 813. It was there- 
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the ART-13 or if the top door to the power supply box has 


Figure 11. 


TOP OF THE CONVERTED 
AN/ART-13. _- 


The box containing the blower and 
the filament transformers for the 
813 and the 811’s can be séen on 
the rear alongside the small box 
which holds the 6L6 multiplier for 
the 28-Mc. band. The 28-Mc. tank 
for the 813 can-be seen inside the 
cabinet. 


fore deemed desirable to install a cooling exhaust blower on the 
back of the equipment. The particular blower used is a surplus 
item but similar a-c operated blowers running at approximately | 
1500 r.p.m. are available from the larger hardware stores. 
With this blower in operation the unit runs quite cool and 
overheating of components is completely eliminated even with 
long periods of operation. In the particular unit. shown in 
Figure 11 the blower has been mounted in a box on the rear 
of the housing for the transmitter with the filament trans- 
formers for the 811’s and the 813 also included within this box. 


Control 
Circuit 


A time-delay relay which operates from: the .26-volt - 
d-c supply has been included in the equipment to 
insure that all tubes have reached normal! operating 
temperature before plate voltage is applied. If a 26-volt time 
delay relay is not available, a 115-volt a-c relay of the same 
type may be used. Protective interlocks have been provided in 
the power supply unit and in the actual cabinet for the ART-13 
transmitter. These two interlocks are connected in series and in 
turn the two of them are connected in series with the lead,|to 
the plate power relay RY; so that plate voltage cannot be 
applied to the transmitter if the cover has been removed from : 


been opened. 
Provision has been made in the control circuit for the 
transmitter so that when Si on the front of the ART-13 or its 
counterpart at the remote control position is moved from the 
off to either the voice or the c-w position, the transmitter will 
be turned on. Since this switch closes a circuit to ground, it 
was necessary to find an isolated source of potential to operate 
the main control relay. This source of potential was obtained 
by leaving the small transformer T, connected across the line 
at all times that the unit is plugged into the socket. However, 
when the transmitter is switched off there is no power drain 
from any of the secondaries of this transformer. 
The push-to-transmit circuit which has been included in 
the power supply unit is very pleasing to operate and rela- 
tively simple in design. It consists of a single GCS tube oper- 
ating from the bias supply along with its associated compo- 
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Figure 12. 
SCHEMATIC DIAGRAM OF THE POWER SUPPLY FOR THE AN/ART-13. 


Ci, Co—4-pfd. 1500-volt Ri— 10,000 ohms 10 watts 


capacitors R;—100,000-ohm potentiometer 
Cs, C1—4-pufd. 600-volt Ro—2.7 megohms 12 watt 
capacitors R7—15,000 ohms 10 watts 


6.3 y. 2 a. (UTC R-2) combined if contacts of 
CHi—250-ma. swinging choke RYs can carry about 8 
CH2—250-ma, filter choke amperes and if 3 contacts 
CHs, CH:—200-ma. filter chokes are available.) 


Co—0.5-p:fd. 600-volt tubular 


C,—0.1-pfd, 400-volt tubular © 


Cs—0.05-yfd. 400-volt tubular 
Co—4000-p:fd. 50-volt elect. 
Cio—8-pfd. 450-volt elect. 
Ri—50,000-ohm 100-watt 

' bleeder 
Ro, Rs—22 ohms 2 watts 


Rs—50,000 ohms 20 watts 

Ro—15,000 ohms 2 watts 

T:—1500 v. each side at 300 
ma., 400 v. each side at 
175 ma., common c.f. 
(UTC PA-303) 

T-—5 v. 3 a., 2.5 volts 10 a. 

Ts—35 volts at 5 a. (special) 


CH:—0.05 henrys at 4 amp. 
(special) 

CHe—13-henry 65-ma. filter 
choke 

RY1—28-volt d-c 4-pole d.t. 
relay 

RY2—-115-volt a-c 2-pole relay 

RYs—6.3-volt or 5-volt 2-pole 
relay (RY2 and RYs may be 


RY.—28-volt d-c time-delay re- 
lay (115-volt a-c time-delay 
relay may be used across 
primary of Ts if 28-volt 
relay not avail.) 

RY;—28-volt d.p.d.t. keying 
relay 

RYe—2500-ohm sensitive relay 

Elimstat—A-c line filter 


Ts—700 v. c.t. 70 ma., 5 v. 2 4., 


nents. The complete circuit is shown in Figure 12. When the 


_ key is up relay RYs is open and the voltage drop across Rs to- 
_ the slider is impressed on the grid of the 6C5 tube, cutting off 


its plate current. When the key is pressed RYs closes and the 
right-hand side removes the blocking grid bias from the 813 
by shorting the grid return to ground through Rs and CHe. 
These latter two components in conjunction with C; make up a 
very effective key-click filter. The effectiveness of the circuit is 


illustrated by the fact that clicks cannot be heard from the 


transmitter on a communication receiver tuned to the same 


band for break-in c-w operation. 
At the same time that RY; is closing, the other set of con- 
tacts on this relay shorts the grid of the 6C5 to-its cathode, 


causing full plate current to flow through RY. and R,, thus 
closing RYs. When RY. closes the antenna changeover relay 


in the ART-13 operates and plate voltage is applied to ‘the 
transmitter by RY:. Then when the key is lifted RYs opens 


y 


~ so that plate current to the 813 is stopped, but due to the time 


constant of the Re-C; combination, plate current still flows 
through RY.. Hence the plate voltage remains on the trans- 


_ mitter and the antenna relay is still in the transmit position. - 


« 


The transmitter remains in this condition until the voltage 
across C, has built up to such a value that RY. drops out, 
changing everything back to the receive condition. The amount 
of this delay is variable, by adjustment of potentiometer Rs 
from a fraction of a second up to about 15 seconds. The nor- 
mal setting is for about 3 seconds so that the plate voltage will 
remain on for the normal short pauses in a c-w transmission 
but will drop back to the receive condition 3 seconds after a 
transmission has been completed. 


It is necessary to make a certain number 
of modifications in the various circuits of 
the ART-13 in order to allow the equip- 
ment to operate from the power supply 
unit described before and illustrated in Figure 12. It is neces- 
sary first that the meter switch circuit be changed in the follow- 
ing manner: Remove ground from bottom end of Rus (235- 
ohm resistor) and connect this end of the resistor to terminal 
Az of Sis. Remove the wire that now goes to terminal B; of 
Sios and connect this wire to terminal Az of Sws along with the 
bottom end of Rin above. This series of changes brings the 


Changes in 
ART-13 Control 
Circuits 
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Figure 13. 
SCHEMATIC OF THE 28-MC. MULTIPLIER STAGE. 


grid return of the 813 tube out to terminal 2 on the main power 
connector Jios. 

The following changes are required in the power control 
- circuits: Ground the lead inside the cabinet which now goes 
to terminal 8 on Jos. Remove the lead now going to terminal 
14 of Ji which is mounted on the side of the antenna change- 
over relay Kio. Insulate this lead. Now run a lead from termi- 
nal 8 of Jios to terminal 14 of' Ji. A lead is now run from 
terminal 2 on the loading coil relay connector Jw: to terminal 
C in the power supply unit. This is the only lead brought out 
of the transmitter which does not go through the main power 
connector Jus. 

The filaments of the 813 and of the 811’s should be re-wired 
to operate from separate transformers mounted on the rear of 
the equipment. One side of the filament may be left grounded 
on the 813 but the center tap of the filament supply to the 811’s 
must be grounded in order to eliminate hum modulation on 
audio peaks. The primary of the filament transformer and the 
cooling blower for the equipment should now be connected to 
terminals 6 and 9 on Jis. These terminals are supplied with 
115 a.c. from the power supply unit when the-equipment is in 
operation. The driver transformer returns which formerly 
went to one side of the filament of each 811 are now grounded 
to the chassis of the transmitter. 

Several changes may be made in the vicinity of the high- 
frequency/low-frequency relay Kis whether or not the 10- 
meter band is to be included in the transmitter. In the first 
place the low-frequency choke Li may as well be removed 
from its present position and Ci. mounted in the space formerly 
occupied by Li. One additional hole must be drilled in the fire 
wall of the equipment. It is suggested that a protective inter- 
lock now be mounted in the position formerly occupied by 
Cixx on the fire wall of the transmitter. The leads to this inter- 
lock should be connected in series with the lead now going to 
terminal 3 of Jus. The interlock should of course be mounted 
in such a manner that it is closed only when the cover is firmly 
in place on top of the transmitter. 

A slight increase in operating convenience can be obtained 
through replacing the 0-5 r-f ammeter with a 0-300 or a 0-500 
d-c milliammeter. The 1-f transformer Tw: may be removed 
after the leads have been clipped by unscrewing it from the 
chassis. With the installation of this additional milliammeter 
it is possible to read grid current and plate current on the 813 
simultaneously. 


The conversion of the ART-13 for 28-Mc. | 
operation may be accomplished in several 
different ways of varying difficulty. How- 
ever, in converting the unit shown in the photographs it was 
felt that a conversion method which did not involve any dis- 
assembly of the Autotune mechanism and which required no 
changes in the exciter of the transmitter would be best. So it 
was felt best simply to add a 6L6 outboard tripler stage on 
the rear of the transmitter in the vicinity of the grid of the 
813. The 6L6 tripler is fed energy from the 1625 second multi- 
plier in the ART-13 in the 9.0 to 10.8 Mc. frequency range. 
The plate circuit of the 6L6 then may be tuned to any fre- 
quency between 27 and 32.4 Mc. for feeding excitation to the 


Converting for 
28-Mc. Operation 


grid of the 813 amplifier. In fact, if desired, the 6L6 may be 


used as a doubler from the same frequency range to deliver 
excitation to the grid of the 813 in the 21-Mc. range. 

The 6L6 multiplier is housed in 2” by 4” by 4” standard 
metal “cabinet” which has been mounted to the side of the 


“~ cabinet which houses the blower and the filament transformers 


for the 811’s and 813. S, in the circuit diagram of the multi- 
plier, Figure 13, may be either a double-pole double-throw 
ceramic switch or a 28-volt d.p.d.t. relay which may be operat- 
ed from the 28-volt supply for the transmitter. In the particular 
unit shown in the photographs a switch is used but it is planned 
to replace the switch with a relay for completely remote opera- 
tion of the transmitter. The relay will be operated by another 
set of contacts on the channel-selector switch which will be 
closed whenever the 28-Mc. band is chosen. Heater voltage 
for the 6L6 may be obtained from a small transformer or 
from the supply for the 811’s if they are operated from a.c. 

The circuit of the 6L6 multiplier is otherwise quite conven- 
tional except for the manner in which plate voltage is obtained 
for the 6L6 multiplier. Careful inspection of the circuit dia- 
gram of the ART-13 will show that the 400 volts applied to the 
plate of the 1625 multiplier appears across only one section 
of the padder capacitor Cus at a time and only when that 
particular section of the padder capacitor is in use. Hence, by 
connecting an r-f choke to padder capacitor which is used to 
excite the grid of the 6L6 in the 9.0 to 10.8 Mc. range, 400 
volts from the exciter power supply may be obtained by filter- 
ing the r-f out of the d-c line with an r-f choke and a by-pass 
capacitor. A 50-yufd. mica capacitor is then used to excite the 
grid of the 6L6 multiplier from the hot side of the r-f choke. 
In this way the 6L6 multiplier is completely out of the circuit 
except when control A is in position 9. 

The lead from coupling capacitor Cis to the grid of the 
813 is broken and a lead brought out from each side of the 


_point where the connection was broken. These two leads are 


then connected as shown in Figure 13 to the 6L6 multiplier 
unit. One set of contacts on S, is used in addition to close 
Kis, which switches the plate of the 813 from the network 
used on the low-frequency bands to the separate 28-Mc. tank 
which has been placed in the position inside the cabinet of the 
ART-13 which was designed to hold the low-frequency oscil- 
lator unit. In the particular transmitter shown the 28-Mc. tank 


for the 813 consisted of a 6-turn coil of number 10 enamelled 4 


wire 11/4 inches in diameter and 114 inches long. A two-turn 
link feeding a piece of 300-ohm line is then run over to the — 
left wall of the transmitter where it terminates in a pair of 
terminals. With this tank the 813 dips to about 30 ma. on 
28 Mc. < 

The two terminals which close Kios may be ped up as 
terminals 7 and 4 on the connector Jus which feeds plate 
and filament supply to the multiplier unit of the ART-13. A _ 
pair of leads from these two terminals are run to the 6L6 
multiplier unit so that they are closed whenever the 6L6 is in 
operation. With the 6L6 frequency tripler as shown it is pos- — 
sible to obtain half scale on the grid current meter throughout te 
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Figure 14. 
SCHEMATIC DIAGRAM OF THE MODIFIED PE-110A OR PE-110B. 


All the components shown in this diagram are included in the PE-110B power supply except Lio, R23, and Ra. The PE-I110A power 
- supply is the same except that Cs: is not included. Lio is a 200 ma. to 300 ma. swinging choke which is mounted in the position 


formerly occupied by the 12-volt vibrator pack. Resistor Rzs is a 50,000-ohm 20-watt bleeder resistor. Resistor Ra may be replaced 


by a VR-105 regulator tube for regulated grid bias of 105 volts or a resistor of about 3000 ohms may be used for a drain from 

the regulated plus 210 volt lead of about 20 ma. If the drain from this voltage is to be greater than about 20 ma. a lower value 

of resistor should be used for Ra to insure that the two VR-105 tubes in series will light. R41 should run from —105 to ground rather 
than to +210 as shown. 


the 28-Mc. band; this represents about 8 to 9 ma. of grid 


current on the 813. 


The output network of the AN/ 
ART-13 is designed to operate as 
an “L’” network on frequencies up 


Note in Regard 
to the Output. 
Network of the ART-13 


through about 5 Mc. This is re-. 


quired since the transmitter was designed to feed an antenna 
installed on an aircraft which would have a very low radiation 
resistance at these low frequencies but would have a relatively 
large value of capacitance to ground. This network will not 
feed satisfactorily the types of antennas commonly used by 
amateurs for fixed-station use in the 3.5 to 4 Mc. band. Hence 
it is desirable to convert the L network into a pi network 
when operating on the 80-meter band. The simplest way to 
do this is merely to place a capacitor of 100 to 400 ywufd. from 
the “COND” terminal on the left end of the transmitter to 
the ground terminal on the case. A variable capacitor may .be 


used to determine the best value for this capacitor, and then a 


fixed air capacitor or a ceramic transmitting capacitor of the 
type used in the transmitter may be hooked in place. Experi- 
ment showed that a value of about 200 wufd. was best for 
feeding a folded dipole with 300-ohm twin line on the 3.5- 
Mc. band. : 

Tests of the completed transmitter have shown that there 
is no appreciable increase in output after the plate current 
on the 813 is increased above 160 ma. This represents a power 
input of 200 watts at 1250 volts and the plate circuit efficiency 


‘runs from 70 to 75 per cent on all bands. The out-of-resonance 


se a 


plate current will be from 180 to 200 ma. with normal exci- 
tation and antenna coupling should be adjusted until 160 


ma. of plate current is drawn by the 813 tube. 


A description of the modification of the speech amplifier 
for the ART-13 for use with a crystal microphone is given later 
in this chapter. 


PE-110-A AND PE-110-B CONVERSION 


These power supplies have been available from several 
sources, and they are capable of doing a nice job on the exciter 
stages of a transmitter. The control circuit originally in the 
supplies can be modified by simply rewiring the 115-volt cir- 
cuits so that relay control of the 300-volt and high-voltage 
supply is obtained. The high-voltage supply in the original 
unit operates with a capacitor-input filter. Hence the no-load 
voltage is about 800 volts, and it drops down with a load of 
about 250 ma. to approximately 500 volts. By adding an input 
choke in the position formerly occupied by the 12-volt vibra- 
pack, the voltage regulation of the supply can be greatly im- 
proved. With a swinging choke in this position as shown in 
Figure 14 the no-load voltage is about 480 volts, and under a 
load of 300 ma. the output voltage drops to about 430 volts. 
Either a Stancor C-1720 choke or a UTC PA-103 choke may be 
placed in the position made available by the removal of the 
vibrapack. The no-load voltage output of the low-voltage 
power supply is about 350 volts, and at a load of 60 ma. this 
voltage drops to about 275 volts. 

This power supply unit makes an ideal arrangement for 


supplying the v-f-o from the 250-volt supply and operating 
the multiplier stages and a pair of 807’s in the final amplifier 
of the exciter or transmitter from the 450-volt supply. 

The input connector, PL-5 on the front panel can best be 
removed and replaced by an Amphenol 61-M-10 a-c flush plug. 
If desired, the other connector, PL-6, may be replaced by an 
inexpensive Jones plug and receptacle of the 300 series, such 
as was shown on the rear of the BC-312 described earlier in 
this chapter. Or, if desired, an AN3106-28-8P plug can be 
obtained from Cannon in Los Angeles or Amphenol in Chi- 
cago. The price, with AN 3057-16 cable clamp, is about $4.00 
for the assembly. 

The circuit has been modified, as shown in Figure 14, in 
such a manner that both sides of the line are switched by Sw. 
Two of the fuses are placed between the input receptacle and 
the line switch. SO, is connected so that it is energized only 
when the main line switch is closed; hence the 115-volt supply 
for other units in the transmitter may be taken from this out- 
let, with Sw acting as the main control switch for the trans- 
mitter. A winding on Tu supplies 13.1 volts at 5 amperes to an 
external load. This voltage may be used to operate the 12-volt 
counterparts of the common tubes (1625 for 807, 837 for 802, 
12A6 for 6V6, etc.) or the 6-volt tubes may be connected in 
series parallel in such a manner that they may be operated 
from the 12.5 to 13.1 volt winding on the transformer. 

The plate transformer for the 5Z3’s is rated at 0.455 ampere 
r.m.s. This means that with a capacitor-input filter as origi- 
nally used, the power supply is capable of 250 to 300 ma. But 
with a choke-input filter having chokes of adequate current 
capacity the plate transformer, at least, is capable of about 400 
ma. d-c load. 


Figure 15. 


BC-1068A RECEIVER WITH 
THE RECOMMENDED 
CHANGES MADE. 


Most of the audio changes are made 

on the terminal strip and the two 

tube sockets on the feft af the 

chassis just behind the front panel. 

The newly installed controls can be 
seen on the front panel. 


A photograph of the PE-110B power supply is shown in 
conjunction with the 807 transmitter using BC-610E tuning 
drawers as described in Chapter 26. 


BC-1068-A CONVERSION 


Conversion of the BC-1068-A IFF receiver for operation as 
an AM receiver on the 2-meter band is a relatively simple 
process requiring only a few hours time. When the conversion 
has been completed the owner will possess a quite satisfactory 
and very conservatively designed receiver which will cover the 
frequency range from about 140 Mc. to. approximately 175 Mc. 


installation 
of New Controls 


The first process in the conversion is to 
remove the power switch, both fuses, the 
tuning indicator, and the interlock-type 
switch on the right front of the panel. All leads should be 
removed from the interlock switch, and from both fuses. The 
lead from the right-hand pilot lamp should then be run to the 
outside end of heater choke 100-1 on the top of the right-hand 
resistor board. The lead for the other pilot lamp can then be 
connected to pin 7 on the socket which was used for the 6SH7 
video amplifier. 

One of the red-tracer wires which went to the interlock 
switch is carefully pulled out of the cable. One end of the 


other red-tracer wire is then soldered to one side of a s.p.s.t. 


toggle switch which has been placed in the position formerly 
occupied by the 3-amp. fuse. The other end of this red-tracer 
wire is pulled back through the cable far enough so that, with 
a lug placed on its end, it may be bolted to terminal 4 on the 
power transformer. The lead which formerly went to tefminal 
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Figure 16. 
MODIFICATIONS TO BE MADE IN..THE BC-1068A. 


The original components of the receiver which are used in the 
modification described in the text are shown with their original 
: designation numbers. 


4 on this transformer is bolted beneath terminal 9 on the 
‘power transformer along with the lead which already went to 
terminal 9. The other side of the communication switch, S: in 
Figure 16, is then grounded to the lug which is adjacent to it 
A lead is then run from the end terminal of the left hand 
resistor board to the B plus lead on this board at the bottom 
of resistor 72-2. This procedure applies plate voltage to the 
tuning indicator all the time that the receiver is operating. 

The hole which formerly took the interlock switch is reamed 
out slightly and a 5000-ohm wirewound i-f gain control is 
placed in this hole. The center terminal of the gain control is 
grounded to capacitor 14 and the right outside terminal is con- 
nected to the top of resistor 56-3 on the right end of the resistor 
board in the center of the chassis. 

The odd 115-volt receptacle on the rear of the chassis is 
removed and an Amphenol 61-M-10 receptacle of the stand- 
ard male 115-volt variety is substituted. The old mounting 
holes fit perfectly. The power switch 127 is then wired back 
into-the circuit without the fuse in series. 


\ 


Figure 17. 


UNDERCHASSIS OF THE MOD- 

{FIED 26S-1 SPEECH AMPLI- 
: FIER. : 

Note how the switch for changing 

the output impedance of the side- 


through 90°, 


Audio The video output circuit is then removed and the 
Circuit audio circuit shown in Figure 16 is substituted. It 

will be found best to remove completely the tube 
socket for the output tube and clean up the terminals since all 
the connections must be changed when the 6V6-GT is substi- 
tuted for the 6SN7-GT. The resistors should be removed also 
from the first six positions on the terminal board to make 
space for the new values required for the audio circuit. 
Shielded leads should be run from the detector output to the 
volume control (which has been mounted in the place of the 
SPARE fuse) and back to the grid of the 6SJ7 first audio. 
Either a choke and capacitor or an output transformer may 
be used in the plate circuit of the 6V6-GT output tube. In 
either case the output circuit may be mounted on the extreme 
reat of the chassis near the filter choke and the lead which 
already runs from the audio section to spark-plate 15-3 used 


for the connection to the plate of the 6V6-GT. This audio 


system will be found to give ample gain and good audio 
quality on a received signal. 


I-F Realignment With the receiver operating into a loud- 

speaker but with no signal being received 
by the front end the i-f and audio controls are turned up until 
a moderate amount of noise is being received. Then i-f trans- 
formers 3 and 5 are peaked up for maximum noise, and for 
maximum deflection on the tuning indicator. Transformer 4 
is then also peaked up. A very marked increase in noise level 
should-be obtained. The i-f will now be found to be peaked at 
about 11.5 Mc. 


R-F Realignment ‘The oscillator circuit is not changed since 

ip it covers a range which is ample for the 
2-meter band by operating it on the high side of the incoming 
signal instead of on the low side as was done in the original 
application. The ANT, R.F., and DET coils are carefully 
squeezed together as far as they will go with the aid of a pair 
of long-nosed pliers. Be careful that the turns do not touch 
and that the silver plating. on the wire “of the coils is not 
damaged. With the oscillator set from about 3.0 to 4.2 the 
2-meter band should be covered with the r-f, det., and ant. 
circuits tuning from about 1.0 to 2.5 on their dials. Some 
improvement in gain and signal-to-noise ratio may be obtained 
by replacing the 6SH7 first r-f stage with a GAKS by making 
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Figure 18. 


TOP PHOTO OF THE MODIFIED AMPLIFIER. 


Note the mounting of the socket for the 6C5 first speech stage. 

The small panel which has been added over the chassis open- 

ing as mounting for the gain control and the jack for the 
crystal microphone can be seen. 


an adapter from the octal socket in the receiver to a miniature 
socket for the GAKS. The shortest possible leads should be 
used and a 200-ohm resistor with a 50-ppfd. ceramic by-pass 
capacitor should be placed in series with the cathode lead of 
the 6AKS. 

There is ample room on the chassis for the addition of a 
10.7-Mc. discriminator transformer on the chassis with its 
associated 6ALS5 diode if FM reception in the 140 to 175 Mc. 
range is desired. However, it is not recommended that an i-f 
sharper than the realigned 11-Mc. channel be attempted unless 
the stability of the oscillator stage is improved and the small 
amount of backlash is taken out of the drive for the oscillator 
tuning slug. The backlash and moderate instability give no 
trouble with a broad i.f. but will give trouble with a sharp 1.f. 


COLLINS 26S-1 SPEECH-AMPLIFIER UNIT, ADD- 
ING CRYSTAL MICROPHONE INPUT CIRCUIT 


The 26S-1 speech amplifier-driver unit is used to operate 
from a carbon microphone or a high-level dynamic microphone 
to drive a pair of 811 Class B modulators in the AN/ART-13 
Autotune transmitter. The little amplifier has been widely 
available on the surplus market and is ideally suited to use as 
a speech amplifier and driver for a pair of 811’s or HY-5514’s 
as a Class B modulator, in addition to its normal application 
in the ART-13 transmitter. 

The speech amplifier utilizes a 12SJ7 first stage coupled to a 
6V6-GT amplifier-driver with feedback from the plate of the 
6V6-GT back to the plate of the 12SJ7. Approximately one- 
half volt peak is required at the grid of the 12SJ7 to obtain 
full output from the 6V6-GT stage. Since the conventional 
crystal microphone delivers from 0.05 to 0.1 volt with normal 
talking it is necessary to add an additional stage ahead of the 


* 


12SJ7 in order to obtain adequate gain with a crystal micro- 

phone input. A 6J5 or 12J5 in the first stage, with a voltage © 
gain of approximately 14 under normal operating conditions, 
gives ample additional amplification so that the gain control 
may be turned down for full modulation of the transmitter 
with normal talking about one foot from the microphone. 

The input transformer T-201 along with its associated com- 
ponents must be remoyed from the amplifier to make room 
for the added stage of amplification. This means that operation 
from a carbon microphone or a /ow-impedance dynamic 
microphone must be sacrificed. But a high-impedance dynamic — 
microphone may still be used instead of a crystal microphone 
as the input to the amplifier. 

Specifically, the following components must be removed 
from the amplifier: R201, R202, R203, R204 (and the terminal 
board holding these four resistors), R-205, R-206, R-216, 
T-201, and S-201. The sidetone output switch S-202 is swung 
back and out of the way. Then an octal tube socket (an Am- 
phenol 78-RS-8 socket fits the mounting holes, but the chassis 
must be filed slightly to admit the socket proper) is fitted into 
the space vacated by the removal of T-201. The socket is then 
removed from the unit and as much of the wiring as is possible 
(schematic shown in Figure 19) is soldered to the socket while 
it is outside the chassis. 

Whether a 6J5 or a 12J5 is to be used, pins 1 and 2 should 
be grounded to a lug which will be held by the socket mount- 
ing bolt. If a 6J5 is to be used a 22-ohm 2-watt resistor is run 
from pin 7 on the 6J5 socket to pin 7 on the adjacent 6V6-GT. | 
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_ Figure 19. 


SCHEMATIC OF THE INPUT CIRCUIT ADDED FOR 
CRYSTAL MIKE USE. 


Capacitor C-201 is already in the equipment, having been used 

in the filter circuit for the carbon-mike current. The simple 

additional modification shown at (B) can be made in the circuit 

shown at (A) if it is desired to feed the transmitter with modu- 

lating signal through the remote-contro! cable. If this provision 

is made the remote modulating signal is fed in between the 
j “mike” lead and ground. 


aw 


The 5-volt and 6.3-volt windings on 


Figure 20. 
PHOTOGRAPH OF THE SIM- 
PLE LM POWER SUPPLY. 


An LM frequency meter is shown 
alongside the power supply for 
comparison, 


Figure 21. 


SCHEMATIC OF THE SIMPLE 
LM POWER SUPPLY. 


the transformer are connected in 
series to obtain filament voltage 
for the LM. Due to the light load 
on the filament windings the fila- 
ment voltage measures about 11.9 
volts on the filament lead. This 
value of voltage is well within the 
filament voltage tolerance of the 
heater tubes used in the frequency 
meter. 


If a 12J5 is to be used an 82-ohm 2-watt resistor should be 
connected between pins 2 and 7 on the 12J5 socket and a lead 
from pin 7 run to pin 7 on the adjacent 6V6-GT socket. The 
current drain from the line is the same with either tube type. 

An aluminum plate should be made to cover the hole in the 
front of the chassis and the microphone jack and gain control 
mounted on this plate. If the amplifier is to be used inside an 
ART-13 make sure that the mounting holes for the gain con- 
trol and socket line up with the holes in the front of the ART- 
13 cabinet. When using the modified amplifier in conjunction 
with an ART-13 the signal from the crystal calibrator is fed 
in to the top of the 500,000-ohm potentiometer by means of a 


470K resistor. If it is desired to retain the ability to operate. 


the equipment from a remote point, the audio signal from the 
remote control cable (and from the microphone jack on the 
front of the ART-13) may be fed into the amplifier through 


the use of an arrangement such as is shown in Figure 19B. 


With the values of resistors shown approximately 3 volts peak 
will be required on the audio input line (approximately zero 
level referred to 6 milliwatts in a 500-ohm HAS 


SIMPLE A-C POWER SUPPLY FOR THE LM 
~ FREQUENCY METER 


Figures 20 and 21 illustrate a very simple power supply 
for operation of one of the LM series frequency meters from 
the 115-volt a-c line. Plate voltage for the frequency meter is 
obtained from a small power transformer with a 6X5-GT 
rectifier. Due to the very low plate current requirements of the 
frequency meter a resistance-capacitance filter has been used 
on the plate voltage supply. With the transformer shown and 


the values of resistance and capacitance listed the plate voltage 
‘supplied to the frequency meter is 255 volts. This voltage is 


sufficient to cause the neon regulator tubes to strike with cer- 
tainty when the voltage-change strap in the LM is adjusted 
to the 200-260-volt position. 

By connecting the two filament windings on the power 
transformer in series it is possible to obtain adequate heater 
voltage for the frequency meter. Due to the light load on 


_ these two filament windings the voltage applied to the LM 


under normal operating conditions is 11.9 volts; this value of 
voltage is well within the plus or minus 10 per cent heater 


voltage limit on the tubes used in the equipment. Through the 
use of a 6X5-GT rectifier, which has the heater well insulated 
from the cathode, the rectifier may be lighted from the same 
filament windings which light the tubes in the frequency 
meter. No changes whatever are required inside the LM fre- 
quency meter when it is used with the power supply shown in 
these illustrations. 


V-F-O USING BC-221 FREQUENCY METER 


Either a Navy Model LM or Army BC-221 frequency meter 
may be used as the frequency controlling element in a variable- 
frequency oscillator for amateur-band use. Both these fre- 
quency meters have a low-frequency range, which is unused, 
and a high-frequency range from 2 to 4 Mc. which may be 
used as a v-f-o frequency control. Since the voltage output of 
the frequency meter-+s quite small it is necessary to amplify this 
output voltage many times before sufficient voltage will be 
available to excite the first stage in the transmitter. The most 
satisfactory system for atcomplishing this amplification is to 
use several cascaded untuned Class A stages ending up in a 
power stage with a tuned plate tank circuit. 

The v-f-o unit illustrated by Figures 22 through 25 uses 
two cascaded 6AG7 stages with untuned load circuits to excite 
the grid of a 6L6 power amplifier stage which operates into 
a tuned plate tank circuit on the 3.5-Mc. band. Although a 
knob has been brought out to the front panel for tuning the 
output circuit of the 6L6 it has been found by operation of 
the exciter that once the tank has been tuned to resonance in 
the center of the 3.5-Mc. band the output will remain constant 
over the band without any adjustment. Hence this tuning 
control may be replaced by an air padder capacitor adjustable 
from the rear of the unit. 


Mechanical 
Details 


The frequency meter was removed - from its 
cabinet and mounted in a Bud 999 cabinet. 
Then the assembly was flush mounted in the 
center of a 1214 by 19 inch dural rack panel, as can be seen 
by reference to Figure 22. The balance of the components for 
the exciter are then mounted on an 11 by 17 by 3 inch chassis 
supported from the front panel by means of support brackets. 

The underchassis view, Figure 24, shows the manner in 
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which the subchassis has been divided into three compartments 
by a pair of shield partitions. The voltage regulated power 
supply components and filament transformers are mounted in 
the rear section, the r-f circuits are. mounted in the center 
section, and the filter components for the power supply are 
mounted in the front section below the cabinet which houses 
the BC-221. 


Figure 23. 


SIDE VIEW OF THE FREQ.- 
METER/V-F-O UNIT. 


Note the coaxial line from the 
frequency-meter output to the main 
chassis. All the terminations are 
braught out to the rear of the 
chassis. The coaxial connector on 
the feft of the rear is for yv-f-o 
output and the coaxial connector 
on the right is for output directly 
from the frequency meter. 


Figure 22. 


FRONT PANEL VIEW OF THE 
BC-221 V.F.O. 


The controls on the front panel, 
reading from left to right, are: (1) 
function switch, the output of the 
frequency meter is brought out di- 
rectly to a coaxial connector in the 
rear on the left position, in the 
center position the output of the 
meter goes to the input of the y-f-o 
amplifier for transmitter control, 
and in the right position the v-f-o 
is turned on for spotting in the 
receiver; (2) main a-c line switch; 
(3) alternate v-f-o plate supply 
switch; (4) filament switch for y-f-o 
portion; (5) 60-ma. r-f indicator 
light; .(6) tank capacitor for 6L6 
output circuit, 


Circuit of the 
Equipment 


Figure 25 shows the circuit for the r-f am- 
plifier portion of the exciter unit. The voltage- 
regulated power supply for the exciter is 
identical to that described in Chapter 25. Regulated voltage 
from this supply is fed to the BC-221 and to the screens of 
the two 6AG7 amplifier stages. The plate voltage for the two 
6AG7’s and the plate and screen voltage for the 6L6 is taken 


Figure 24. 


UNDERCHASSIS OF THE 
V-F-O UNIT. 

Note the line chokes on the rear 
of the chassis; these act as a line 
filter in conjunction with two 0.1- 
ufd. capacitors. The two chassis 
shields, with the r-f circuits and 
the 6L6 plate tank, can be seen 

in the’ center of the chassis. 


from the power supply ahead of the voltage-regulator circuit. 

Only two changes were made in the frequency meter pro- 
per. The first change was to remove the lead from the an- 
tenna post on the front panel of the meter and then to terminate 
this lead at the coaxial connector on the rear of the housing 
for the frequency meter. The other change was to separate the 
filament circuit from the switch contacts on both phone jacks. 

A 60-ma. dial lamp mounted behind a jeweled holder on the 
panel is used to indicate resonance in the plate tank circuit for 
the 6L6. This lamp mounting may be seen both in Figures 22 
and 24. 


The exciter has provision for control of the operation of the 
v.f.o. from the relay which applies plate voltage to the trans- 
mitter. These control terminals are brought out of the back of 
the chassis. Provision also has been made for using the fre- 
quency meter in its normal fashion by throwing a switch on 
the front panel, which brings the output of the frequency 
meter to a coaxial connector on the rear of the chassis. 
This same switch disables the exciter portion of the v.f.o. 
unit on this switch position. A third position of this switch 
turns on the whole v.f.o. for spotting in the receiver when the 
transmitter is turned off. 


Ci, C2, Cs—0.002-pfd. midget 
mica 

Ci, C7—100-uufd. midget mica 

Cs, Co, Cs, Co, Cio—0.002-pfd. 
mica 

Cu—100-pufd. midget variable 

Ri— 68,000 ohms 2 watts 

R2—330 ohms 2 watts 

R:——56 ohms 2 watts 

Ri—1000 ohms 2 watts 

R;—100,000 ohms 2 watts 

Roc—330 ohms 2 watts 

R:—47 ohms 2 watts 

Rs—1000 ohms 2 watts 

R:—100,000 ohms 2 watts 

Rio—330 ohms 2 watts 

Riui—56 ohms 2 watts 

RFCi, RFCo—2.5-mh. 125-ma. 
chokes 

Ji—Key jack 

L:—48 turns 1” dia., 3” long 
(B&W no, 3015 coil) 

L:—7 turns no. 20 hookup wire 

L:—2 turns no. 20 hookup wire 

i—60-ma, dial lamp 


RGS59U CABLE 
TO BC-221 


Figure 25. 


SCHEMATIC DIAGRAM OF THE R-F AMPLIFIER PORTION OF THE 
FREQUENCY-METER/V-F-O UNIT. 


J2 


+150 V. FROM 
REGULATED SUPPLY 


+300 V. 
NOT REGULATED 
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THE “Q” SIGNALS. APPLICABLE TO. 
AMATEUR OPERATION. 


Bees Question | 
QRA | What is the name of your station? 
ORB | How. au approximately, are you from my station? | 
QRG | Will you tell me my exact frequency (wavelength) i 
kc/s (or m)? 
QRH | Does my frequency (wavelength) vary? 
QRI Is my note good? 
ORJ | Do you receive me badly? Are my signals weak? 
QRK Do you receive me well? Are my signals good? 
ORL | Are you busy? . 
QRM Are you being interfered with? 
ORN | Are you troubled by atmospherics? | 
QRO | Shall | increase power? 
QRP Z | Shall | decrease power? 
QRQ | Shall | send faster? 
QRR |. 
ORS | Shall | send more slowly? * 
ORT | Shall | stop sending? 
QRU | Have you anything for me? 
ORV Are you ready? 
OQRW Shall } tefk _.... that you are calling 
Phim onssce see keys. ‘(or Beh era ._m)? 
QRX Shall | wait? When will you call me again? 
, 
QRZ | Who is calling me? | 
QSA | What is the strength of my signals (1 to 5)? 
OSB | Does the strength of my signals vary? i 
QsD Is my keying correct; are my signals distinct? 
QskK | Shall 1 continue with the transmission of all my traffic? 
; | can hear you through my signals. | 
QSL Can’ you give me acknowledgment of receipt? 
OSM Shall | repeat the Jast telegram Iusent you? 
Qso Can you communicate with _.. rene cei. | 
direct (or through the medium of ie 
QSP Will you retransmit to 0... . free of charge? | 
QsSU | Shall 1 send (or reply) on 0. _.ke/s (or m) and/or 
| on waves of Type Ai, A2, A3, “or B? i 
QSV pohallidilcsend a ‘series.of VVoV os xan a ea 
QSW | Will you send on ke/sulote a m) and/or on | 
| waves of Type Al, A2, A3, or B? 3 
Qsx | Will you listen for .... _ feall sign) one 
Re/s= (Ort ee ee m)? 
QsY Shall | change to transmission on _.... kc/s (or 
Bee ere Ste m) without changing the type. “of wave? | 
iS Pe eye Shall | change to transmission on another wave? | 
QSZ | Shall ! send each word or group twice? | 
OTA Shall | cancel telegram No. .. _. as if if had not. 
| been sent? 
| 
QTB Do you agree with my number of words? 
OTC | How many telegrams have you to send? . 
QTH What is your position in latitude and longitude (or by 
any-other way of showing it)? 
QTR What is the exact time? 
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Amateur ''SOS" or distress call (U.S.A.). 


| Send more slowly (_........ 


| Cancel telegram No. 0... 


 TPhes'@xachahinie sis hicccossts anes oe ae ee 


|The namocofiimyastationstsacts ete eee ee 


The approximate distance between our stations is . 


nautical miles (or .......... kilometers). 

n Your exact frequency (wavelength) is... ke/s 
(One Gee eee een m). 

| Your frequency (wavelength) varies. 

Your note varies. 

| cannot receive you. Your signals are too weak. 

| receive you well. Your signals are good. 

1am busy (or | am busy with ........._). Please do 
not interfere. t 


! am being interfered with. 
1 am troubled by atmospherics, 


increase power. — 


Decrease power. 
| Send: faster (20-50 


words per minute). 


Use only in 
serious emergency. 


. words per minute). 


Stop sending. 
| 1 have nothing for you. 
| am ready. 


_ that | am canting him on 


Please tell Sas 
—_ke/s (or 


_ Wait (or wait until | have finished communicating with 


1 will call you at 


o'clock (or immediately). 
You. are’ being ‘called cby 2 ss es ee 
The strength of your signals is 2000. 
The strength of your signals varies. 
Your keying is incorrect; your signals are bad. 


Continue with the transmission of all your traffic; | 
will interrupt you if necessary. 


| give you acknowledgment of receipt. 


Repeat the last telegram you have sent me. 


i can communicate with . 


_ direct (or through 
the medium of is 


free of charge. 


Send (or reply) on 200. ke/s:(or Se Sem) 
and/or on waves of Type Al, A2, A3, or Bes 

Send a series of VV V . ee BRE ae rA ne 

! am genes to send (or | will hata: ON Stes ets 
(or .. ..... m) and/or on waves of Type Al, A2, 
A3, or ‘BL 

1 am listening for Pio eh epee AN (call=sign) son). ee 
KC/Sa(OR Retirees tere pees) m). 

Change: to. transmission on).c-- 3.) ee kc/s 


ees i m) without changing the type of wave 


or Change to transmission on another wave. 


Send each word or group twice. 


as if it had not been sent. 


do not agree with your number. of words; | will repeat 
the first letter of each word and the first figure of 
each number. 


|chaveie es 


=)is 


telegrams for you (or for _...... 


My position is. Ja. latitude: 
longitude (or ‘by any “other way of showing it). 
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Parts Required for Building Equipment Shown in This Book 


The parts listed are in most cases those actually used by our laboratory in constructing the 
models shown. Other parts of equal merit and equivalent electrical characteristics may 


usually be 


CHAPTER 18 


High-Frequency Receiver 
Construction 
Figure 10, page 273 
Dual-Channel Signal Amplifier 


Ci— Millen air padder 

C2, Cc, Cro, Cur, Cisr—Solar Midget 

Cs, C4, Cz, Cs, Ciz, Cis, Cas, Cic—Solar CM-30 

Cs—AMillen air padder 

Ciz, Cis—Solar M8-450 

Ri, Re, Rs, Ra, Rs, Ro, Rz, Rs—Ohmite Little 
Devil 

Ro, Rio—Ohmite Brown Devil 

Ti—Stancor, P-6119 

CH—Stancor C-1708 

Si—Centralab 1473 

Li—Ohmite Z-1 

Millen 69041 forms for all coils 


CHAPTER 19 


Converters for the 28-Mc. and 
50-Mc. Bands 


Figure 3, page 277 
-28-Mc. 6AK5-6J6 Converter 


Ci, Co—Cardwell ZR-15-AS 

C1, C:—National PSE-25 

C;—National PSE-100 

Ci, Cs, Co, Cur, Cis—Cornell-Dubilier 1W 
C1:i— National PSR 

Ri, Rs, Ra, Rs, Ro, Ri—Ohmite Little Devil 
RFC—National R-100 

L-—National XR-2 form 


Figure 7, page 279 
Two-Band Converter 


Ci, Co—Cardwell ER-10-AD 

C:—Hammarlund MC-50-S 

C1, C:—National PSR-25 

C:—National PSR-100 

Cz, Cs, Co, Cro, Cu, Crs, Cis, Crz, Coo—Cornell- 
Dubilier 1W 5 

Cie—Cornell-Dubilier 5R 

Ci:—Centralab 

Cic—Cornell-Dubilier 5W 

Ri, Re, Rs, Ra, Rs, Rz, Rs, Ro, Rio—Ohmite 
Little Devil 

Ri—Mallory 

Li, Lz, Ls—Amphenol type 24 form 

National XR-50 forms in Amphenol 24 form 
bases 


Figure 10, page 281 
Broad-Band Converters 


Ci—Centralab CC20Z 5-yufd. 

Co, Ci, Cs, Co—Cornell-Dubilier 5W 

Cs, Cc, Cz, Cio—Cornell-Dubilier 1W 

C:—Centralab CC32Z 100-pufd. 

Ri, Re, Rs, Ra, Rs, Ro—Ohmite Little Devil 

R:—Ohmite Brown Devil 

RFC—Ohmite Z-1 

S—Centralab 1407 

All coils wound on National type XR-50 coil 
forms 


CHAPTER 20 
V-H-F and U-H-F Receiver 


Construction 
Figure 9, page 286 
U-H-F Converter 


Ci—Cardwell ER-8-BF/S 

Co—Solar Midget Mica 

Cs, C4, Cs—Solar CM-30 

Ri, Re—Ohmite Little Devil 
L:—National XR-50 form 

Oscillator assembly—Cardwell PL-20,024 


CHAPTER 21 


H-F Exciters and Low-Power 
Transmitters 
Figure 3, page 288 
40-80 Meter Transmitter 


Ci—Cornell-Dubilier 5W 
Co—Cornell-Dubilier 1W 

C3, Ci1—Cardwell MR-260-BS 
C:—Cornell-Dubilier BR-845 
Ri, Re, Ri—Ohmite Little Devil 
Rs, R5—Ohmite Brown Devil 
I—General Electric 40A or 49A 
RFC—National R-100 
Ti—Stancor P-6012 
Ls—Stancor C-1709 


Figure 9, page 291 
6L6-809- Transmitter 


Ci—National ST-75 

Co—National TMK-100D 
Cs—Centralab CC20Z 10 uyfd. 

C1, Cs—Cornell-Dubilier 5W 

Cs, Co, Cz, Cio, Cur, Cis—Cornell-Dubilier 1W 
C»>—National STN 
Ci2—Cornell-Dubilier 4-22020 
Cizs—Cornell-Dubilier 4-22010 
Ci;—Cornell-Dubilier 1D 

Ri, Re, Rs, Ra, Ro—Ohmite Little Devil 
RFCi, RFC2—National R-100U 
RFC:—National R-300U 

Li—National XR-1 form 

L2-—National AR-16 series 
S:i—Centralab 2505 or 1411 


Figure 13, page 294 
Bandswitching Exciter 


Ci—Cardwell ZR-50-AS 

C2—Cardwell MR-365-BS 

C:—Cardwell ZU-140-AS 

Ci—Cardwell ZR-35-AS 

Cs, Cu, Crz, Cis, Cis, C21, C2s—Cornell-Dubilier 

5W 

Co,.’ C7, Cs) Cn; Cio, Crs, . Cri, Caz, Cro, ‘Ceo, 
C22, Co:,—Cornell-Dubilier 1W 

Cis, C20, Cso—Cornell-Dubilier DYR-6011 

C21, Cos—Solar M-240 

C25, C2z—Tobe PT-SC-2 

Ri, Rs, Ru, Rit, Reo—IRC AB 

Re, Rs, Ro, Rio, Ris, Ric—IRC BT-2 

Ri—IRC BTS 

Rs, Ro, Riz, Ris, Riso—IRC BTA 


Riz, Ris—IRC DG 
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substituted without materially affecting the performance of the units. 


Si—Centralab 2515 

So, Si—Centralab 2505 
S:—Centralab 2513 
T—Thordarson T-22R07 
CH—Thordarson T-20C54 
RFC—National R-100U 


Figure 16, page 296 

Operating-Table V-F-O Unit 
Ci—Centralab CC-35Z 125 uufd. 
C2—Centralab CC-45Z 250 uufd. 
Cs—Centralab CC-35Z 200 uufd., CC-32Z 50 

uufd. and CC-20N 50 upfd. in par. 

Ci—National ST-150 
C:—National PSR-50 
C:—Centralab 820-C 
C;—Centralab CC-32Z 100 ppfd. 
Cs, Co, Cio, C11, Cre, Cis, Crs, Ciz, Cis 
Ri, Re, Rs, Ra—Ohmite Little Devil 
R;—Ohmite Brown Devil 
Ro—IRC DHA or Ohmite no. 0388 
Li—National XR-50 form 
L2, L3—National XR-2 form 
Li—National XR-2 form 
T—Stancor P-6010 
CH—Stancor C-1708 
Si—Centralab 2542 
RFC—National R-100 
Dial—National ACN 
Cabinet—Bud CU-879 


Solar MW 


Figure 21, page 298 
Six-Band V-F-O Unit 
Ci—National PSE-25 
C2—Hammarlund MC-50S 
Cs, C4, Cs, Cz, Cs, Cio, Cir, Ci2, Cis—Cornell- 
Dubilier 1W 
Cc, Co, Cis—Cornell-Dubilier 5W 
Ri, Re, Rs, Ra, Rs, Rz, Ro—Ohmite Little Devil 
Ro, Rs—Ohmite Brown Devil 
M—Marion HM-2 
SW:i—Centralab 1473 
SW2—Centralab 2505 
Li, Lse—National XR-50 
Output Turret—B&W BTEL 
Cabinet—Bud 1748 


‘Figure 24, page 299 
80-Meter V-F-O 

Ci, Cs—Cornell-Dubilier 5W 

Co, C3, C1—Cornell-Dubilier DT-6S14 
C:—Hammarlund HFA-100A 

Ri, Re, Rs, Ri-Ohmite Little Devil 
L—National XR-50 

Si—Centralab 1415 


Figure 27, page 301 
FM Exciter Unit 


Gi, Cs, Cs, C4, C5, 1Ce,9 C7, Cs, Co, -Cro, 
; Cis, C1s—Solar MW 


~ Cuo—Hammarlund HFA-140A 


Cisa—Hammarlund MC-100-M 

Cis—Solar M25-25 

Ci;—Solar DT 

Cio, Coo—Solar M8-450 

Ce, o2—Solar M10-450 

Ri, Re, Re, Ra, Rs, Rz, Rs, Ro, Rio, Ru, Riz, Ras, 
Ru, Ris, Ris, Riz, Ras, Rei, R22, Res—Ohmite 
Little Devil 
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Rc—Ohmite Brown Devil 
Roo—Centralab 72-105 
Li—-_ Amphenol 24 form 
Ti—Stancor P-6119 
CH—Stancor C-1708 

$1, So—Arrow-H&H toggle 


Figure 32, page 304 
150-Watt Exciter/Transmitter 


Ci—Millen 19140 

C2o—Millen 19050 

C:—Millen. 12510 suitable 

C:—Centralab CC20Z 10 upfd. 

Gs; Crp (Cs; Co, - Cio, Cit, | Cis,” Cis, 9 ‘Cis, 
Ciz, Cis, Cio, C20, C25, Cosx—Solar MW 

Cs, Cio—Solar CM-20 

Cii—Solar $-0221 

Cxu—Solar XQ-2.5-22 

C22, C23, Coi—Solar M8-450 

-Ri, Re, Ra, Rs, Ro, Rz, Rs, Re, Rio, Ru, Ris— 
Ohmite Little Devil 

Rs—Mallory M50MP 

Riz, Ris, Rus, Ris—Ohmite Brown Devil 

RFCi, RFC2o—Millen 34100 

RFCs—Millen 34105 

Si—Centralab 2505 

So—Centralab 1411 

Ss, Si—Arrow-H&H toggle 

Ti—Stancor P-6013 

To—Stancor P-3062 

CH—Stancor C-1001 

Meters—Marion model 53SN 

H-VY Connector—Millen 37001 

Crystal Sockets—Millen 

Grid Coils—Millen 45004 forms 

Plate Coils—Millen 44001 forms for 80, 40 
and 20; Millen 40305 plugs for 10 and 6. 
Coil socket—Millen 41305 


CHAPTER 22 
High-Frequency Power Amplifiers 
Figure 7, page 309. 

Standard Push-Pulf-Amplifier 


Ci—Johnson 200ED20 
C>—Johnson 150DD45 
€:—N-125 
C:—Solar MW 
Ri—Ohmite Brown Devil 
RFC—Johnson 752 
Meters—Triplett 421 
Coils—L:i, Johnson 640 series 
Ls, Johnson 660 series 
If over 1500 volts is used the 680 series 
should be used 
Sockets—Johnson 209B 4-prong 
Johnson 225 for grid coils 
Insulators—Johnson 42 and 55 
Cone insulators—Johnson 501 
Hi-Volt Term.—Millen 37001 
Connection Strip—Jones 4-140 
Dials—Millen 100008 


Figure 19, page 316 
Push-Pull 807 Amplifier 


L-—Millen 44000 series coils with 44500 
swinging antenna link and jack base 

Ci—Millen 24100 variable capacitor 

Co—Millen 12076 variable capacitor 

Ri, Ro—Ohmite Brown Devil ° 

Rs, R1, Rs—Ohmite Little Devils 

M—Simpson model 27, 0-300 ma. rectangular 
case 

RFC—Millen 34105 r.f. choke with insulator 

T—U.T.C. S-55 transformer 

Two Millen 31002 21-inch ceramic standoff 
insulators. Millen 800009 shield, shelf and 
socket for 807‘s, Grid coils wound on Mil- 
len 45005 coil forms. Grid coil socket is 
Millen 33005. Input and output terminals 
Millen 37302. Dials, Millen 100009, 23/4” 
dia, Cone insulators Millen 31011, 


Figure 22, Page 317 
813 Amplifier 


Ci—Johnson 100D70 
C2o—Cardwell ZR-15-AS 
Cs—Sangamo A-2 


C4, Cs, C7—Cornell-Dubilier 1W 
Cs—Sangamo A-25 
Ri— Oh mite Brown Devil 
RFC—Johnson 752 
T—Thordarson T-19F96 


CHAPTER 23 
V-H-F and U-H-F Transmitters 


Figure 4, page 321 
60-Watt FM Transmitter 


Ci, Co—National PSE-140 

Cs, Ci—National PSE-75 

Cs, C-—Hammarlund HFD-30X 

Cz, Cs, Cio, Cie, Cis, Cis, Cis, Cis, Cot, C22, 
C25, C29, C31, C2, €37—Cornell-Dubilier 1W 

Co, Cu, Cis, Ciz,, Cis, C20, Cos, C2s—Cornell- 
Dubilier 5W 

C2i—National TMS-250 suitable 

C2, Cao, Css, Casi, Cas, Cse—Cornell-Dubilier BR 

C27;—Cornell-Dubilier DT 

Css—Cornell-Dubilier TJU 

Ri, Re, Rs, Ru, Rs, Ro, Rz, Rs, Ro, Ru, Riz, Ris, 
Rus, Ris, Riz, Rio, Reo, Rei, Rez, Res, Res, Rae, 
Roz, Res, Reo, Reo, Rai, Rse, Rss, Rsi, Ras— 
Ohmite Little Devil 

Rio, Ris, Ras, Raz, Rss—Ohmite Brown Devil 

R2i—Mallory type N 

Ti—Stancor P-3064 

Ts—Stancor P-8041 

Ts—Stancor P-6133 

CHi—Stancor C-2307 

CH,—Stancor C-1001 

Si—Centralab 1405 

So—Centralab 2507 

Ss, 51—Arrow-H&H toggle 

MA—Simpson Model 127 

Coils—One-inch dia. coil forms National XR-2; 
pre-wound inductors cut from B&W 3011 
“Miniductor” 


Figure 7, page 323. 
829B Amplifier-Tripler Unit 


Ci—Hammarlund HFD-30X 

C2-—Cardwell ER-8-BF/S 

C3, C4, Cs, Cco—CD type 1W 
Ri, Rs—Ohmite Brown Devil 
Re, Ri—Ohmite Little Devil 
T—U.T.C. FT-4 


Figure 10, page 324 
3C24/24G Amplifier 


Ci—Hammarlund HFD-30X 
C2o—Cardwell NP-50-DD 

Cs, Cs, C7—Cornell-Dubilier 1W 
Ri—Ohmite Brown. Devil 

Re, Rs—Ohmite Little Devil 
MA—Simpson 227 

T—Stancor P-3064 


Figure 14, page 326 
500-Watt Amplifier 


Ci—Hammarlund HFBD-100-C 

Cs, Cs, Cs, Cs, Cu, Ciso—Solar CM-30 | 
Cz, Cs, Co, Cio—Solar XQ 

Cizs—Solar XS 

C1s:— Solar MW 

Ri—Ohmite Brown Devil 

R2—Ohmite Little Devil 


Figure 17, page 328 
425-Mc. Transmitter 


Ci, Cs, Cz, Cs—Solar M8-450 

Ce, C1—Solar M25-25 

Cz:—Solar MW 

C:—Solar $-0238 

Ri, Re, Rs, Rs, Re, Rs, Ro, Rio, Rit, Riz—Ohmite 
Little Devil 

R:—Ohmite Brown Devil 

R:—Mallory cat. no. N 

T—Stancor P-6013 

CH:i—Stancor: C-1708 

CH2—Stancor C-1001 


-SW1, So—Arrow-H&H toggle 


Figure 21, page 330 
20-Watt Mobile Transmitter 


Ci—Hammarlund APC-50 
Cz—Hammarlund MCD-100-M 


C:—Hammarlund MCD-35-MX 
C:—Centralab CC20Z 10 upfd. 

Ri, Re, Rs, Rs, Rs, R7—Ohmite Little Devil 
Rv—Ohmite Brown Devil 

RFCi, RFC2—National R-100U 

Vibrator Pack—Mallory VP-552 
Li—-National XR-2 form 


Figure 24, page 332 
50-Watt Transmitter 


Ci—Hammarlund APC with shaft 

C-—Hammarlund HFD-100 

C:—Hammarlund HFD-30X 

Cs, C1—Solar MT 

Go, Cz, Cs,’ Co, 7 Cu, "Cio, (Cisne (Cree Cics 
Cis, Cir—Solar MW 

Cis, C2oo—Solar M8-450 

Cis—Solar M25-25 

Ri, Ro, Rs, Ra, Rs, Ro, Rs, Ro, Rio, Ru, R12, 
Ris, Riz, Ris, Reo, Rei—Ohmite Little Devil 

Rz, Ris, Ris—Ohmite Brown Devil 

Ris—Wound from res. wire 

Ri:—Mallory type N 

Ti—Peerless A-4078X 

To—Peerless A-4099X 

Ts—Peerless M-4081Q 

Si—Centralab 1405 or 2505 

M—Simpson model 127 

Li, Ls—Amphenol no. 24. coil form 

Li—National AR16-10C for 28-Mc. band and 
6-meter coil supported by PB-16 ceramic 
plug 


CHAPTER 24 


Speech and Amplitude- 
Modulation Equipment 
Figure 3, page 334 
8-Watt Amplifier 


Ci, C1, €C:—Solar M25-25 

Ce, Cs, Co, Cio—Solar M8-450 

Cz—Solar $-0221 

C:—Solar S-0240 

C:—Solar S-0230 

Ri, Re, Rs, Ra, Rs, Rz, Rs,, Ro, Rio, Ru, Riz— 
Ohmite Little Devil : 

Ris, Risa—Ohmite Brown Devil 

Ti—Stancor A-4702 

Ts—Stancor P-6012 

CH—Stancor C-1709 


Figure 6, page 336 
High-Quality Amplifier 


Ci, Cs, Cic—Solar M25-25 

Co—Solar P-1821 

Cz—Solar M8-450 

C:—Solar DT 

C;—Solar MT 

Cs, Co—Solar XDC 

Cio, Cu—Solar MW 

Ci2—Solar M8-525 

Ciz—Mallory 

Ciu— Solar M30-150 

Cis—Mallory 

Ri, Re, Rs, Ra, Rs, Rz, Rs, Ro, Rio, R11, Riz, Ris, 
Ris, Ris, Riz, Ris, Ris, Reo, R2—Ohmite 
Little Devil 

Rv—Mallory type N 

Ris—I.R.C. AB or Ohmite Brown Devil 

Ra—I.R.C. DHA 

Rov, Res, Re-—Ohmite Brown Devil 

Ti—U.T.C. R-13 

To—U.T.C. PVM-2 

CH—U.T.C, PA-40 

So—Centralab 1413 


Figure 9, page 337 
250-Watt Class B Modulator 


Ci, C2—Cornell-Dubilier 4-52020 

Cs, Cs—Cornell-Dubilier EB-8800 

Ri, Re, Rs—Ohmite Brown Devil 

S—Centralab 2544 ~. 

T:—Thordarson T-19D05 

T2—Thoerdarson T-11M77 

Ts—Thordarson > T-19F99:. for 811’s, T-19F94 
for 5514's or TZ-40's, or Peerless F-8512B 
for either tube type ; 

CHi—Thordarson T-13C27 

CH2—Thordarson T-68C07 


(Continued on Page 459) 
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Modern Communications Receivers 


Building communications receivers to the standards set by our experienced engineering department for 
over two decades, National has prided itself on the performance of its receivers in the specialized mare 


kets for which they have been designed. 


National post-war receivers incorporate the newest circuit techniques and offer the operator the maxi- — 


mum value per dollar spent. 


National standards are upheld in the 1948 receivers shown on these pages. 


Your National distributor will have these modern receivers on display at your favorite radio store. 


Known and used by hams the world over for 13 years, 
the old HRO now has a new successor — the HRO-7 — 
incorporating every one of its strong points and adding 
a number of modern refinements. Still present is excellent 
signal noise ratio and image rejection. 


Brand new features include: automatic adjustable-thresh- 
old noise limiter; stabilized voltage supply for new high 
frequency oscillator; tone switch; accessory connector, 
socket; and radio-phono switch. 


Special improvements have been added, such as slide- 


rule type calibration on coil sets and lever-type handles 
to facilitate coil changing. The HRO-7 is housed in a 
streamlined gray cabinet with matching speaker. 


FEATURES: 

® Frequency Range of 50 to 430 and 480 to 30,000 KC. 

® AM phone and code reception with maximum bandspreads 
®@ Accessory Connector Socket. 


® New automatic. noise limiter with variable threshold. 


® 5 position wide range crystal filter with phasing control. 


For hams who appreciate engineering, the 
(Ge 22e08)| NC-2-40D will be a thoroughly satisfying pos- 
session. Used by airlines and communications companies 
hroughout the world, the NC-2-40D has become famous for 
ts ability to pick up weak signals, and its fine stability. 


A 10” speaker and a hi-fidelity push-pull audio system afford 
‘one quality that will please the most critical operator. A series 
yalve noise limiter minimizes noise pulses. 


This is a receiver for the ham who demands superb per- 
formance. 


EATURES: : 


® Frequency Coverage from 490 to 30,000 ke. Four AmatéursBand .{10-13, 
20, 40 and 80 meters) with uniform bandspread, 
8 Watts of undistorted audio. 


5 Position wide range Crystal Filter. 


Temperature Compensation, 


® 

° 

@ Single control for band changing and tuning. 
® 

® Amateur Net (with 10” speaker)...$241.44. 


THE NEW 
NC-57 To meet the needs of the many hams who have 
~—e ~ asked for a sensitive, first-rate bandswitchin« 
receiver in the lower price bracket, complete with speaker anc 


power supply in one cabinet, the National Company has devel 
oped the brand new NC-57. 


Although moderate in price, this little receiver incorporates features usuall 
found in the more expensive models. Excellent tone quality, sensitivity 
selectivity and high signal-to-noise ratio afford a level of performance whic 
will be appreciated by any operator. A superb receiver for the beginner, th 
NC-57 will be found ideal as a standby in any amateur station. 


FEATURES: 


1. Continuous frequency coverage from 550 kc to 55 mc. Bandswitching i 
5 ranges. Bandspread tuning at any frequency, 


2. Seven tube superheterodyne (plus rectifier and voltage regulator). 
3. Automatic Noise Limiter. 

4, Built-in loudspeaker and A.C. power supply. 

5. R. F. stage with panel controlled antenna trimmer, 


6. Operates from 105-130 volts, 50-60 cycles A.C. (Provision for batte 
operation.) 


7. Housed in a streamlined gray cabinet. AMATEUR NET... $89.: 


NATIONAL] ~ A new and versatile receiver, popularly priced, 
NC-173 the new NC-173 has received favorable com- 
ment on the ham bands from operators who have found it 
stepped up their percentage of successful QSO's. 


The sensitivity and stability of the NC-173 will not only increase 
your traffic, but will add much to your operating pleasure. 


OUTSTANDING FEATURES: 


Frequency Coverage from 540 KC. to 31 MC. plus 48-56 MC. 

Calibrated Amateur Bandspread on 6, 10-11, 20, 40, and 80 meter bands. 
5 Position Wide Range Crystal Filter. 

Double-Diode Automatic Noise Limiter for Both Phone and C.W. Reception. 
A.V.C. for both Phone and C.W. Reception. 

S Meter with Adjustable Sensitivity for Phone and C.W. 

A.C. Powered — 110/120 or 220/240 volts, 50/60 Cycle. 

Amateur Net (with speaker) — $189.50. 


HFS. An up-to-date successor to the famous Nati 
1-10, the HFS is a new v.h.f. superheteroc 
receiver with a super-regenerative second detector. The 
quency range of the HFS is 27 to 250 mc., continuous cc 
age with six sets of coils. 


The model HFS is capable of receiving CW and AM or 
signals, and is readily adaptable to portable or mobile op 
tion. An antenna trimmer control is conveniently locatec 
the front panel. 


The HFS is extremely versatile in v.h.f. operation for ar 
output jack is incorporated, permitting it to be used as a 
verter in conjunction with any conventional superhet rec 
which tunes 10.7 mc. As a converter, the HFS and supe 
combination results in dual conversion type superhetero 
operation with all its advantages, including excellent in 
rejection at all frequencies from 27 to 250 mc. 


See your National Distributor for Amateur Net Price. 


‘Mouern acto Components 


National radio components have been 
standardized in radio circuits for many 
~ years. They have been voted the favorite 
brand by thousands of amateurs and the 
National NC signature has become a guar- 


antee of quality. 


Listed in these few pages are typical Na- 


tional products. National's 1948 complete 


by 


1914 


catalog of radio products, available in 
1947, will feature new items, designed for 
present-day applications. In addition, 
hundreds of components will be listed and 
recognized as repeat performers by the 


designer or builder of radio equipment. 


Get your copy of the new National catalog 


from distributor or write direct to factory. 


NEW NATIONAL MULTI-BAND TANK 


FEATURES 


@ Tunes amateur bands from 80 to 10 
meters with single 180° rotation of 


capacitor from front-of-panel. 


@ Link pick-up coil matches impedances 


up to 600 ohms. 


® Split-stator capacitor rated at 1500 


volts peak. 


@ Input 100 watts for push-pull or bal- 


anced single-ended operation. 


@ Dimensions 7 ¥,"” long —7” high — 


3” wide. 


@ Rugged construction with ceramic 


insulation. 


SWITCH TO SAFETY AND 
CONVENIENCE! 
MB-100 Amateur Net 
$18.75 


NATIONAL 


DIRECT CALIBRATION DIALS , 


1.Supplementing National's Famous ACN Dial 
— A Whole New Line of Dials Designed for Every 
Amateur’s Requirements. Each one incorporates 
the noted Velvet-Vernier Mechanism. 


2.With the introduction of the ICN, SCN and 
MCN dials, National has recognized and met the 
requirements of the amateur for a versatile line 
of dials for every size and shape of rig. All of 
these dials embody the same 5:1 drive ratio 
Velvet-Vernier mechanism that has made the ACN 
dial the standard of comparison among construc- 
tors everywhere. No other line of dials is so com- 
plete or permits such precision tuning. 


ACN 


SCN 


MCN 


6. See this complete line of dials and other precision 
National parts at your nearest National distributor. 
Write to us direct for any information you may desire. 


e line 
11948 


i For complet 
see Nation 
catalog 


3, The ICN dial meets those hundreds of re- 
quests from amateurs the world over for an 
illuminated ACN dial. Two dial light brackets 
are mounied on the top rear corners of the 
dial and provide efficient and even illumination 
on all bands. The dial scale has been blanked 
out in semi-circular shape to prevent shadow 
casting. Dial scales are the same as those used 


onthe ACN dial. Amateur Net........$6.00 


4. The SCN dial provides the same dial scales as 
the ACN dial but in a reduced size. It is used where 
economy of panel-mounting space is desirable and 
where a smaller dial would be out of proportion 
with the size of the panel. A truly professional ap- 
pearance can now be given your rig. Amateur Net 


$3.00 


5.The MCN dial has been scaled down to lend itself ideally 
to mobile installations and small converters and tuners. It 
may also be mounted on the standard 3-7/32” rack panel 
where such mounting may be desirable. The dial provides 
three calibrating scales and a 0-100 logging scale. On - 
the rear side of the dial, the mechanism extends 1/4” 
below the dial frame. Amateur Net.............-$2./0 


NATIONAL TRANSMITTING CONDENSERS 


_ Maximum capacity of TMS series range 
from 35 mmfd. to 300 mmfd. split- 
stator models available. 


TMC 


Maximum capacity of TMC series range 
from 50 mmfd. to 300 mmfd. 


Maximum capacity of TMH series range 
from 35 mmfd. to 100 mmfd. split: 
stator models available. 


5 ° Minimum : Peak No. of | Catalog 
See See .026” 1000v. See See See 
Catalog Catalog .065” 2000v. | Catalog | Catalog | Catalog 
See See 33,” .085” 3500v. See See _ See 
Catalog | Catalog 5,” .180” 6500v. | Catalog | Catalog | Catalog 
See -See 23%" ” See See See 
See See 3” ” See See See 
See See 475" 2171" 6000v. See See See 
Catalog | Catalog 127%" .359” | 12,000v. | Catalog | Catalog | Catalog 
See See 875" .469” | 15,000v. See See 
Catalog | Catalog 1875” .719” | 20,000v. | Catalog | Catalog | Catalog 


Maximum capacity of TMA series range 
from 50 mmfd. to 300 mmfd. 


TMK 
Maximum capacity of TMK series range 


from 35 mmfd. to 250 mmfd. split- 
‘stator model available. 


Maximum capacity of TML series range. 
from 50 mmfd. to 500 mmfd. 


NATIONAL NEWT RALIZING CONDENSERS 


NC-800A 


NC-800A — The NC-800A disk-type neutral- 
izing condenser is suitable for the RCA-800, 
809, 35TG, HK-54, 5514 and similar tubes. 
It is equipped with a clamp to lock its setting. 
The chart below gives capacity and air gap 
for different settings. 


NC-75 —For 811, 812 etc. 
NC-150 — For HK354, 250TH etc. 


NC-500 — For WE-251, 450TH, 450TL, 
750TL etc. 


‘Disks are aluminum, insulation steatife. 


NC-150 


NATIONAL fF CHOKES 


Makers, of R.F. Chokes for every application, 
some of National's popular amateur chokes are listed. 


Current Inductance Amateur 


Type Inductance Rating DC Resistance 


R-33. 10. UH . 1.0. Ohms +10% 10% 
R-50 2.5 MH ERI Oeee, tO ve 
R-60 4.0 UH 139 Ohms + 10% 10% 
R-100 2.5MH 
R-100-S 2.5MH 125MA. 11. Ohms + 10% 
R-100-U 2.5MH 125MA. 41. Ohms +10% 10% 
R-300 1.0MH 300MA. 10. Ohms+10% 10% 
R-300 2.5MH 300MA. 17.5 Ohms + 10% 
R-300-S 1. MH 300MA. 11. Ohms + 10% 
R-300-S§ 2.5MH 300MA. 7.5 Ohms + 10% 
R-300-U 1. MH 300MA. 10. Ohms + 10% 


The AR-2 and AR-5 coils are high Q 
permeability tuned RF coils. The AR-2 
coil tunes from 75 Mc. to 220 Mc. 
with capacities from 100 to 10 
mmfd. The AR-5 coil tunes from 
37 Mc. to 110 Mc. with capaci- 
ties from 100 to 10 mmfd. 
AR-2 High Frequency Cojl — 


Amateur Net ..... $1.71 
AR-5 High Frequency Coil — 
XR-50 Amateur Net .....$1.46 


The XR-50 coil forms may be wound as desired to provide a permeability tuned 
coil. The form winding length is $4” and the form winding diameter is 2 inch. The 
iron slug is 3%” dia, by %2” long. XR-50 — Amateur Net ....,,....<-.--$1.00 


The .OR Socket is the-same 
as tne XOA Socket except 
that the contacts extend 
radially from base of socket. 
XOR — Amateur Net. . .$.50 
Space limitations allow 
presentation of very few Nationa! XOA 
products. National also manufacturers and distributes: Precision 
Condensers and Micrometer Dials; Receiving and Miniature Con- 
densers; Transmitter Coils, Forms and Tanks; I.F. Transformers; 
Low-Loss Sockets, Insulators, Ceramics and Couplings. 


These are all listed in National's 1948 catalog — available at 
your radio store or direct from the factory. 


' Tolerance 


Ste Oe) OY 
10% 42 


10% eB) 
10% 42 
10% 42 
10% 42 


Net 
$.35 
Aes) 
39 
35 


42 
2 


piece shield for the Miniature 
Button 7 Pin base tubes. The 
shield is available in three 
sizes corresponding to the 
We", 1%” and 2” tube 
body heights. 


XOS-1 For 17%” high tube 
body — Amateur Net. $.48 
XOS-2 For 142” high tube 
body — Amateur Net. $.48 
XOS-3 For 2” high body — 
Amateur Net ......$.48 


dj 


XOS 


The XOA Socket is a sox 
for the Miniature Butta 
Pin base tubes. Low loss m 
filled bakelite insulati 
Mounts with two 4-40 scre 
Socket contacts extend axi 


from base of socl 
XOA — Amateur Net .......$ 


- ign 
Thee oe 
a ee 
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(Continued from Page 450) 
Figure 12, page 339 


Bias Pack and Grid Modulator 


Ci, Ce, C;—Cornell-Dubilier DYR 

C:—Cornell-Dubilier BR-502 

Ri, Re, Rs, Rui—Ohmite Little Devil 

Ri—Mallory-Yaxley 

Rs, Re, Ro, Rio—Ohmite Brown Devil 
7, Rs—Mallory M70MP 

Ti—Stancor A-4351 

T2o—Stancor P-6144 

Ts—Stancor P-6165 

Li, Lo—Stancor C-1001 

SW—Centralab 1415 

RY—Advance or Guardian 

Rect—Selenium Corp. of Amer. 


Figure 16, page 341 
Clipper-Filter Speech Amplifier 


Ci, Cs, Co—Solar M25-25 

C41, Cs, Cu—Solar MW 

C;, Cio, Cic—Solar M8-450 

Ri, Re, Rs, Ra, Rs, Rz, Rs, Ro, Rio, Ria, Riz, Ris, 
Ris, Ris, Ris, Ris, Ris, Ro-—Ohmite Little 
Devil 

Rc—I.R.C. D-13-133 

Riz—I.R.C. D-13-128 

Ti—U.T.C. LS-10X 

T2—U.T.C. A-25 

S—Centralab 1462 

Pi—Amphenol 91-9C3F 

P2o—Jones 3-141 


CHAPTER 25 


Power Supplies 
Figure 21, page 358 
1250-Volt Power Supply 


Ci, Co—Cornell-Dubilier TJL-15020 
Ri—Ohmite 0420 

Ti—-U.T.C. S-64 

2—U.T.C. S-46 may be used 
Si—Arrow-H&H v 
Se—Centralab 2542 


Figure 26, page 360 
2000-Volt/1000-Volt Power Supply 


Ci, Co—Cornell-Dubilier TJU-20020 
Cs, Cs—Cornell-Dubilier TJU-15020 
Ri—-Ohmite 0620 

R2—Ohmite 0969 
CHi—Thordarson T-19C36 
CH2—Thordarson T-19C38 
T:—Thordarson T-19P63 
To—U.T.C, S-71 

TS—Advance 300 

RY—Advance 965B 

HCB:i, HCB2—Heinemann 


CHAPTER 26 


Transmitter Construction 
Figure 4, page 362 ; 
Final Amplifier and Modulator 
of De-Luxe One-Kw. Transmitter 


Ci, C——Hammarlund HFBD-100-C 

C:—Cardwell ZR-25-AS 

Ci— B&W CX-59A 

Cs, Cs, Cz, Cs, Co, Cio, Cu, Ciz, Cis, Cis 
Cornell-Dubilier 4 

C1;—Cornell-Dubilier 6 

Cis—Cornell-Dubilier BR 

Ri—Oh mite Brown Devil 

R2—Ohmite 0613 

RFC:i—_National R-100U 

Li, Le, Ls, Li, L-—B&W BCL or JTCL 

L-—B&W HDVL 

Ti—U.T.C. PA-59AX 

Ts—Electro-Engineering Works 


Figure 5, page 363 
Exciter Unit of De-Luxe One-Kw. Transmitter 
C:i—National ST-100 
C:—National PSE-25 
Cz, Cs, Cs—Cornell-Dubilier 5W 
Cs, Cs, Cz, Cro, Cu, Cr2, Cis, Cis—Cornell- 
Dubilier 1W 
C1sz—Cornell-Dubilier 1W 
Ri, Ra, Rs, Ru, Ris, Ris—I.R.C. BTA 
Re, Re, Rs, Ris—I.R.C. BT-2 
Rs, Riz, Ric—I.R.C. DG 


Rz, Ro, Rio—I.R.C. AB 
RFC—National R-100U 
Si—Centralab 2511 
Se—Centralab 2505 
Ms—Supreme Model 2100 


Figure 6, page 363 


Power Supply and Control Circuits 
for the One-Kw, Transmitter 


Ci, Ce, Cs, C1, Cs—Cornell-Dubilier BR 
Cc, C7—Cornell-Dubilier TJU 

Cs, Co—Sprague oil-filled 
Ri—Ohmite 0568 

Ro—Ohmite 0962 

Ri—Ohmite 0967 

Rs—Ohmite 0925 

Ti—U.T.C. $-59 

Te, Ta—vU.T.C, FT-4 

Ts—Stancor P-8042 

Tc—Stancor P-3024 
T:;—Electro-Engineering Works 
Ts—Kenyon T-389 

Li, Ls—Stancor C-1703 
L2—Stancor C-1720 

Li—vU.T.C. PA-109 

Mi, Moz, Mz—Supreme Instrument 
Ki, Ke—Allen-Bradley B-300 
K:—Advance 400 

TD:i—Advance 300 


Figure 10, page 366 
R-F Chassis of the 807 Transmitter 


Ci—National TMS-250 suitable 

C2—National ST-140 suitable 

C:s—National ST-100 suitable 

C1, Cs—National TMC-250 

Cc, Cz, Co, Cio, Cir, Cis, Crs, Cis, Cis, Coo—Cor- 
nell-Dubilier 1W 

Cs, Ciz2, Ci1z—Cornell-Dubilier 5W 

Cis—National PSR-25 

C2i—Cornell-Dubilier 4 = 

Ri, Re, Rs, R1, Rs, Ro, Rz, Rs, Ro, Rio, Ray 
Riz, Ris, Raa, Ris—Ohmite Little Devil 

RFCi—National R-100U 

RFC:—National R-300U 

Li, Le, Ls—National XR-2 form 

Li—National XR-13 form 

L;s—National XR-13A form 

Si—Centralab 2543 

So—Centralab 2517 

Ss—Centralab 1473 

Meter—tTriplett 421 0-300 ma. d.c, 


Figure 11, page 366 
V.F.0, Unit of the 807 Transmitter 


Ci—Centralab CC32Z 100 uufd. 

C2o—Centralab CC45Z 350 uufd. and Centralab 
CC25N 75 uufd. 

C:—Centralab 820C 

C:—National ST-75 


Figure 12, page 367 


Crystal Calibrator-Audio Amplifier of the 
807 Transmitter 


Ci, C1, C7—Solar M25-25 

Co, Cs—Solar M8-450 

Cz, Cs, Co, Cic—Solar DT 

Co, Cio, Ci2, Cis—Solar MW 

Ri, Re, Rs, Ra, Rs, Rz, Rs, Ro, Rio, Ru, Riz, Riz, 
Ris, Ris, Ris, Riz, Ris, Ris, Reo, Rai, R2, 
R2s:—Ohmite Little Devil 

Rc—Mallory N 

X—James Knights H-16 

Ti—U.T.C. S-18 

L—Miller Mfg. Co, 


Figure 13, page 367 
Power Supply of 807 Transmitter 


Ci, Ce, Cz, Ci—Solar M8-450 
C:—Solar M8-500 

Co, C7:—Solar XLC 

Ti, T2—U.T.C. S-67 
Ts—U.T.C. PA-301 
Tsa—U.T.C. PA-34 
Li—vU.T.C. PA-41 

Le, Ls—U.T.C. R-14 
Li—-U.T.C. PA-40 

Ri, Ro, Rs-—Ohmite Brown Devil 
Ri—Ohmite 0418 


Figure 22, page 371 
R-F Unit of the 807 Transmitter 
Ci, Cs, Cs, Cs, Co, Cz, Cs, Cio, Cir, Cis— 


Cornell-Dubilier 1W 
C1, Co—Cornell-Dubilier 5W 


’ Cio—Cornell-Dubilier 4-22020 


Ri, Re, Rs, Ro, Rz, Ro, Rai, Rio—Ohmite Little 
Devil 

Ra, Rs, Rs, Rio, Ris—Ohmite Brown Devil 

RFCi—Meissner 19-4840 

RFCs, RFCs, RFC:—National R-100 

Si—Centralab 1405 or 2505 

J:—Millen 37001 


Figure 24, page 372 
Modulator Unit of the 307 Transmitter 


Ci, Cs—Solar M25-25 

Co, Cs, Co, Cz, Cs, Cs—Solar DT 

C1—Solar MW 

Cio, Cui—Solar XQ 

Ri, Re, Rs, Ra, Rs, Re, Rz, Rs, Rio, Ru, Riz, R1s, 
Ris, Ris, Ric, Riz, Ris, Rio, Reo, Re1, Ree, Res, 
Ree, Rez, Res, Reo, Rs1, Rss—Okmite Little 
Devil 

Ro—Mallory N 

Res, Ret, Rso—Ohmite Brown Devil 

Ti—U.T.C. FT-6 

Te—Stancor P-4089 

Ts—U.T.C. $-2¢ 

CH—Peerless C-5093X choke with “I” lamina- 
tion removed and repluced by wood 

Si-—Centralab 1415 

S2o—Arrow-H&H toggle 


CHAPTER 31 


Test and Measurement 
Equipment 
Figure 11, page 421 
100-Ke. Frequency Spotter 


Ci—Millen 26100 
Li—-Millen 34010 
Lo—Millen 34103 
X—James Knights type H «6 


Figure 28, page 430 
Audio Oscillator/Test Amplifier 


Co, Go, Cz, C11, Cris, Cis, Ciz, Cis, C1o—Cornell- 
Dubilier BR 

Cs, G1, Cs, Cs, Co, C10, C12, Cis—Cornell-Dubilier 
DT 

R: through Res—Ohmite Little Devil 

Ra—Mallory N 

Res through Rss—Ohmite Little Devil 

Roo, Rao, Rai, Riz, Ras—Ohmite Brown Devil 

Rui—Ohmite Little Devil 

Ti—U.T.C. Fr-6 

Ts—Stancor P-0014 

Ts—Peerless $-39Q 

CH—Stancor C-1710 

Si—Centralab 1442 

So—Centralab 1405 or 2505 

Ss—Arrow-H&H toggle 

Rx—GE S-6 lamps 

Jack shield—National JS-1 

Dial—National ACN 

Panel output terms—National FWH 


CHAPTER 32 


‘Conversion of Surplus Equipment 


Figure 3, page 433 
Power Supply of the BC-312 Receiver 


C1, Co—Cornell-Dubilier BR 

T—U.T.C. R-12 may be used 

CH—U.T.C. R-19 may be used 

Ri—Oh mite Brown Devil 

R»>—Ohmite Little Devil 

S—Arrow-H&H toggle 

F—Bussman HKS fuse holder 
Connectors—Jones P-312RP and S-312FHT 


Figure 4, page 434 
BC-312 Modification 
Ci, Cs, C1, Cs—Cornell-Dubilier DT 
Ce, Ce—Cornell-Dubilier BR 
Ri, Re, Rs, Ru, Rs, Ro, Rs, Ro, Rio, Ru, Rio 
Ohmite Little Devil 
R:—Mallory type 0 
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i tir Model SX-42 Hallicrafters estab= 


lishes-a new high standard of receiver 
performance and versatility. Covering from 
540 kilocycles to 110 megacycles, the SX-42 
combines in one superbly engineered unit a 
top-flight standard and VHF communica- 
tions receiver; standard, short-wave and FM 
broadcast receiver, and high fidelity phono- 
graph amplifier. : 

The tremendous frequency range of the 
SX-42, greater continuous coverage than has 
ever before been available in a receiver of 
this type, is made possible by the develop- 
ment of a new “split-stator” tuning system 


PPROAC 


“GREATEST CONTINUOUS FREQUENCY | 
—from 540 ke. to 110 


and the use of dual intermediate frequency 
transformers. Reception of amplitude modu- 
lated and continuous wave telegraph signals 
is provided for throughout the entire range 
of the SX-42. In addition, a discriminator 
and two limiter stages are available on bands 
5 and 6 (27 to 110 megacycles) to permit the 
reception of frequency modulated signals. 
Musical reproduction of true high fidelity is 
assured by an audio system with a response 
curve essentially flat from 60 to 15,000 cycles 
and an undistorted output of eight watts. 
The controls of the SX-42 are arranged 
for maximum convenience and simplicity of 


$DG 500 Ga ey 


Amateur Net 


Elevating Base 
B-42 — $7.50 


COVERAGE 
Me. AM + FM - CW 


\ 


operation. MAIN TUNING and BAND- 
SPREAD knobs are mounted coaxially, 
focusing the tuning functions in a single 
precision-built unit. BAND-SWITCH and 
VOLUME are located at either side of the 
main dial. Auxiliary controls such as CRYS- 
TAL PHASING, SENSITIVITY, etc., are 
logically placed so that those most frequently 
used are in the most accessible positions. 
Hallicrafters new system of color: coding 
makes it possible for the entire family to en- 
joy this fine receiver, The normal control 
positions for standard broadcast reception 
are indicated by tiny red dots while FM 
adjustments are in green. 


The main tuning knob is provided with a 
precision vernier scale which is separately 
illuminated through a small window in the 
one-piece Lucite main dial housing. The 
main tuning dial is calibrated in megacycles 
and is marked with channel numbers in the 
new FM band of 88 to 108 megacycles. The 
bandspread dial is calibrated for the amateur 
3.0, 7, 14, 28, and 50 megacycle bands. An 
additional logging scale is provided on this 
dial for use in other ranges. The small lock- 
ing knob mounted coaxially with the main 
and bandspread tuning knobs permits either 
to be rotated freely while holding the other 
firmly in position. 


AMATEURS SAY: “Unsurpassed CW performance” 


12 ADDITION to its many new features the 
SX-42 continues all of the time-tried ad- 
vantages characteristic of Hallicrafters top 
models. Freedom from drift and maximum 
stability are provided by temperature com- 
pensation and the use of a type VR-150 
voltage regulator tube. A crystal filter cir- 
cuit combined with variable intermediate 
frequency channel width offers six different 
degrees of selectivity on the four lower 
bands (to 30 megacycles), CRYSTAL 


R-42 SPEAKER 


This is the first speaker of its size to offer the splendid 
advantages of the bass reflex principle. Heretofore 
the famous Jensen-originated bass reflex reproduction 
has been available only in large cabinet speakers. Now 
in this sleek, highly functional design, matching the 
new line of Hallicrafters receivers, the bass reflex fea- 
ture is available in a compact speaker that offers a 
new high quality of reproduction. The R-42 was de- 
signed as a companion 
piece to the SX-42 re- 
ceiver but it may be used 
with any other receivers 
such as the SX-28 and 
the SX-43. The speaker 
size is 8 inches. Two- 
position switch on front 
panel for communica- 
tions or high fidelity re- 
ception. Terminals on 
rear for 500-ohm line. 
R-42 size: 1245 in. deep, 
1134 in, high, 17 in. wide. 


R-42 SPEAKER . «4 « « «2 2 © $29.50 


PHASING, CW PITCH, SENSITIVITY, and 
four-position TONE control for LOW, MED, 
HI FI, and BASS are all conveniently placed 
on the front panel as are RECEIVE/STAND- 
BY, NOISE LIMITER, and AVC switches. 

The beauty and modern functional styling 
of this new receiver are self evident. Without 
in any way detracting from the “precision 
instrument” appearance which character- 
izes fine communications equipment, Halli- 
crafters designers have succeeded in creating 
a receiver which is not out of place in the 
most luxurious surroundings. The rich deep 
gray of the panel, satin chrome “airodized” 
top, and light gray lettering with touches of 
red and green combine with the precision- 
tooled controls and light translucent green 
of the illuminated dials and meter in a har- 
moniously integrated whole. 


DIMENSIONS: Model SX-42. Cabinet only, 20 inches 
wide by 934 inches high by 16 inches deep. Overall, 
20 inchesewide by 1014 inches high by 18 inches deep. 


WEIGHT: Model SX-42. Receiver only, approximately 
52 pounds. Packed for shipment, approximately 65 
pounds. Model B-42, adjustable base, packed for ship- 
ment, approximately 5 pounds. 
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/ DIFFERS SIX BANDS: 


All the Sacengal amateur. 


trequencies from 540 ke. to 108 Me, 


HE Model SX-43 is designed for the dis- 
pl eae etn amateur who demands 
excellent performance and wide frequency 
range at a medium price. This new member 
of the Hallicrafters line offers continuous 
coverage from 540 kilocycles to 55 mega- 
cycles and has an additional band from 88 
tc 108 megacycles. AM reception is provided 
on all bands except band 6, CW on the 4 lower 
bands and FM on frequencies above 44 Mc. 
In the band of 44 to 55 Mc., wide band FM or 
narrow band AM just right for narrow band 
FM reception is provided. 

One stage of high gain tuned RF anda type 
7F8 dual triode converter assure an excep- 
tionally good signal-to-noise ratio. Image 
ratio on the AM channel on band 5. (44 to 
do Mc.) is excellent as the receiver is used 
as a double superheterodyne on this band. 
The new Hallicrafters dual IF transformers 
provide a 455 kilocycle IF channel for oper- 
ating frequencies below 44 megacycles and 
a 10.7 megacycle IF channel for the VHF 
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bands. Two IF stages are used on the 4 lower 
bands and a third stage is added above 44 
megacycles. Switching of IF frequencies is 
automatic, The separate electrical band- 
spread dial is calibrated for the amateur 3.5, 
7, 14, and 28 megacycle bands and in addition 
is used to tune the 44 to 55 and 88 to 108 Mc. 
VHF bands, the main tuning gang being 
disconnected on these frequencies, 

Every important feature for excellent com- 
munications receiver performance is in- 
cluded in the SX-43. The crystal filter and 
expanding IF channel provide four varia- 
tions of selectivity on the lower frequency 
bands. Temperature compensation for free- 
dom from drift, series type noise limiter, 
permeability-adjusted ‘“microset” induct- 
ances in the RF circuits, separate RF and 
AF gain controls, color coding for simpli- 
fied operation by the entire family, beauti- 
ful styling, all destine this new Hallicrafters 
receiver for top place in the moderate 
price field. 


THE HAM ASKS FOR 


ina medium price receiver 


OUTSTANDING FEATURE: Wide band FM, 
AM or narrow band FM on 44-55 megacycles. 


CONTROLS: BAND SELECTOR, TUNING, 
BANDSPREAD, TONE, RECEIVE/STANDBY, 
NOISE LIMITER, CRYSTAL PHASING, SE- 
LECTIVITY, SENSITIVITY, VOLUME AND 
POWER OFF, RECEPTION, CW PITCH. 


EXTERNAL CONNECTIONS: Antenna con= 
nections for doublet or single wire. Input im- 
pedance matches 300-ohm line except on broad= 
cast band which is designed for single wire 
antenna. Speaker terminals for 500 or 5000 ohms, 
Phone jack on front panel. Phonograph input 
connector on rear of chassis. Socket for use with 
external power supply. Remote standby control 
connections in power socket. Power cord, plug. 


PHYSICAL CHARACTERISTICS: The cabi- 
net of the Model SX-43 is styled in the new Hal- 
licrafters pattern and is finished in rich satin 
gray. Panel and chassis may be removed as a 
unit for servicing without disturbing any con- 


R-44 SPEAKER 


Offers for the first time in a professional style cabinet, 
the advantages of an oval speaker. 

The large oval size plus ample baffling give excellent 
low frequency response. The cabinet proportions and 
finish provide a perfect match with any communica- 
tions receivers. Especially designed as a companion 
unit to the SX-43, but it 
may also be used with 
the SX-25, SX-28, and 
SX-42. The speaker size 
is 6 x 9 inches. Two-po- 
sition switch on front 
panel for communica- 
tions on high fidelity re- 
ception. Terminals on 
rear for 500 ohm line. 
R-44 size: 1844 in. wide 
by 844 in. high by 954 in. deep . .. , $19.50 


trols. “Airodized” steel top swings open on full 
length piano hinge for maximum accessibility. 
Panel lettering is in light gray with incidental 
red and green markings for standard and FM 
broadcast reception. Dials are indirectly illumi- 
nated and are a light translucent green. 


TUBES: 1—6BA6 RF amplifier; 1—7F8 con- 
verter-oscillator; 1—6SG7 1st IF amplifier; 1— 
6SH7 2nd IF amplifier and second converter, 
band 5 AM; 1—6SH7 3rd IF amplifier (10.7 Mc.); 
1—6H6 AM detector and noise limiter; 1—6AL5 
FM detector; 1—6SQ7 1st AF amplifier; 1—6J5 
beat frequency oscillator or second converter 
oscillator, band 5; 1—6V6 audio output tube; 
1—5Y3 rectifier. 


OPERATING DATA: The standard Model 
SX-43 is designed for operating on 105-125 volts, 
50/60 cycle alternating current. The universal 
Model SX-43U may be operated on 110, 130, 150, 
220, or 250 volts, 25 to 60 cycles, alternating cur- 
rent. The standard model draws 90 watts at 117 
volts. When operated from external batteries the 
heaters require 3.8 amperes at 6 volts and the 
plate circuit draws 105 milliamperes at 270 volts. 


DIMENSIONS: Model SX-43. Cabinet only, 
1814 inches wide by 8% inches high by 12 inches 
deep. Overall 1814 inches wide by 8% inches high 
by 13 inches deep. 


WEIGHT: Model SX-43. Receiver only, ap- 
proximately 35 pounds, Packed for shipment, 


ine 
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STOP TANK CIRCUIT LEAKS 


« « « With this complete B & W Coil 
and Capacitor assembly 


B & W Type CX Variable Capacitors provide for direct 
mounting of B & W Air Inductors. Wiring is elim- 
inated. Circuit lead lengths are reduced to. an abso-= 
lute minimum. Opposed stator sections in the 
capacitors provide short r-f path. Butterfly rotor 
construction permits grounding rotor at the center 
r-f voltage point with respect to stators. Built-in 
neutralizing capacitors can be mounted on end 
plate. Standard types rated at 500, 750 and 1,000 
watts. Treat your new rig to real tank circuit effi- 
ciency! Write for catalog. 


Neutralizing Plates Available in 4 Types 


B&W B, T AND HD INDUCTORS 


100-WATT, 500-WATT AND 1 KW TYPES 


@ MINIMUM DIELECTRIC IN THE FIELD OF THE COIL 
@ EXTREMELY LOW LOSSES — RUGGED CONSTRUCTION 
@ EXCELLENT APPEARANCE —LOW COST 


Type “B”’ inductor is for use on oscillator and buffer- 
doubler stages developing up to 100 watts. Available 
in center tapped models without link; end links 
center link, center tapped; and variable link— center 
tapped. For 5, 10, 15, 20, 40 and 80 meter bands. 

Type “‘T”’ is specially suited for high powered 
neutralized buffer. and final tank stages where 
powers of 500 watts are developed. Available in center 
tapped models without link; center linked with 
center tap and variable linked with center tap. 
Made for 10, 15, 20, 40 and 80 meter bands. 

Type “HD” is for maximum power and handles a 
kilowatt with ease. Available in center tapped models 
without link; center linked with center tap and 
variable linked with center tap. Made for 10, 15, 203 
40 and 80 meter bands. 


B&W TVH INDUCTORS 


for powers up to 500-watts input 


Here is a special group of units designed for greater 
flexibility through use of an eight plug jack bar. With 
these inductors it is possible to connect automati-« 
cally, a fixed padding capacitor when using the low 


frequency coil. Available for 10, 15, 20, 40 and 80 
meter bands. 


SEE B & W PRODUCTS AT YOUR JOBBER’S 
Write for Complete Amateur Catalog 
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B & W TURRET ASSEMBLIES 


Fast, positive band switching for your rig! Moderate in cost 
— easy to install — adaptable to 80, 40, 20, 15 and 10 meter 
bands. These turrets eliminate absorption effects through 
ee of a unique switching assembly which shorts unused 
coils. 

B & W—75-Watt 2A “BAND HOPPERS”? — A compact 
and panel controlled unit which may be used for interstage 
coupling between two beam power tubes or between bea 
power tubes and triodes. 

B & W 75-WATT TURRETS — for link coupling single 
ended or push-pull low power stages. Mounted on a positive 
action switch arranged for panel mounting through a single 
¥%”’ hole. 

Tvpe JTCL — Center linked, center tapped coils. 

Type JTEL — End linked, untapped coils. 

B & W 150-WATT TURRETS — for single- and double- 
ended circuits. These mount the same as 75-watt turrets and 
are used with tubes operating at voltages up to 1000 volts. 

Type BCL — Center linked, center.tapped coils. 

Type BEL — End linked, untapped coils, 


B & W BABY TURRETS—35-WATTS 


Rated at 35 watts, these compact, 5-band switching units 
cover amateur bands from 10 to 80 meters. They are suitable 
for all services with any of the 50 mmfd. midget condensers. 
Sturdy construction and unusual design assures permanent 
coil alignment and maximum efficiency with the minimum 
number of tubes. Available in four types: BTM straight un- 
tapped; BT'CT — center tapped; BTEL — end linked; and 
BYCL — center linked. All provide vastly improved band 
switching efficiency in low power transmitters and exciter 
stages. 


ANTENNA INDUCTORS TA AND HDA 


These coils are wound with tinned copper wire for ease in 
tapping feeders and have fixed center links for coupling to 
either fixed or variable linked final tank circuits through low 
impedance line. Available for 10, 15, 20, 40 and 80 meter 
bands. Type TA for power input up to 500 watts and Type 
HiDA for power inputs of one kilowatt. 


B & W 3400 SERIES INDUCTORS 


Presenting the utmost in sturdy construction and electrical 
flexibility, these coils are built with an individual internal 
center coupling, adjustable over 360° — permitting precise 
impedance matching up to 600 ohms. For powers up to 500 
watts. Available for 10, 15, 20, 40 and 80 meter bands. 


THE MIDGET R-F COILS 
of dozens of uses 


Goodbye to homemade high-frequency coils! 
B & W Miniductors cost little, are beautifully con- 
structed — and do the job right. Every day, ama- 
teurs, experimenters and equipment manufacturers 
tell us of new applications where Miniductors have 
replaced homemade coils with a big boost of 
efficiency. Use them for receivers, transmitters and 
test equipment —in tank circuits as r-f chokes, 
high-frequency i-f transformers and loading coils 
and for dozens of other purposes. 

B&W “Air Wound” construction permits small 
but sturdy supports with the absolute minimum 
of insulating material in the electrical field. Q 
factor is amazingly high. Standard Miniductor 
diameters are 14/’, 54’’, 34/’ and 1’, each available 
in four different winding pitches. Ask your jobber. 
He can supply these coils, individuaily packaged, 
in standard 2” or 3” lengths. 


VEW! B&W TEST EQUIPMENT ON FOLLOWING PAGE ~\ 


BARKER & WILLIAMSON, Inc. 
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1—MIDGET “BUTTERFLY” CAPACITORS 


With only 25 frontal area of the heavier CX Variable Capaci- 
tors, these new B&W JCX units are ideal for general uses — 
especially for medium-powered triode or tetrode stage plate 
circuits. Coils can be mounted directly on the capacitors. 


2—VFO EXCITER 


Stability of the highest order. 
This new Model 500 B&W VEO Exciter is both a low-powered 


transmitter and a deluxe exciter for the amateur who demands 
an exceptionally high degree of mechanical and thermal stabil- 
ity. The ideal Exciter for those who want ultimate VFO control 
at moderate cost. 


The Model 502 VFO complete with dial assembly and full 
instructions may be obtained separately. 


3—AUDIO OSCILLATOR 


For any application where an extremely stable, accurately 
calibrated source of frequencies between 30 and 30,000 cycles is 
required. 


Small size, light weight, ease of operation and outstanding 
performance make this B&W Model 200 Audio Oscillator une 
surpassed for distortion or frequency measurements, 


4—AUDIO FREQUENCY METER 


For direct measurement of audio frequencies up to 30,000 
cycles. 


A compact, light weight, highly efficient instrument for 
routine checking of audio oscillators and tone generators or for 
direct measurements of unknown audio frequencies. Six ranges 


cover from 0-100; 300; 1,000; 3,000; 10,000 and 30,000 cycles. 


5—DISTORTION METER 


An ideal meter for frequency analysis. 


Designed for measuring low-level audio voltages and deter 
mining their noise and harmonic content, the B&W Model 
400 Distortion Meter is a highly satisfactory instrument for 
either field or laboratory use. It is also well suited for measur- 
ing frequency and gain characteristics of audio amplifiers 
where a vacuum tube voltmeter is required in the audio range. 


6—SINE WAVE CLIPPER 
The B&W Model 250 Sine Wave Clipper is a device for gen- 


erating a test signal that is particularly useful for examining 
the performance characteristics of audio frequency circuits. 
Small size, 534” x 334” x 24%”. Light weight coupled with low 
price make this entirely new instrument of great value to the 
discriminating amateur or technician who wishes peak per- 
formance in audio equipment. 


B & W COILS — Including Famous **Air Wound” types 
FOR ALMOST EVERY ELECTRONIC APPLICATION 


See Previous Pages 


COAXIAL 
CONNECTOR “CC-50” 


For Efficient, Watertight Coaxial 
Cable Connections 


FEATURED BY LEADING DISTRIBUTORS. DATA. 
BULLETIN COVERING ALL TYPES ON REQUEST 


BARKER & WILLIAMSON, Inc. 


237 FAIRFIELD AVENUE, UPPER DARBY, PA. 
EXPORT: ROYAL NATIONAL CO., INC. e 75 WEST ST., NEW YORK, N. Y. 
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PAPER, MICA. AND 
FP CAPACITORS 


TRANSMITTING 
CAPACITORS 


FIXED AND ADJUSTABLE 
RESISTORS 


SY 


VIBRATORS ; AND 
VIBRAPACKS* 


POTENTIOMETERS 
AND RHEOSTATS 


NOISE FILTERS 


When you go fo the time and 
expense of building a new 
rig, it doesn’t pay to take 
chances on unknown com- 
ponents. Protect your work 
with APPROVED PRECISION 
PARTS: make it Mallory and 
make sure. 


Mallory was first to introduce 
many components fo the radio 


*Reg. U. S. Pat. Off. 
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field—first, too, to standardize 
and simplify their manufac- 
ture. The very name Mallory 
PREMIUM QUALITY. 
It’s a guarantee of performance 


means 


for which you pay no more. 


Expect more from Mallory: 
you're certain to get it. See 
your Mallory Distributor. 


“HAMBAND”" SWITCHES 


- Roromane BEAM 


LAPEST ADDITION TO FAMOUS JOHNSON LINE 


The soltition to QRM on the crowded DX bands is the new 
JOMNSON Rotometic Antenna Array. It’s strong, light, 
has broad band characteristics and provides tremendous 
increase in signal strength,two band operation is possible 
with the Deluxe modelefwo 3-element arrays can be matched 
and fed with the,sdme efficient open wire transmission line. 
On ten, as mafiy as four elements can be used. 


The-Grive unit is really heavy-duty — providing rota- 
tion’ through 360° at 144 RPM. May be purchased without 
motor for hand drive. The combined direction indicator, 
with great circle map and beam control is a marvel of operat- 
ing efficiency —- where speed counts as never before. 


New direction indicator 
and beam control is 
Selsyn motor operated. 


Heavy-duty drive unit 
is self-lubricating and 
fully enclosed. 


JOHNSON Insulators are specifically designed to 
handle high RF with low loss. They possess, in addition, 
logical proportions, clean-cut accurate molding, and 
high grade nickel plated brass hardware with milled — 
not stamped — nuts. The Johnson line includes stand- 
off, cone, thru-panel, antenna, feeder and strain 
insulators, 


To round out its line, JOHNSON recently purchased 
the entire Gothard line of fine pilot lights. The Gothard 
line is a complete line and will be maintained to pro- 
vide a wide choice and permit selection of a light 
which will more exactly meet your needs. All metal 
parts are brass with the exception of hex nuts. Parts 
are heavily plated and jewel holders are polished 
chrome or nickel, 


The Speed X line, long a leader in its field, is now 
manufactured by JOHNSON. It includes everything 
from buzzers to high speed semi-automatic keys. Pic- 
tured are the hand key, Model 326, and beautiful 
chrome finish, new and improved Model 501 semi- 
automatic. Model 501, Amateur Model 515 and 
Junior 510 also available in left hand models. 


JOHNSON Tube Sockets have consistently led the 
way to better design for better results. Present day 
demands for ever better radio- electronic circuits 
and equipment are more than adequately met with 
JOHNSON Tube Sockets. Superior in mechanical 
and electrical design, JOHNSON Tube Sockets are 
available in both standard and ‘‘special”’ sizes. 
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NEW CABINETS, 
RADIO PANELS ‘ Lit 


PLE as 


Foreman LLIN 


ale apED 


CONDENSERS 


11. A SAMUS UAME Cn Radés 
. F. JOHNSON CO. WASECA, MINNESOTA 
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3X2500F3 


4X500A 


VARIABLE : 


VACUUM CAPA Tor | Vv 
VACUUM CAPACITOR , Cc ACUUM PUMP CONNECTOR 


Listed on these pages are Eimac tubes, "proven in service’ for more than a decade in the most 
outstanding electronic equipment in operation. When you invest in a product trade marked ''Eimac™ 
you are assured of the utmost in performance and dependability . . . backed by the reputation of 
America's foremost manufacturer of high-frequency transmitting tubes. 


Further data and application notes are available, write direct, or see your dealer, 


EITEL-McCULLOUGH, INC., 184 San Mateo Avenue, San Bruno, California 


HEAT DISSIPATING | 


VACUUM SWITCH 


EIMAC TUBES 
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25T 2000 


3024 2000 75 
35T 2000 150 
35TG 2000 150 
UH50 noee 1250 125 
75TH 0.25 4150 3000 225 
75TL 5.0 6.5 Ean ee2e3 oso O <A sab0 3000 225 ... 
2039* 6.3 eu .< 1.95 6.5 0.30 - 21,000 1000 1001 . 
100TH 0.4 5500 3000) 2252.57... 20. 100 
100TL’ 0.4 2300 3000 225 : 
152TH 50r10 130r6.5 20 7.0 0.5 8300 3000) "4505s. 2 ele, 100.2150 
152TL 50r10 130r6.5 11 5.0 4.8 0.8 7150 3000 500 ... .. 25 150 
3C37* 6.3 2.4 3.50 4.25 0.60 8000 1000/22 scete ut tt pase 150 
250TH 5.0 10.5 37. 2.9 5.0 0.7 ~ 6650 4000 350 ... .. 40 250 
-250TL 5.0 10.5 13 3.0 0.5 2650 4000 350 re 
304TH 50r10 260r13 20 9.4 14.60 1:0 16,700 3000 900 ... .. 60 300 
304TL Sor10 260r13 11 10.0 10.0 1.5 16,700 3000 1000 ... .. ‘50 300 
450TH 7562) 12.0 38° «4.7 8.1 0.8 6650 6000 500 ... .. 80 450 
450TL 7.5 12.0 19 5.0 6.6 0.9 6060 6000 500 
750TL 725 22120 15 4.5 6.0 0.8 3500 6000 1000 
1000T 7.5 16.0 30 4.0 6.0 0.6 9050 6000, 1750. 5.. <2: 80 
1500T 7.5 26.0 24 «7.0 9.0 1.3 10,000 6000 1250 ... .. 125 1500 |200.00 
2000T 10.0 26.0 20 9.0 13.0 1.5 11,000 6000 1750 ... .. 150 2000 {250.00 
3X2500A3* 7.5 48 20 20 1.2 20,000 5000. 2000 ... .. 125 2500 |165.00 
3X2500F 3* 7.5 48 20 20 48 1.2 20,000 
3X 12500A3* 5. 0,000 


4-65A 2.1 4000 3000 150 400 


4X100A* 6. 2.8 45 02 14.1 4.7 12,000 1000 250 300 
4-125A 50 62 62 003103 30 2450 3000 225 400 
4X150A* 6. 2.8 4S 202 - 4.i-% 4:76 212000 1000. 250 300 
4-250A 5.0 14.5 006 12.7 4.5 4000 4000 350 600 


4000 300 450 30 500 
6060 700 1006 1000 | 108.00 


4X500A* 5.0 12.2 .. 005 11.1 3.75 5200 
4-1000A 7.5 21 7.2) 24 27.2 =*7,6- ~ 10,000 


Sas MERCURY VAPOR RECTIFIERS HIGH VACUUM RECTIFIERS 


866A RX21A 872A KY21A_ . 2-150A 2-150D 
‘KY-21) 
(866° #RX-21) 1872, ‘Grid Control) (152-R; (152-RA, 
0 


1. Filament Voltage 2.5 x 

2. Filament Current 5.0 aoe 10 meres 7.5 amperes 10 amperes 6.5 13,0 13,0 10.5 

3. Peak Inverse Voltage 10,000 11,000 10,000 11,000 30,000 30,000 60,000 

4. Peak Plate Current 1.0 amperes 3 amperes 5.0 amperes 3 amperes 

5. Average Plate Current .25 amperes .75 amperes 1.25 amperes .75 amperes -100 amperes .150 amperes .150 amperes .250 amperes 


[SCAR CETTE SEG EC AT EE 


[vsfooeme | re fons [ve | 0 
Perf Pee 


| .570 | 


Piro [oe [os [oe Do 


ere 20 | VC12-20 | VC25-20 ran 20 | VC6-32 | VC12-32 | VO25-32 | VC50- ee 


| 12-mmtd | 25-mméd | | 6-mmtd | 12- | 12-mmfd | 25-mmtd | 


Sener 20- eee eae eee KV —— eee KV — 
RF Peak 


VEE ere Genera AA rae 


Single pole double throw switch within a 
high vacuum adaptable for high voltage 
switching. Contact spacing .015". Switch 
will handle R-f potentials as high as 20 Kv. 
In DC switching will handle approximately 
1.5 Amps at 5 Kv. 


VS-1...| Same as above except for slightly smaller 
glass tubulation. 


HV-1 Diffusion Pump 


An air-cooled vacuum pump of the oil-diffusion type. Capable of reach- 
ing an ultimate vacuum of 4 x 10-7 mm. of mercury when used with a suitable me- 
chanical forepump. Speed ‘without baffle approximately 67 liters/second at 4 x 10-4 
to 4.x 10" mm. 
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VHF 152A RME 84 
EYP ES 
RSATILE RME 84 


THE RE 84 is versatile because it can 


be used for home, Boesble or mobile opera- 
tion. It operates off 110 AC or a 6 volt 
power pack with cable attached. Optional 
equipment for the RME 84 is the RME VP2 
— power pack and the carrier level ''S" 
meter, CM-I, both with cord and plug. 

It's an all band coverage receiver for 
phone or CW — RME's first entry into the 
lower priced communications field, and built 
to RME's rigid specifications of quality 
components and quality workmanship. 
Other features include: 


Excellent over-all sensitivity 

All gear and planetary tuning 
mechanism 

New "loctal'’ tubes 

Four tuning ranges: .54 to 44 MC 
One preselector stage 

Automatic noise limiter 

Self contained shock mounted P 
speaker 

Seven tube superheterodyne gjr- 
cuit, excluding rectifier. 


DBE 22h 


: TYPES 
.., JHE VHE 152 
Utilizi i the aay ettective double 


cd#libration. 


ANTENNA CONNECTIONS 


Provision is made for the use of four 
Thus each 


band has its own especially designed an- 


separate antenna connections. 


tenna input circuit. Other features include 
an individual power supply, shielded output 
calibrated dial, 
tuning mechanism, voltage regulator, VHF 


cable, all-gear planetary 


oscillator circuits that are temperature sta- 
bilized and new high gain miniature tubes. 


FINE COMMUNICATIONS EQUIPMENT 


RADIO MFG. ENGINEERS, inc. 
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DB 22-0 
STANDARD 


The RME 45 communications receiver 
provides peak performance on both the 
high and low frequencies. It's accomplished 
by the use of loctal tubes—shorter leads— 
reduced distributed capacity and tempera- 
ture compensating padders. 


Especially desirable are two additional 
refinements—Cal-O-Matic two speed tun- 
ing and calibrated bandspread. Two speed 
tuning tunes fast to cover the band, tunes 
slowly to find the station. It provides the 
maximum in mechanical and electrical effi- 
ciency. Other features include: 


¢ Streamlined two-toned cabinet that 
matches the Standard DB 22 A and 
VHF 152 A in size and appearance 
Six Bands, 550 to 33,000 KC 
Automatic Noise Limiter 

Variable Crystal Filter 

Signal Level Meter 


THE HF 160-26 CONVERTER FOR 
10-11-15 and 20 METERS 


Because of the double conversion system, the HF 10-20 
provides outstanding and imageéless reception on the 
above frequencies. And it's an especially vital adjunct to 
those receivers that tune only to 18 MC. Features include 
provision for four separate antennas, self contained power 
supply, planetary tuning mechanism and many others. 
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RME 45B 


VEE T52A 
STANDARD 


The new DB 22 A has been completely 
redesigned for greater efficiency and higher 
signal to noise ratio. It uses two of the 
new efficient 6BA6 miniature tubes. The 
DB 22 A provides tremendous increase in 
both gain and selectivity when used with a 
good communications receiver. Average 
overall gain is 30 DB achieved throughout 
the tuning range of .54 to 44 MC. Image 
rejection is phenomenal — better than 50 
DB with a communications receiver having 
a single stage of RF. The DB 22 A has its 
own power supply —is entirely self con- 
tained — entirely in a class by itself! This 
preselector also comes in two models to 
match in size and appearance either the 
RME 45 or the RME 84 receivers. The 
larger cabinet of the DB 22 A matches the 
RME 45, the DB 22 A ‘Type S'' matches 
the smaller RME 84. The price is the same. 
Both are identical except for cabinet size. 


BROWN DEVIL 
RESISTORS 


Small, extra sturdy, wire 
wound, vitreous enameled 
resistors for voltage drop- 
ping, bias units, bleeders, 
etc. Proved right in vital in- 
stallations the world over. In 5, 10 and 
20-watt sizes in values to 100,000 ohms. 


CENTER TAPPED 
RESISTORS 


ADJUSTABLE 
DIVIDOHMS 


You can quickly adjust these 
handy vitreous enameled Dividohm 
resistors to the exact resistance you 
want, or put on one or more taps wher- 
ever needed for multi-tap-resistors and 
voltage dividers. In 7 sizes from 10 to 
200 watts. Resistances to 100,000 ohms, 


= Ge Right with 


Bo Sa, 


DUMMY ANTENNA 
RESISTORS 


To check r.f. power, determine 
transmission line losses, check 
line to antenna impedance match. 
Helps tune up to peak efficiency. 
Noninductive, non- capacitive, 
constant in resistance. 100 and 
250-watt, in various resistances. 


NEW 
HIGH FREQUENCY 
CHOKES 


ke layer wound Om low 
¢ : : i 

wer factor steatite er bake- 

CGTES, with meisture: 


{ - X > 
OH, Coating. SEN Ci STG 


PARASITIC 
SUPPRESSOR 


Small, light, compact nonin- 
ductive resistor and choke in 
parallel, designed to prevent 
u.h.f. parasitic oscillations which oc- 
cur in the plate and grid leads of push- 
pull and parallel tube circuits. Only 
134” long over-all and %” in diameter. 


RHEOSTATS...RESISTORS...CHOKES... 


POTENTIOMETERS...SWITCHES 


AecurdteOcperdable li cneg lived 


CLOSE-CONTROL 
RHEOSTATS © 


Insure permanently smooth, 
close control in communi- 
cation, electronic and elec- 
trical devices. Widely used 
in industry.. All ceramic, 
vitreous enameled. 25, 50, 75, 100, 150, 
225, 300, 500,.750 and 1000-watt sizes, 


RB-2 DIRECTION 
INDICATOR 
POTENTIOMETER 


A compact, low cost unit used in 
a simple potentiometer circuit as 
a transmitting element to indi- 
cate, remotely, the position of a 
rotary-beam antenna. Used with a 0-1 
milliannneter and 6-y. battery. 


< 


je LITTLE DEVIL 

INDIVIDUALLY MARKED 
INSULATED 

ra COMPOSITION RESISTORS 


ak New, tiny, molded fixed resist- 

<< ors each marked with resistance 

and wattage rating. 14 Watt, 1 watt, 

and 2 watt sizes, --10% tolerance. Also 

+5% in % and 1-watt sizes. 10 Ohms 

to 22 megohms. Sold only through 
Ohmite distributors. 


© IF M 
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OQHMITE MANUFACTURING COMPANY 
4848 Flournoy Street, Chicago, U. S. A. Cable ‘‘Ohmiteco” 


HIGH - CURRENT 
TAP SWITCHES 


Compact, all ceramic, multi- 
point rotary selectors for A.C. 
use. Silver to silver contacts. 
Rated at 10, 15, 25,50 and 100 
amperes, with any number of 
taps up to 11, 12, 12, 12, and 
8 respectively, Single or tandem. 


MOLDED 
COMPOSITION 
POTENTIOMETER 


A high quality 2-watt unit 
with a good margin of 
safety, for industrial and 
amateur use. Unaffected by heat. cold, 
moisture, or length ef service: Sold 
only through Ohmite distributors. 


HANDY 
OHM’S LAW 
CALCULATOR 


Figures ohms, watts, volts, amperes—quickly, eas- 
ily. Solves any Ohm’s Law problem with one setting 
of the slide. New pocket, size—9”x3” has all comput- 
ing scales on one side. Resistor color code on back. 
Send 25¢ in coin to cover handling cost. 


SEND FOR FREE CATALOG 
Stock catalog lists hun- 
dreds of units, gives 
helpful information. 


In addition, Centralab has just announced a 
sensational new quality line of miniature ce- 
tamic disc capacitors. “Hi-Kap” permanent 
Ceramic-X stability assures utmost reliability 
in small physical size and low mass weight. 


For television units, ““Hi-Vo-Kaps” offer high 
voltage, small size . . . as filter and by-pass 
capacitors in video amplifiers for high DC 
voltages with small component AC voltages, 
Choice of three terminal types, 


Other capacity values available. Inquire now! 


“Hi-Kaps” are rated at a guaranteed minimum 
capacity for applications where close toler- 
ances are unnecessary. Lowest minimum capac- 
ity will be exceeded by a substantial amount 
in all units. 


Revolutionary, new CRL Slide Switch saves 
space, allows short leads, convenient location 
to coils, reduced lead inductances for increased 
efficiency in low and high frequencies. Maxi- 
mum teliability and long service life assured. 


First in component research 
that means lower costs for 
the electronic industry. 


Here are Exclusive New 
CENTRALAB 


Developments 


EW Multi-Unit ‘“Couplate’” assures fast, 

precision wiring on interstage couplings. 
First commercial application of the “printed 
circuit”, the Couplate is a complete inter- 
stage coupling circuit which combines into one 
compact unit the plate load resistor, the grid 
resistor, the plate by-pass capacitor and the 
coupling capacitor, 


Coupling Cap. 


Se 


Plate 
Load 
Resistor 


Plate RF. 


exces By Pass Cap. 


“Cc; 


+ | 
Plate Suppiy 


os 


Each Coxplate is an integral assembly of “Hi- 
Kap” capacitors and resistors closely bonded 
to a ceramic plate and mutually connected by 
metallicsilver paths “printed” on the base plate, 


Centralab’s newest control is designed for mini- 
ature receivers, amplifiers, and hearing aids. 
No bigger than a dime, high quality perform- 
ance is assured. It’s perfect companion for 
sub-miniature tubes, batteries, etc. 


Specially designed for transmitters, power sup- 
ply converters, X-ray equipment, etc., CRL 
medium-duty Power Switch gives efficient pet: 
formance up to 20 megacycles. Minimum life 
operation of 25,000 cycles without failure. 


Makers of a complete line 
of components for the 
electronic industry. 


SWITCHES . .. complete line featuring high quality, rigged construction for every 
. type of electronic and industrial application, 


1) “F’? Index: for simple band change or radio-phono operations or general 
switching applications. V-spring. Life test — 5 positions — 10,000 cycles. 
2) “G’’ Index: ideal for industrial applications. Coil spring replaceable with- 
out removing switch. Life test — 5 positions — 250,000 cycles. 

3) “‘H” Index: (at right) primarily for band change and: general tap switch 
applications. Spring and ball mechanism. Life test—5 positions—10,000 cycles. 
4) Tone Switch: 3-4-6-8-9 or 10 clips available in tone switch group. All rated 
at 6 watts. Contact resistance less than 234 milliohms. 

5). Lever Switch: features coil spring mechanism with index spring replaceable 
without removal of switch from chassis. Life test — 50,000. cycles. 

6) Power Switch: designed for special industrial and electronic uses. Efficient 
performance up to 20 megacycles. Life test — 25,000 cycles, 


CONTROLS . .. full line featuring dependable performance, long life, low noise 
level and wide range of possible variations, 


1) ‘‘R’? Radiohms: two types — wire wound rated at 3 watts, composition 
rated at 1 watt. Both types can be twinned. Available with AC line switch. 
2) ‘“‘E’”? Radiohms: Composition type. Rubbing contact. 6 different resistance 
tapers. Rated at 14 watt. Available with AC line switch. 
3) “‘M’? Radiohms: most versatile control of all. Composition type. Rated at 
¥/, watt. Can be twinned, tripled—twinned with switch or with concentric shaft. 
4) ‘1’? Radiohms: no bigger than a dime, for miniature receivers, amplifiers. 
; Rating 1/10 watt. Low noise level, shielded, from dust, lint, etc. 
5) Switch Covers: five types for eR Radiohms, 4 types for “M’” Radiohms, 
1 type for “E”’ Radiohms. Rated at 3 amp. 125 volts, 1.amp. 250: volts. 
6) Rheostats: for commercial use such as small motor speed controls, charg- 
ing rate adjusters, etc. Two sizes available: 25 and 50 watt. 


CAPACITORS . . . made with Centralab’s high dielectric constant Ceramic-X, com- 
bining economy, convenient size and extreme dependability. 


1) TC Tubulars: stable, having no appreciable change with aging, humidity or 
temperature. 4 sizes, capacity from 860 to 1 mmf., rated at 500 WVDC. 

2) BC Tubulars: for use where temperature compensation is unimportant, Four 
tube sizes. Capacity from .000010 to .01 mfd., 500 WVDC. 

3) High Accuracy: for rigid frequency control applications. Capacity tolerance, 
+ 5%. Standard working voltage 500 volts DC. | 

4) High Voltage: Capacity tolerance ++ 10%: Five sizes from 5000 to 15,000 
WVDC. Flashover voltage from. 10,000, to 30,000 VDC. 

5) Disc: miniature disc capacitors combining ‘utmost reliability ‘with small 
physical size, low mass weight. Diameter 54”. Thickness 5/32". 

6) Trimmers: four basic types. Working voltages 500 DC. Flash test 1100 correc 
VDC. Power factor, less than 0.2% at 1 megacycle. L SOs 


CERAMICS . . . engineered for special industrial and electrical applications requir- 
ing specific properties of hardness, coefficient of expansion, porosity. 


1) Steatite: Uniform white, high dielectric strength, high mechanical strength, 
low dielectric loss at high frequencies. Impervious to moisture and common 
acids, does not warp in use, will withstand high temperature and its charac- 
teristics remain stable with age. 

2) Centradite: For use where low thermal expansion and high resistance to 
heat shock is desired. Composed chiefly of Cordierite, a magnesium alumi- 
num silicate crystalline material. White in color and low in porosity. Varia- 
tions available for specific design and production needs, 

3) Zirconite: Has low coefficient of expansion and good thermal shock proper- 
ties plus high strength characteristics. Recommended for extruded or wet- 
pressed shapes. Variations of this material also available to meet specific de- 
sign and production requirements. 


CENTRALAB 


Division of GLOBE-UNION INC, ® Milwaukee, Wis. 


are fully listed and described in our general componen 


parts catalog. A copy is availabe either through y 
distributor or direct from any of our district offices 


or the factory. 


RADIO HARDWARE 
WIRES AND CABLES 


Since 1923 — pioneers in the design 
and manufacture of Wires—Cables 
—Plastic and Push-back Hook-up 
Wires—Radio Hardware—Shielded 
Microphone Cable and S. J. Cable 
—also Ceramics, Porcelain and 
Steatite Insulators—Antennas, etc. 


Specify and use “BIRNBACH” 
Products — an old, reliable name in 


the Radio-Electronic Industry. 
Complete stock at your Dealer, 
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806 1000 watts input* at 30 Mc. 
808 300 watts input* at 30 Mc. 
810 750 watts input* at 30 Mc. 
811 225 watts input* at 60 Mc. 
812 225 watts input* at 60 Mc. 
833-A 1000 watts input* at 30 Mc. 
8005 300 watts input* at 60 Mc, 


2E26 33 watts input* at 150 Mc. 
807 75 watts input* at 60 Mc. 
813 500 watts input* at 30 Mc. 
815 68 watts input* at 150 Mc, 
829-B 120 watts input* at 200 Mc. 


RCA KR | AND RATRO 


5R4-GY Full-wave, vacuum type. With 
choke input, 175 ma. at 750 
volts. 

816 Half-wave, mercury-vapor type. 

Two tubes in full-wave, 250 

ma. up to 2380 volts. 

Half-wave, mercury-vapor 

type. Two tubes in full-wave, 

500 ma. up to 3180 volts. 

2050 Gas thyratron. Up to 200 ma. 
at 400 volts in grid-controlled 
full-wave circuit. 

5557. Mercury-vapor thyratron. Up to 
1 amp. at 1500 volts in full- 
wave choke-input circuit. 


866-A 


2C43 20 watts input* at 1500 Mc. 
4-125A/4D21 

500 watts input* at 125 Mc. 
6C24 1000 watts input* at 160 Mc. 
826 130 watts input* at 250 Mc. 
8025-A 50 watts input* at 500 Mc. 


*Maximum value, class C telegraphy service. 


THE FOUNTAINHEAD OF MODERN TUBE DEVELOPMENT IS RCA 


TUBE DEPARTMENT 


HARRISON. WN. J. 


431 


@ RCA has a popular tube for every 
amateur service, every power and 
every active band. A few of the best- 
known types in each classification 
are listed. 


In addition, there are special- 
application types, such as voltage 
regulators, phototubes, acorns, kine- 
scopes, tconoscopes, and the well- 
known receiving types in metal, 
glass, and miniature. 


Your local RCA Tube Distributor 
has complete technical data on all 
RCA tube types. Contact him for 
further information, or write RCA, 
Commercial Engineering, Section 
M-67, Harrison, New Jersey. 


Free—RCA Headliners for Hams 


. . 4-page folder, gives power tube 
voltages, currents, driving power, dissi- 
pations, etc., for each tube service. Indis- 
pensable to every 
Amateur who builds 
transmitting equip- 
ment. Ask your RCA 
‘Tube Distributor for 
a copy of Headliners, 
or write RCA, Com- 
mercial Engineering, 
Section M-67, Harti- 
son, New Jersey. 


RADIO CORPORATION of AMERICA 


CORNELL- DUBILIER CAPACITORS 


have long been noted for their extra measure 
of dependability and stability of electrical 
characteristics. Today — as radio digs deeper 
and deeper into V-H-F and U-H-F — this C-D 
“extra” gives hams complete assurance of 
accurate tuning, frequency stability, and un- 
interrupted operation. 


Cornell-Dubilier Electric Corporation, Dept. 
AH8, South Plainfield, N. J. Other plants 
at New Bedford, Worcester and Brookline, 
Massachusetts, and Providence, Rhode Island. 


KEEP YOUR RIG ON THE AIR—ON YOUR FREQUENCY 
WITH THESE C-D CAPACITORS 


TYPE TJU 


Dykanol transmitter filter capacitor — compact, 
safety-rated, supplied with universal mounting 
clamp and heavily-insulated terminals. Hermet- 
ically sealed against all climatic conditions, 
Housed in sturdy steel container, aluminum- 
painted non-corrosive finish. Can be mounted 
in any position. Extra high dielectric strength. 
Conservative B-C rating —triple tested. Wide 
range of capacity and voltage values available, 


TYPE 59 


Mica transmitter capacitor — extremely adapt- 
able, dependable under the most severe oper- 
ating conditions. In low-loss, white glazed 
ceramic case. Low-resistance, wide-path termi- 
nals. Can be mounted individually or stacked 
in groups for series or parallel combinations. 
For grid and plate blocking, coupling, tank 
and by-pass applications in hi-power ham 
transmitters. 


TYPE 6 


Mica transmitter capacitor for medium power 
rigs — designed for R-F applications where 
size and weight must be kept at minimum. 
Exclusive C-D patented series-stack mica con- 
struction. Impregnated for low loss, high in- 
sulation, prevention of air voids. Suited for 
grid, plate, coupling, tank and by-pass uses, 


TYPE IR 


C-D ‘'Silver-Mike" Silvered Mica Capacitors 
are for use in high Q electronic circuits where, 
frequency stability and minimum loss must be 
maintained. They are ideally suited for use 
in circuits where the LC product must be main- 
tained constant. All units are rated ot 500 
V.D.C. and tested at 1,000 Y.D.C. 


\ DD Y K AN O L 


WRITE FOR YOUR 
FREE COPY OF 
CATALOG NO. 200 


Gives helpful information and data 
on C-D's complete line of Capaci- 
tors for every ham application, 
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Electrically Correct 
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AMERICAN PHENOLIC CORPORATION 
CHICAGO 50, ILLINOIS 


COAXIAL CABLES AND CONNECTORS e INDUSTRIAL CONNECTORS, FITTINGS AND 
CONDUIT e ANTENNAS e RADIO COMPONENTS e¢ PLASTICS FOR ELECTRONICS 
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IT’S SYLVANIA FOR... 


TUBES = CRYSTAL DIODES = 


It can never be a hit or miss proposition when it 
comes to radio tubes manufactured by Sylvania 
Electric. Experiments for new and better materials 
for further improving Sylvania Radio Tubes are 
carried on constantly. 

i : The famous Lock-In Tube, for example, is so 
Germanium Crystal Diode mechanically rugged, so efficient electrically, that it 
1N34 can handle high and ultra-high frequency circuits 
with ease. 


—————_— 


These diodes are well adapted for use as second 
detectors and d-c restorers in television receivers; 
frequency discriminators in FM circuits; first detec- 
tors; modulators and demodulators. 

Supplied in tiny cartridges, they require no heater 
supply or adjustment and may be wired directl 
Lock-In Tube .-. and Duo-Diode 1N35 into circuits by means of tinned copper leads. : 


2 ee 


TRANSMITTING TUBES= | 
SPECIAL ELECTRONIC TUBES= 


First of Sylvania’s new line of transmitting tubes, the 
3D24 isa four-electrode amplifier and oscillator with 45 
watt anode dissipation. An outstanding develapment is 
the electronic graphite anode, which allows high plate 
dissipation for small area and maintains constant inter- 
electrode relationship and uniform tube characteristics. 


SS 


For the first time, counter tubes with stable, uniform 
characteristics are now available for practical use in the 
field of radioactivity. The GB-302 beta-ray tube will be 
very valuable in tracer techniques in industry, research 
and medicine,especially in medical diagnosis and therapy. 
Sylvania Type GG-304, the gamma-ray counting com- 
panion to the GB-302, is useful in radiological safety 
surveys and other applications where gamma radiation 
must be efficiently measured. In addition, the GG-304 
can be used for cosmic ray studies, particularly in 
coincidence work. 


GB-302 


3024 


ELECTRONIC DEVICES 


This instrument is especially useful in rapid receiver 
alignment and trouble - shooting. Controls are easily 
accessible. Hood shades face of cathode ray tube permit- 
ting use of instrument in well-lighted room. This 3-inch 
cathode ray tube is shock-mounted and shielded against 


felds. 
3-inch Cathode Ray _ . — stray fields. 


Cabinet is steel construction, ventilated with louvers, 
and finished in attractive pearl-gray baked enamel. Easily 
carried; weighs only 18 pounds. Eight-foot power cord 


provided for quick installation. 


Tube Oscilloscope, 
Type 131 


pd aes quality products of Sylvania Electric indicate 
cope of manufacturing facilities constantly serv- 


Ss all phases of the radio industry. Sylvania Electric 
roducts Inc., Radio Tube Division, Emporium, Pa. 


SYLVAN IAS” ELECTRIC 


UBES; ELECTRONIC DEVICES; FLUORESCENT LAMPS, FIXTURES, WIRING DEVICE ELECTRIC L 
PS, : VICES; CTRIC LIGHT BULBS 
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ollin S ae nsmitters, exciters, 


receiver and variable frequency 
oscillator for Amateurs 


30K-1 TRANSMITTER 


500 watts CW, 375 watts phone input 


The Collins 30K-1 is a versatile, reliable band- 
switching transmitter for the 80, 40, 20, 15, 11 
and 10 meter bands. It has an audio peak clip- 
ping circuit which permits running the audio 
gain at a high level, thus maintaining a high 
level of modulation. With the circuit set to be- 
come operative at 90% modulation, the carrier 
will not be overmodulated, and the increased 
audio power in the carrier side bands strengthens 
the signal and improves intelligibility. 


Bandswitching eliminates coil changing with 
the exception of the antenna tuning network, in 
which an antenna impedance matching circuit 
is incorporated. Two separate plug-in coils are 
supplied for this position, one covering 80 and 
40 meters, the other covering 20, 15, 11 and 10 
meters. This circuit efficiently couples the 30K-1 
to any antenna or transmission lines approxi- 
mating an integral number of 44 or 14 wave 
lengths. 


TUBE LINE-UP: 1—4-125A r-f power amplifier 
1—6SJ7 speech amplifier 
1—6SN7 audio amplifier 
1—6H6 speech clipper 
1—6B4G modulator driver 
2—75TH Class B modulators 
1—5R4GY bias rectifier 
1—5R4GY low voltage rectifier 
2—866A high voltage rectifiers 


Dimensions: 22” wide, 1614” deep, 6614" high. 
Power source: 115 volts a-c, 60 cps, single phase. 


Net price (complete with tubes), including 
310A-1 Exciter Unit’ (complete with tubes), 
Microphone Cord, R.F. Cable, Power Cable, 
and Instruction Book, F.O.B. Cedar Rapids, 


SIOA EXCITER UNIT 


The bandswitching 310A exciter unit for the 
30K-1 has a highly stable permeability tuned 
oscillator. All circuits are ganged together and 
controlled by a single tuning knob. The band- 
lighted dial is calibrated directly in frequency 
and is adjusted at the factory to an accuracy of 
better than one dial division on 40 meters. Accu- 
racy on the other bands is directly proportional 
to the harmonic utilized. The output circuit is 
also adjusted at the factory for proper excitation 
of the 30K-1. 


TUBE LINE-UP: 1—6SJ7 PTO 
1—6AG7 buffer amplifier 
1—6AG7 doubler 
1—807 multiplier 
1—807 output 
2—VR105 voltage regulators 
1—5R4GY rectifier 
1—6x5 bias rectifier 


Dimensions: 1714” wide, 1214” deep, 1014” high. 


Power source: 115 volts a-c, 60 cps, single phase. 


75A RECEIVER 


80, 40, 20, 15, 11 and 10 meter bands 


Double conversion and crystal filter controls, 
with a high frequency first i-f and a low fre- 
quency second i-f, provide approximately 50 db 
image rejection, even on 10 meters, and a band- 
width that is variable in 5 steps from 4 kc to 200 
cycles at 2X down. A 2 microvolt r-f signal 
across the antenna terminals gives normal out- 
put with approximately 6 db signal to noise 
ratio. Precision quartz crystals in the first con- 
version circuit, the inherent accuracy and sta- 
bility of the Collins v.f.o. in the second conver- 
sion circuit, and linearity and lack of backlash 
in the tuning mechanism, all contribute to 
extreme accuracy and stability. Visual tuning is 
adjusted at the factory to better than 1 division 
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of the band-lighted dial, which reads directly in 
frequency. Line voltage fluctuations from 90 to 
120 volts cause the pitch of a code signal to 
change less than 100 cycles at 21,500,000 cycles 
(no voltage regulator tube used). 


Dimensions: 211%” wide, 1214" high, 1374” deeps 
Power source: 115 volts a-c, 60 cps, single phase; 


Net price, complete with 14 tubes (including 
rectifier), Speaker and Cabinet assembly and 
Instruction Book, F.O.B. Cedar Rapids, lowa 
.. .§375.00 
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32V TRANSMITTER 


150 watts CW, 120 watts phone 


A receiver-type cabinet houses the complete 
bandswitching transmitter—r-f (v.f.o. con- 
trolled), audio, power supply, and a network 
for antenna tuning and impedance matching. 
The v.f.o. is more accurate and stable than most 
crystals used by amateurs. All stages except the 
final are permeability tuned. The 32V can be 
visually tuned with a high degree of accuracy 


sponse is. within 2 db from 200-3000 cps. Fre- 
quency coverage: 80, 40, 20, 15, 11 and 10 
meter bands. The 32V may be used for either 
permanent or portable installations. The only 
requirements are a simple antenna, a 115 volt 
a-c power source, and a key or microphone. It 
may also be used to drive a kilowatt final r-f 
stage and modulator. 


TUBE LINE-UP: 


1—6SJ7 oscillator 

1—6AK6 Class A r-f buffer 
1—6AG7 harmonic amplifier 
1—7C5 buffer doubler 
1—7C5 buffer doubler 


1—4D32 r-f power amplifier 
1—6SL7 audio amplifier 
1—6SN7 audio amplifier 
2—807 modulators 

1—5Z4 L. V. rectifier 
2—5R4GY H. V. rectifiers 
1—OA3/VR75 bias regulator 


directly in frequency on the band-lighted dial. 
Audio distortion is less than 8% at 90% modula- 
tion with 1000 cps input. The frequency re- 


Net price, complete with tubes and Instruction 
Book, F.0O.B. Cedar Rapids, Iowa..... $475.00 


COLLINS PTO EXCITER UNITS 


The Collins 310B-1 and 310C-2 exciters provide not only the flexi- 
bility and convenience of variable frequency, but also the accurate 
calibration and high stability inherent in the Collins 70E-8 per- 
meability tuned oscillator. Frequency is read directly from the 
dial with precision comparable to that of crystals. There are no 


Both of these exciters have self-contained power supplies. A third, 
the 310C-1, is similar to the 310C-2, minus power supply. 


Net prices, complete with tubes and Instruction Book, F.O.B. 
Cedar Rapids, Iowa: 


reference charts or curves to interpolate. Like all Collins equip- STOB-MMEX citer UI Nitin. aierctore ie, ciercia\s/elecore's) + 810%: ols lain ayes <j oteretente die $190.00 
ment shown on these pages, the 310B-1 and 310C-2 are engineered SVOCHT Exciter Umitiva cuce) ool iateneoVolsicuet crore" a's eicte olacls os oisusiaie iets 85.00 
for extreme frequency stability in spite of line voltage fluctuations. BIOGC-2sExciten-UMibissere:crcins ons cei ces o cuss alsa bakers oars wie sola eee 100.00 


310B-1 


The 310B-1 is a versatile bandswitching exciter 
unit, conservatively rated at 15 watts output on 
all amateur bands under 32 megacycles, and can 
be used as a complete low power cw transmitter. 
It has ample drive for a kilowatt final utilizing 


the new pentode tubes available. With additional 
multiplication it makes an excellent frequency 
control for amateur bands in the VHF and UHF 
regions. 


310C=-2 


The 310C-2 consists of a 70E-8 PTO and a multi- 
plier, with an r-f output of approximately 80 
volts rms across 40,000 ohms. Its frequency 
range is from 3.2 mc to 4.0 mc. Its output can be 
plugged into the crystal socket, or applied to the 


grid of an 807 buffer stage, thus providing a ver- 
satility far greater than any number of crystals, 
while at the same time maintaining crystal accu- 
racy and stability. 


7O0E-8 VARIABLE FREQUENCY OSCILLATOR 


in an exciter, or in many types of measuring in- 
struments such as heterodyne frequency meters 
and band-edge spotters. 


The Collins 70E-8 v.f.o., which is incorporated in 
the 310B-1, 310C-1 and 310C-2 exciters above, 
may be purchased separately as illustrated. It is 
permeability tuned, and has a linear range of 
1600 kc-2000 kc. Its overall accuracy and sta- » Net price, complete with tube, Collins type 305H-2 
bility are of a very high degree. A secondary fre- Dial Assembly and Instruction Book, F.O.B. 
quency standard, continually checked against Cedar Rapids, lowa............e0e000- $40.00 
WWYV, is used in the factory calibration of the 
70E-8. A special corrector mechanism in the 
oscillator produces the linear calibration curve. 
Sixteen turns of the vernier dial are required to 
cover the 400 kc range. This v.f.o. may be used 


For best results in amateur radio, it’s... 


COLLINS RADIO COMPANY, Cedar Rapids, lowa 
11 West 42nd Street, New York 18, N. Y. 


458 South Spring Street, Los Angeles 13, Calif, 
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SPELLS TOP VALUE 
AT LOWEST COST 


Exactly as SILVER is known the world over for producing Laboratory 
Caliber Electronic Test Instruments — LCETI — for critical users at 
unbelievably low prices, so you’ll find that your dollars will buy you the 
most in amateur equipment when you select SILVER. Examine the 
instruments here illustrated and highlighted. Compare — and you'll see 
why more and more amateurs turn to SILVER. 


MODEL 908 MICROMATCH standing wave ratio and r.f. 
wattmeter will let you put more power into your antenna 
— from your present transmitter — for only $29.90. 


MODEL 800 U.H.F. RECEIVER is E. P. Tilton’s A.R.R.L. 
HANDBOOK, “'T.R.F. Superregenerative Receiver’ — the 
sweetest performing 2¥%2 and 1% meter, non-radiating 
receiver we've seen — in finished commercial form for 


only $39.75 less tubes and power supply. 


MODEL 700 U.H.F. TRANSMITTER is xtal controlled for maxi- 
mum signaling effectiveness in 2%2 and 14 meter bands, 
yet costs you only $36.95 less tubes and power supply. 


MODEL 701 TRANSMITTER goes into more amateur sta- © & 
tions to produce more CW and phone DX than anything amet 
else, it seems. A 6AQ5 Tritet drives an 807 to 75 watts 

CW, 30 watts phone, input, 80 through 6 meters. Modu- 

lator is built-in. Less coils (3 per band at $.50 ea.), pow- 

er supply, 4 tubes and crystal, it’s the outstanding trans- 

mitter “buy” at $36.95. 


MODEL 801 RECEIVER covers 450 kc. through 60 mc., con- 
sisting of r.f. stage, regenerative detector, two a.f. stages 
and built-in speaker. it’s the old reliable standby 

just the-thing for portable, emergency, test — and serious 
ham reception. $29.95 for 6.3 volt operation; $28.95 
for 1.5 volt dry battery tubes; coils, $1.00 per pair. 


MODEL 703 is new — a pre-tuned bandpass freq. multi- 
plier. Driven by any VFO or xtal, it puts you in any 
band 80 through 6 meters, on selected freq. as fast as 
you can turn two knobs. Its 807 gives 40 watts max. out- 
put and instant control of every band. Price $49.90. 


MODEL 802 SUPER-HETERODYNE RECEIVER is an amateur- 
band-only receiver using i.f. regeneration to give vari- 
able phone up to single-signal CW selectivity. Following 
A.R.R.L. HANDBOOK teachings, it provides more than 
usual 8-tube results, over 7 feet of band spread on 80, @p, ox. 
AO, 20, 16, 11, 10 and 6 meter bands, all for only $38.95 3-4 mc NTALYro * von 
less tubes, power supply and coils at $1.00 per pair. .* 
MODEL 903 ABSORPTION WAVEMETER is close to the most wenn 
useful instrument in any shack. Thousands in use attest 

a, oe its prime necessity. Price is but $3.30 net, plus $.65 ea. 

arouses for plug-in coils covering 1600 ke. up to 500 mc. 

a MODEL 702 VFO includes NFM. Covering 3,000 through 
4,000 kc., its 3-watt output may be multiplied 80 
through 22 meters. It’s something brand new — a crys- 
tal controlled VFO including and using a 5 me. xtal fre- 
quency standard to give complete break-in operation, 
superbly clean keying — the VFO you've dreamed would 
come. Only $49.90 less tubes, including power supply. 
TYPE 619 AIR TRIMMER CAPACITORS are high Q, low- 
loss, good up beyond 500 mc. for tuning, trimming, 
coupling, etc. 3 mmfd. to 30 mmfd. spread out over 3 
complete revolutions for easy adjustment. Like all SILVER 
instruments, price is more than right—only $.30 ea., net. 


a RRP SOPRANO RO UR EU Seg NEE SUNS aN 
See these new, top-value- 
and - performance instru- 


OVER 36 YEARS OF RADIO ENGINEERING ACHIEVEMENT 


| 

| | 

c Sc | ments at your favorite job- | 
WA Whurcler thes ¥ o 9 PECL ber. Send for complete | 
l | 


catalog including SILVER 


EXECUTIVE OFFICES: 1240 MAIN ST., HARTFORD 3, CONN. labardtory Caliber Elec- 


FACTORY OFFICE: 1249 MAIN ST., HARTFORD 3, CONN. 


tronic Test Instruments. 


Here are a few facts to help you choose the best: In 
approximately 90% of the new commercial mobile transmitter 
designs, you will find Hytron instant-heating tubes. Over 2,500,000 
Hytron gaseous voltage regulators speak for themselves. Ratings of 
Hytron vhf tubes are CCS and based on actual equipment perform- 
ance which you can duplicate. No other transmitting triode can 
touch the new all-purpose 5514 for economical versatility. Famed 
for transmitting tubes, Hytron also originated the popular “GT”, 
and is the oldest manufacturer specializing in receiving tubes. You 
pick the best when you pick Hytron. 


HYTRON TRANSMITTING AND SPECIAL PURPOSE TUBES 
CONTINUOUS COMMERCIAL SERVICE RATINGS 


Max Max Max Amateur 


ives Filament Ratings Plate Plate Plate Net 


Description 


-No. Volts Amps Type Wake Me Dis pre 


LOW 10Y TES. 1.25 Thor 450 65 1S $1.60 
AND HY24 0.13 Oxide 180 20 2 1.50 
MEDIUM = 801A/801 : 1.25 Thor 600 70 20 3.00 
MU 864 ; 0.25 Oxide — 135 $ == 1.20 
TRIODES 1626 } 0.25 Cath 250 25 5 1.60 


HY31Z § 2.55 Thor 500 150* 30* 3.95 


HIGH-MU Bm : : 
triopes 123128 16 Thor 500 150 30 4.50 


5514* F Thor 1500 175 65 3.95 
2C26A : : Cath ~ 3500 NOTE 
HY75AX% § 5 r Thor 450 
VHF HY114B§ : M Oxide 180 
TRIODES HY615 A ! Cath 300 
955 i 0. Cath 200 
9002 ‘ b Cath 200 
2E25%§ y Thor 450 
2E30$§ H Oxide 250 
3D21A ‘ , Cath 3500 
BEAM HY69§ “ Thor 600 
PENTODES 807 i Cath 600 
AND 837 i Cath 500 


PENTODES (11112695 Thor 20750 


1625 s : Cath 600 
5516§ kL Oxide 600 
954 6.3 : Cath Sharp cutoff pentode 
9001 6.3 0.15 Coth Sharp cutoff pentode 


ACORNS 
MINIA- 


TURES mae 
Type Filament Ratings Type ine nie sen ie 


No. Volts Amps Rect Ma Mat por Price 


816 2:5 2.0 Mer 500 250 5000 $1.25 
866A/866 20 5.0 Mer 1000 500 10000 17S 
1616 2 5.0 Vac 800 260 6000 7.50 


Average Operating Av Min Amateur 
Type Operating Ma Volts Starting Net 
No. Voltage Min Max Reg Voltage Price 


GASEOUS OA2 150 ) 30 2 185 $2.30 
VOLTAGE OB2 108 $ 30 1 133 2.30 
REGU- OC3/VR105 108 $ 40 2 133 1.20 
LATORS OD3/VR150 150 § 40 3.5 185 1.20 


RECTIFIERS 


*Both sections of twin triode. NOTE: Special pulse tube, not recommended for c-w, consult Hytron Commer- 
cial Engineering Dept. for data. #5514 supplants the HY30Z, HY40, HY40Z, HY51A, HY51B, and HY51Z; 
the HY75A the HY75, and the 2E25 the HY65. {Current for full wave. §Instant-heating. 


p Simple, sure-fire vfo for 134 or 2 meters. HY-Q75 
For better reception, it’s also Hytron — GT, G, lock-in, or miniature. kit: unassembled, $9.95; assembled, $11.95. 
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TRANSFORMERS FOR EVERY APPLICATION 


LINEAR 
STANDARD OUNCER 
HYPERM ae SUB 

ALLOY 27 QUNCER 
4 
ULTRA SPECIAL 
COMPACT SERIES 
‘COMMERCIAL VARIABLE 
GRADE 


<&P invuctor 


Foremost Manufacturers of Transformers for the Amateur 


£50 VARICK STREET ® NEW YORK 13, N. Y. 
EXPORT DIVISION: 13 EAST 40th STREET, NEW YORK 16, N.Y., CABLES: ‘“‘ARLAB”’ 


Would you say there's a little or a big difference 

between @ Winner and a loser? And could a loser 
be a winner? No, we're not being philosophic... 
we re just thinking about the Amperex ZB3200. 


This tube fs a winner but that’s because it’s also a 
good loser. In tubes, one of the problems is to 

lose heat efficiently but in such a way that we 
prevent overheating of the glass-to-metal seals. So 
even though the plate terminals are that special 
Amperex copper one-piece construction, 
feather-edge seals to glass, we wanted to keep 

the heat away from them. To do this we 

chose tubular supports; molybdenum next to the anode 
to withstand the high temperature but with a thin 
wall to reduce thermal conduction and large outer 
surface to increase radiation; then a smaller tube 
of nickel to connect to the one-piece copper terminal, 
nickel because it is also a good loser in 

the heat conduction race but has the required 
strength and rigidity. So we start out with 


two losers and wind up with a winner. 


Now this isn't exactly a ‘‘little’’ difference, 

but we do have hundreds of little and medium-size 
differences in the design and construction of 

the many transmitting, rectifying and special purpose 


tubes that comprise the extensive Amperex line. 
Write for Amperex catalog listing tubes for amateur radio application. 


5 is 
re-tube with Amperex Reniatpenty A 


CORPORATION 


25 WASHINGTON STREET, BROOKLYN 1, N.Y. 
in Canada and Newfoundland: Rogers Majestic Limited 
11-19 Brentcliffe Road, Leaside, Toronto, Ontario, Canada 


Knock at Any 
Ham Shack Door... 


Knock at a thousand ham shack doors— 
anywhere—and the chances are you'll find 
ALLIED-supplied station equipment and a 
file of well-thumbed ALLIED Catalogs in 
most of them... . ioe 
Amateurs everywhere—for more than 25 
years—have looked first to ALLIED as their 
most dependable supply source. “Equipped 
by ALLIED’ has become a popular phrase, 
descriptive of thousands of fine amateur 
stations all over the country and abroad. 
Our large staff of hams, who share your 
interest in Amateur radio, see to it year-in . 
and year-out that ALLIED has ready for im-| 
mediate shipment at the lowest prices, the, 
world’s largest stocks of quality station equip-: 
ment. Try us. Count on us. We’ll deliver the 
goods to your shack door—and stay right with | 
you on any and all of your problems. .« .« 


lways First with the Latest 


argest Stocks in the World WRITE FOR YOUR COPY OF THE - 
LATEST ALLIED CATALOG 


owest Prevailing Prices 


IN AMATEUR RADIO 


ALLIED RADIO 


FOR OVER 25 YEARS 


mmediate Shipment 


asiest Time Payments 


ependable Ham Service 


833 W. JACKSON BLVD., DEPT. 67-8 
CHICAGO 7, ILLINOIS 
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STRAIGHT DIPOLE & REFLECTOR 
FM ANTENNA No. 339 


BROAD - BAND FM & TV ANTENNA 
No. 338 


| 
: 


2 
co pool ih 


STRAIGHT DIPOLE 
.FM ANTENNA No. 334 


i Aes 


MULTI - 7 dt i TV ANTENNA BRACH UNIVERSAL BASE MOUNT: 
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ARVEY’S 


is ham 


Sonny got started right. Dad has been a Harvey customer 
since 1927, though he lives miles from New York. When 
Sonny got his ticket Dad told him to get his gear from Harvey’s 
because he'd get the best, the quickest service, and 
friendly help and advice on his problems. Dad knows 
that Harvey’s staff is made up of hams who know the 
ham’s problems and can usually come up with a 
solution. If you live in or near New York, this friendly 
service is more direct but it can’t be more personal. 


HARVEY’S HIT OF THE MONTH 


Watch this space in our QST ad each 
month. In it you'll find bargains in items 


you can really use. 


HARVEY’S HAMFESTIVAL OF VALUES 


You'll find Harvey’s ad each month in QST and 
in this space you'll see offerings of unusual 
value in addition to the staples of ham radio. 
Harvey carries large stocks of components in- 
cluding meters, crystals, transmitting tubes and 
test equipment along with the complete units 
including all the popular receivers, transmit- 
ters, frequency meters and other things that 
add up to a complete ham station. 


W2DI0 


| 
) 
Us 
Wp 


Telephone: 
W2KWY L g E 


W2LJA 


AD YY v4 eh p= VY 
ADIO CC AN} 
|RADIC A madd lorry 
: 103 West 43rd St., New York 18, N. Y. 


Harvey's reputation for reliability has been 
growing ever since 1927 and you cam be sure 
of the same prompt, courteous attention if 
you order by mail, wire, or phone as if you 
could call and place your order in person. 
By the way, if you get near Times Square, 
we're only a block away, so drop in and 
see us. 


Get your name on our 
mailing list. Send us a 
postcard or letter, stating 
whether you are amateur, 
serviceman or engineer. 
y/ We'll keep you posted on 

merchandise available, 


new equipment and spe- 
cial Harvey bargains. 
YA 


LOngacre 3-1800 


VA Yi, 
VS bn 


headquarters 


What you should huow about 


POST WAR CRYSTALS 


Because of the lack of accurate information supplied 
the ham fraternity, more than ordinary trouble is being 
experienced in getting post-war crystals to operate prop- 
erly. Regardless of make, many amateurs are having diffi- 
culty with frequency drift and with chirps when the oscil- 
lator is keyed. Because hams are a curious group, who 
want the facts, here they are! 


Good post-war crystals are definitely superior to pre- 
war types—in applications for which they were intended. 


The new post-war crystals are nearly all AT or BT cuts, 
with a temperature coefficient of less than 2 parts per 
million per degree Centigrade, compared to old pre-war 
X or Y cuts with 23 to 100 parts per million. 


About 1940, equipment manufacturers and the Armed 
Forces wanted better crystals—and realized that to have 
them, crystals were to be used for frequency control—not 
for the handling of huge amounts of power. Thus smaller 
crystals were satisfactory, and with drift but 10% of what 
it used to be, the use of a huge plate to dissipate heat 


was no longer necessary. These crystals met the military 


3" pin spacing in a fre- 
quency range of 2,000 to 
20,000KC. 


H173 


NEW 10 METER CRYSTAL 


CRYSTALS 


demands for they also possessed excellent activity. 


Prior to the war, acid etching was almost unknown. 
Crystals were finished with abrasive. This led to "aging" 
—a gradual increase in frequency as small chips broken 
loose by the abrasive came off the surface of the crystal 
—and reduced activity. By acid etching as it is done at 
the James Knights plant, crystals are "'stabilized'’ so these 
and 


achieved. Ham equipment was usually designed to use 


effects were eliminated increased activity was 
the pre-war, less active, unetched crystals. Unless pre- 
cautions are taken, the new crystal when plugged into old 
type equipment frequently results in excessive heat and 


fracturing due to violent activity. . 


The solution is simple—reduce crystal current and see 


what fine performers these new crystals really are! 


A word about some of the surplus variety: many are 


quickly lapped into a ham band without etching. 


For the convenience of amateurs, James Knights manu- 


factures a complete line of crystals in both the !/,” and 


3/,” pin spacing. 


No special circuit re- 
quired. Third mode 
crystals, 27 to 29.7 
MC hermetically 
sealed, with standard 
Yo'' pin spacing. 
Also available in 
25 MC for doubling 
to 6 meters. 
Price - + + + $4.95. 


Ya"' pin spacing, frequency 
range 2,000 to 20,000 KC. 


Ze SAMES KNIGHTS @ 


SANDWICH, ILLINOIS 
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LOW PRICES 


| I Beata nies to sell to you as cheap as you can buy any- 
) wnere, 


=) COMPLETE STOCKS 


Hallicrafters, National, Hammarlund, Collins, Millen, 
RME, Pierson, Temco, Meissner, Supreme Transmit- 
ters, Meck, Gordon, Amphenol-Mims, RCA, Vibro- 
plexs, Sonar, all other amateur receivers, transmitters, 
beams, parts, etc. If it is amateur or communications 
equipment—I can supply it. 


QUICK DELIVERY. 


Mail, phone, or wire your order. Shipment within four 
hours. 


| EASY TERMS 


I have the world’s best time sale plan because I finance - 
the terms myself. I save you time and money. I cooper- 
ate with you. Write for details. 


fH LIBERAL TRADE-IN ALLOWANCE . 


Other jobbers say I allow too much. Tell me what you 
have to trade and what you want. 


TEN DAY FREE TRIAL 


Try any receiver ten days, return. it for full refund if 
} not satisfied. 


BREE NINETY DAY SERVICE 


: I service everything I sell free for 90 days, At a reasons 
able price after 90 days. 


FREE TECHNICAL ADVICE. 


__and personal attention and help on your inquiries and 
problems. _ 


og 


Orders from outside continental 
U.S.A. also welcomed 


Butler, Missouri HENRY RADIO STORES Los Angeles 25, Calif. 


“WORLD'S LARGEST DISTRIBUTORS OF SHORT WAVE RECEIVERS" 
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Rg 
MODEL 78-FM STANDARD SIGNAL GENERATOR 
86 to 108 megacycles. Output: 1 to 100,000 microvolts 


MODEL 71 SQUARE WAVE GENERATOR 


5 to 100,000 cycles 
Rise Rate 400 volts per microsecond 


MODEL 65-B 
STANDARD SIGNAL GENERATOR 
75 to 30,000 kilocycles 
M.O.P.A., 100% Modulation 


MODEL 84 
U.H.F. STANDARD SIGNAL GENERATOR 


300 to 1000 megacycles, AM and Pulse Modulation 


MODEL 79-B PULSE GENERATOR 


50 to 100,000 cycles 
0.5 to 40 microsecond pulse width 
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MODEL 62 
VACUUM TUBE VOLTMETER 


0 to 100 volts AC, DC and RF 


MODEL 58 U.H.F. RADIO NOISE 
AND FIELD STRENGTH METER 


15 to 150 megacycles 


MODEL 80 
STANDARD SIGNAL GENERATOR 
2 to 400 megacycles 
AM and Pulse Modulation 


Four new HK pentodes 
with higher wattage, 
higher frequency ratings 


Four new Gammatron pentodes, with power 
output ratings from 25 to 750 watts, and max- 
imum frequency ratings from 100 to 200 Mc. 
are the most recent additions to the HK line. 

The HK-27 is a small radiation cooled 
instant-heating pentode ideal for mobile in- 
stallations, operating efficiently throughout the 
VHF band. The HK-257C is similar to the 
widely used 257B, but has a higher maximum 
frequency, and: lower interelectrode capaci- 


tances. The two other new Gammatron pen- 
todes are the HK-57 and 357C. 

You can rely on the electrical and mechani- 
cal ruggedness of Gammatron tubes. Their 
reputation for endurance and long life is 


based on 20 years of amateur, emergency and 


government communication service. 


Gammatron Tube Division 


HEINTZ AND KAUFMAN LTD. 


South San Francisco - California 
Communications Equipment Division - 50 Drumm Street 
San Francisco « California 


257C* | 304L san [3540 fase se 
sn) 


Wealts cores Stems ete Ea ae 
AVE . AMPLIFICATION 

FACTOR Tsien 25 27 25 35 14 22 14 1Soo) 

6000 

1000 

! 125 


MAX. POWER OUTPUT: 
Class5 CORE aes a 


MAX. RATINGS, 


25 
Plate Volts ..... | 2000|2000 1000 | 3000} 3000 |4000 | 4000 |4000 |3000 |3000 4000. 4000/5000 |5000 {5000 {4000 000 6000 
Plate M.A... ....% 75 75 | 100 | 150] 150 | 225 225 | 225 |1000]1000 | 300 | 300 375 | 375 1375 |600 |600 | 600 
25 25 10 30 15 40 25 25 150 | 150 | 60 70 20 60 85 100 | 80 110 
MAX. FREQUENCY, Mc.: i 
S°117S*1175 1 50 50 | 150 |150 |150 | 50 |125 


GridiM. Acs sana 

Power Amplifier .. 
3.8 3.8 | 0.08 | 3.4 3.4 5.5 5 4 5 
4.5 4.5 11 9§ | 4.6 4.6 | 6.2 6 8 8 
11 WV} 4.660] 14 1.4 1.5 0.5 0.5 0.8 


5.0 fe} Wl ey | ZEEd | eee 
j} 10.0 15 12 12 21 


INTERELECTRODE CAP: 
C g—p.u.u.f. .... 
C o—f v.u.f. oe 
C p—f v.u.f. . 


FILAMENT: 
Volisistsnaecteonavel coe 
Amperes:2) co .0snic.0 


PHYSICAL: 
Length, Inches ,. 
Diameter, Inches 
Weight, Oz... . 
TE Pe Bee 


eeee 
eet 


* Beam pentode S input ¢ Output. 7 Intermittent telegraph rating t Constant key down rating. 
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2IDER Radio Publications § 


UNDERSTANDING MICROWAVES FOR 
BY VICTOR J. YOUNG. For those who have not previously con- P U B L I CAT I Oo N 


sidered radio waves shorter than 10 centimeters. Provides IN WINTER O 
F 1947-48 


# foundation for understanding various microwave developments 


x of past five years. ; 
= F-M feet 5 
CHAPTER HEADS: The Ultra High Frequency Concept Sta- : a ae sae and Reception 
: tionary Charge and Its Field; Magnetostatics; Alternating Cur- roadcast Ope ! 
rent and Lumped Constants; Transmission Lines; Poynting’s x Pp rator's Handbook 
= Vector and Maxwell’s Equations; Wave-guides; Resonant Cavi- The Signal Generator at Work 
a ties; Antennas and Microwave Oscillators; Radar and Com- R-F 5 
* munication. Section Two is devoted to descriptions of Micro- 3 and 1-F Selectivity 
os wave Terms, Ideas and Theorems. Index. 400 Pages—Price . 
a $6.00. Understanding Low Power Transmitters 
4 Adjusting Transmitters with Oscilloscope 
s A-C CALCULATION CHARTS ieeralling-and Servicing L e 
ig BY R. LORENZEN. Students and engineers will find this book Und oreranding?V icing Low-Power P-A Systems 
He invaluable. Simplifies and speeds work involving AC calcula- rstanding Vectors an : ‘ 
a tions. Contains 146 charts. Covers AC calculations from 10 d Phase in Radio Work 
3 cycles to 1000 megacycles. 160 Pages—Price $7.50. 
3 Watch for Publication Dates 


INSIDE THE VACUUM TUBE 


BY JOHN F. RIDER. A new approach and technique that makes 


derstand. Here is a solid, elementary 
d operation of the basic types of FREQUENCY MODULATION 


field theory Through- | One of the most talked-of developments in radio field; 
out the entire book, which covers diodes, triodes, tetrodes, and - details of F-M receiver maintenance and how it differs 
pentodes, the aim is to ptesent a clear physical picture of from A-M. 136 Pages—81 Ilustrations—$2.00. 

um tube, inclusive of the 


exactly what is happening in a yacu 

development of characteristic curves of all kinds, and asso- i §6SERVICING BY SIGNAL TRACING 

ciated load lines. Explains approved system of diagnosing faults in radio 
receivers and all kinds of communication systems. The 


its message easy to un 
concept of the theory an 
vacuum tubes based on the electro static 


> 
ia 
“ 


a must for the libraries of 


Pere ne cs 


A goldmine for the student; 
servicemen, amateurs and engineers. 425 Pages—Price $4.50. method was introduced by the author of the book, 
: John F. Rider. The system has won endorsement by in- 
: dividuals and associations the world over as well as 
Ee THE CATHODE-RAY TUBE AT woRrRK technical branches of our government. 360 Pages—188 
BY JOHN F RIDER. This book presents a complete explanation Iustrations—$4.00. Spanish edition—$4.00. 
: of the various types of cathode-ray tubes and what role each 
3 element within the device plays in making voltages ond cur- VACUUM TUBE VOLTMETERS 
x rents visible. The only book of its kind! Explains the theory upon which the functioning of the 
= This volume offers a complete and elaborate, easy to under- different types of v-t voltmeters is based, and also 
= stand explanation of the theory of the tube. It is this informa- the practical applications of these instruments. Includes 
tion, with many hundreds of typical oscillograms illustrating a Binlicareony Soy itic of 145 international refer- 
practical applications, which makes this book so valuable. cOce =: ages— ustrations—$2.50. 
ions—Pri 4.00. 
338 Pages. 450 IMlustrations—Price $ THE METER AT WORK 
How each type of meter works and how each is used 
in the field to best advantage. Covers whichever phase 
§ of the subject the reader is interested in. 152 Pages— 
138 INlustrations—$2.00. 


RIDER MANUALS—FOR RADIO TROUBLE SHOO THE OSCILLATOR AT WORK 

Unchallenged authority in the field of radi TING | oS Shows how various oscillator circuits function and 

books. Containing receiver schematics ie sey Eade reference bte< methods to improve their performance. Also describes 

data, resistance values, chassis layouts a ine ata; alignment } the r-f and a-f oscillators used as signal sources. Covers 

connection material they aid in quick ecahenioe te Gage rier 3 laboratory test methods, and other related tests. 256 

lee hbaiey Sites) volumes cover all ipisoniant A scscas citing Podes; 10% Mlusirations: 92:72: 
issued from 1920 to early months of 1947 ee elisice: 


VOLUME : . “" 
VOLUME Be es Oe Ts Ber wont book 16.00 SE RISTANGE MEASUREMENT 
Saf ook) 1 : 
COLE Ie fo VillEachs volume, siaccies< cies se lesiels oe x0 ieee Pe Discusses series and parallel combinations of resist- 
ABRIDGED GLUES Tig VC wale 11.00 & ances and the distribution of currents and voltages, 
RECORD CHANGER fate Vo (Vvolume)!.cidicce fons cas 17.50 a providing the basis underlying the circuit arrange- 
S and-RECORDERS <.ccccsucweoe ** “9/00 ‘Ss ments used in various types of radio receivers. Also 
Serene ne discusses application of resistance measurement ‘to 


radio servicing. 203 Pages—94 Mlustrations—$2.00. 


AUTOMATIC FREQUENCY CONTROL SYSTEMS 


The basic operation of the discriminator and Automatic 


AN HOUR A DAY WITH RIDER SERIES 


D.C VOLTAGE ; 
rear eon spabe bead Maa RADIO RECEIVERS—The appli- me Frequency control circuits is explained in great detail 
, practically interpreted in terms of how cir- “os in we first part As the book. arate Sh et arene 
used in commercial receivers are Tur y escribed in the © 


cuits are employed in radio receivers. a 


on fundamentols of alternating currents and voltages Operon 4 
they appear in receiving s sand voltages, and where He 
yearn: : ALIGNING PHILCO RECEIVERS 

1.F. peaks—adjustment frequencies—trimmer and pad- 


second part 144 Pages—]02 Illustrations —$1.75. 


RESONANCE AND ALIGNMENT— P 
peloton to all Pe er ciety Sethe ie in gy der locations—complete and detailed information for 
aes produced a sale of “over 50,000 of this title. BETS Ra ne Bs aligning ere nas model from 1929 to 1941. Covers 
OMATIC VOLUME CONTROL : 000, eceivers. 
- 7 —A ie. BS —_ ‘ 
tion of how ave is utilized in aiotnecivben paGarsiand. expiansi Re yOu. 11929 to Tt 1700 Pages. sncmrennns == 106 
96 PAGES EACH (ILLUSTRATED)—$1.25 EACH 2 RADAR 
: ay A non-technical explanation of the operating princ- 
72 Pages—Unique Iustrations—$1.00. 


iples of Radar. 


JOHN F. RIDER PUBLISHER, INC. .@ieater 


404 FOURTH AVENUE, NEW YORK 16, N. Y. LATEST CATALOG 
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“QUIET” 


PHONOGRAPH 
REPRODUCTION 


is now Achieved with Astatic’s 
NEW CRYSTAL CARTRIDGE 


Contributing immeasurably to im- 
proved QUIET and QUALITY in pho- 
nograph reproduction, Astatic’s ad- 
vanced model QT” Crysial Pickup 
Cartridge has been extensively ap- 
proved and adapted by the indus- 
iry. Here is a cartridge engineered 
with a matched sapphire or metal 
tipped needle, having all the qual- 
ities of a permanent needle, plus 
the advantage of being replace- 
able. Possessing those characteris- 
tics essential to more quiet, faithful 
reproduction, Astatic’s Model “QT” 
Cartridge is highly recommended 
for modern home record player in- 
stallations. 


Crystal aud Dyuaméie 

MICROPHONES 

PHONOGRAPH PICKUPS 
CARTRIDGES 

& RECORDING HEADS 


MODEL “QT” 
CRYSTAL 


CARTRIDGE 
with Matched 
Replaceable 
Needle 


All inquiries or requests for lit- 
erature given prompt attention, 


NEEDLES FOR 
“QT” CARTRIDGE 


Above: Precious Metal 
Stylus 


Below:, Sapphite Stylus | a , : | Cc Oo R P oO R AT t Oo N 


CONNEAUT, OHIO 


IN CANADA CANADIAN ASTATIC LTD. TORONTO ONTARIO 


Astatic Crystal Devices Manufactured 
under Brush Development Co. patents. 
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THE | 


RADIO DATA BOO 


All data and basic knowledge in radio and 
electronics digested into 12 sections . .. over 
1000 pages in a complete, quick to find, easy 
to read, handbook form. : 


Plan every operation in radio and electronics with the Radio Data 
Book. This new radio bible will be your lifelong tool ... you will 
use it every day, on the board, at the bench, in the field. Use it 
for construction, troubleshooting and testing. The RADIO DATA 
BOOK will be your invaluable aid in design, experiment and in lay- 
out. It will help make your production better, faster and easier. In 
any and every operation in radio and electronics, you will use the 
RADIO DATA BOOK. 


The RADIO DATA BOOK is a work of complete authority, prepared 
by engineers with many years of practical experience. They have 
been assisted by the Boland & Boyce staff of editors skilled in pre- 
paring electronics manuals for the U.S. Signal Corps for many years. 
These men have worked for several years gathering material for this 
book... all the knowledge of radio principles and operation... 
all the statistics . . . all the newest developments in electronics .. . 
every possible angle and detail. Eighteen months were spent digest- 
ing this material into the most concise, the clearest, and the most 
readable form. The result is this invaluable manual . . . The RADIO 
DATA BOOK. Whether you use this book for general reference, for 
scientific instruction, or for education, one thing is certain—the 
practical help, the daily usefulness you will derive from it will prove 
to be worth many, many times its astonishingly low price. 


Advanced Sale ... first printing. Only 10,000 available. ...To 
make sure to get your RADIO DATA BOOK, mail your order NOW! 


12 sections . . . 1000 pages . . . Completely illustrated 

Section THE 150 BASIC CIRCUITS IN RADIO. 

Section COMPLETE TEST EQUIPMENT DATA. 

Section TESTING, MEASURING AND ALIGNMENT. 

Section ALL ABOUT ANTENNAS, 

Section SOUND SYSTEMS. 

Section ELECTRICAL AND PHYSICAL CHARACTERISTICS OF 
RADIO COMPONENTS. 

COMPLETE TUBE MANUAL, 

Section 8. CHARTS, GRAPHS AND CURVES. 

Section 9. CODES, SYMBOLS AND STANDARDS 

Section 10.50 TESTED CIRCUITS DESIGNED FOR OPTIMUM 

PERFORMANCE 
Section 11. DICTIONARY OF RADIO AND ELECTRONIC TERMS. 
Section 12. RADIO BOOK BIBLIOGRAPHY. 


Handsomely Bound in Red & Gold 
12 complete books in one, only $5.00! 
Less than 42c per book! 


Section 
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THE 


VIDEO HANDBOOK 


Everything in Television in one Complete Text- 
book. Over 500 pages completely illustrated. 


This new handbook will be invaluable to everyone concerned with 
technical Television. Everything in basic theory of television through 
the design, construction and production of receivers to final instal- 
lation, operation and maintenance is covered. This is a completely 
new book that includes all of the latest developments in the field— 
the components discussed are of the newest design . . . the practical 
maintenance described is a result of intensive study and operation 
of equipment during the last two years. 


There are five completely illustrated sections in the VIDEO HAND- 
BOOK, each over a hundred pages long. Each section completely 
covers one phase of television. They can be referred to constantly 
in any type of work dealing with this rapidly expanding field. Tele- 
vision transmission is thoroughly explained in order to broaden the 
understanding of Video reception. lhe techniques of receiver design 
are analyzed technically and from a standpoint of economics. The 
problems of installation of receivers and antennas are clarified, and 
all instructions are presented in detail. How to operate equipment 
for optimum satisfaction is thoroughly explained, and complete 
maintenance of all existing components is clearly and carefully out- 
lined—stage by stage—part by part. 


No matter what your interest or position in the world of Radio 
and Television is—you will want the VIDEO HANDBOOK for your 
reference. You will want to read it for its vital, monumental story 
of a great new industry. And you will want it for it can help YOU 
make Television even greater. 


Advanced sale, first printing . . . to make sure you get your VIDEO 
HANDBOOK send in your order today; it's an investment that will 
pay off day after day for years to come! 


THE VIDEO HANDBOOK 


Section One—Theory 
Section Two—Design 
Section Three—Installation 
Section Four—Operation 
Section Fivye—Maintenance 


500 completely illustrated pages handsomely bound in red and 
gold only $5.00! 


Send in your order TODAY .... $5.00 for either book or $9.00 for BOTH 


BOLAND & BOYCE INC., PUBLISHERS 


460 BLOOMFIELD AVE., MONTCLAIR 10, N.J. 


PAR-METAL Standard cisssis. panets 


Adaptable for Every Requirement 


Par-Metal Housings for Electronic Apparatus offer new features, including 
beautiful streamlined design, rugged construction, and adaptability. Elim- 
inate need for Special Made-to-Order units on many jobs. Par-Metal offers 
standard ready-to-use housings for every type of transmitting or receiving 
apparatus. 

Par-Metal offers all the essential equipment needed to build up any sort of 
a job—from a Small Receiver to a Deluxe Broadcasting System. 


PAR-METAL PRODUCTS CORPORATION 


32-62 49th Street, Long Island City 3, N.Y. 


Export Dept. 
ROCKE INI: “CORP: 13 E. 40th St., New York 16, N.Y. CATALOG 


WRITE FOR 


NOW AVAILABLE for macecre 


STANCOR'S 


Here is a Versatile Transmitter that was 
Definitely Designed to Please the Amateur 


ISTED at the right are some of the more salient 

features embodied in the ST-202-A. For 

complete details see your Stancor distributor or 
write direct for a descriptive bulletin. 


Amateur net price of ST-202-A Complete 
Transmitter Kit, less accessories. . . . $O980 


Ww 


=| TIVTUOOTVTEUITLTECTEUUVECTUL ULE LULL. UULUL CULL CULL... Lc 


STANCOR QUALITY ER SEORNE 


The amateurs’ acceptance of Stan- 
cor transformers results from the 
consistent maintenance of high 
standards of engineering, quality 
materials and precision manufac- 
turing. Be familiar with 
our complete line of 
transformers and reac- 
tors by having aStancor 
catalog for reference. 


CTUCUTUUUTTUUTTHTRATCEUUUA UL LULE CEU LD 


HULILUAUUUUUULURUUUAUUUUIURORULUULOLUIUI.UUU CULO 


SEE YOUR STANCOR DISTRIBUTOR OR WRITE 
DIRECT FOR A COMPLETE CATALOG 


STANDARD TRANSFORMER CORPORATION \Qy 


ELSTON, KEDZIE AND ADDISON CHICAGO 18, ILLINOIS 


RL EEG SES SE ENT 
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$1T-202-A 
“[nansmetten 


Rel 


featuring... 


@ 100-125 WATTS INPUT TO 
FINAL AMPLIFIER. 


@COVERS ALL AMATEUR 
BANDS BETWEEN 3.5 AND 
30 MCS. 


@ THREE STAGE R. F. CIRCUIT. 


@ BAND SWITCHING OF EX- 
CITER STAGES. 


@ ONLY TWO TUNING CON- 
TROLS (EXCITER AND AM- 
PLIFIER). 


@ SELECTION OF SIX CRYSTAL 
POSITIONS. 


@ ADJUSTABLE LINK OUTPUT 
CIRCUIT. 


@ TWO SEPARATE POWER SUP- 
PLIES INCLUDED. 


@ EASE OF CONSTRUCTION 
(CABLED WIRING HARNESS 
SUPPLIED). 


@SMALL SIZE—APPROXI- 
MATELY 14” x 13” x 9”. 


@ PROVISIONS FOR USE WITH 
AM OR FM MODULATOR, 


@ PRICED RIGHT. 


fe 


Make DXing easier, 
extracting the QSLs, 
simpler. CQ DX, the 
HANDBOOK for the 
DX man, is available from 
your local amateur radio 
supply house. Order 


your copy now. Price 
50 cents. 


An indispensable operating aid, COTDxX 
is a comprehensive HANDBOOK pro- 
fusely illustrated with full page charts and 
maps, containing over 15 chapters covering 
the following basic subjects: The Tech- 


nique of Working DX—DX Predictions— 
QSL Cards—QSL Bureaus of the World— 
International Letter Postage and Airmail 
Rates—Standard Time Tick and Frequency 
Services—Worked All Zones DX System— 
World Zone Boundaries Defined—The 
United States—International Time—World 
Country Lists cross-indexed three different 
ways—lInternational Amateur Codes—Use- 
ful Information for the DXers—etc. 


by 


342 Madison Av., New York 17,N. ¥. 


004 


y 


The Radio Amateurs’ Journal 
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More Articles 

¢Topnotch Authors 
Bigger Departments 
Special Inserts 
Flat Mailing 


Published by RADIO MAGAZINES, INC. Subscription $2.50 a year 


Subscription Prices 


TQeissuesssas ck $2.50 


94 issues 6... 2... 4.00 
In U. S. A. & Possessions 
and Canada. 
Elsewhere $3.50 for I yr. 
$6.00 for 2 yrs. 

No subs. accepted for more 
than 2 years. 


exceeds the supply. Be sure of 


getting your copy every month by 


subscribing now. Use the coupon 


Special reduced rates for 
Ham" Clubs sent on request. 


CQ is sold by leading “‘Ham" ; 
Dealers and on better news 
stands for 35c per copy. 


below. Attach your check or money 


order. Don’t send cash by mail! 


= — — — — — — — — TEAR OUT—MAIL TODAY = = = 


| The demand for copies of “CQ” 
I 
I 
I 
I 
l 
l 
I 
| 


CQ-RADIO MAGAZINES, INC. Oe che eee 
342 MADISON AVE., NEW YORK 17, N. Y. : i 
Sirs: Here is my [] check (or [] money order) for $........-.-eeeeees Send me.......+---- issues of CQ. | 
12 issues $2.50—24 issues $4. (Foreign subscriptions are $1.00 higher per year.) | 
Please indicate: L] NEW [] RENEWAL 
Grbsecri Dar eePcinte (Print carerully,) etn crac iota cicta eave os ne tio ld) are! e! sig so wis'w.o'e 6 S 0-03] e elie sieisieje aesie t's 6.9 016.45 vine 80,000) e'R0ie o¢ 
NAG eSsi ea eet Rete cal Po OE est Mela ra icra olleloiciersister stele e's e ravers sie sole ai ejsiece 9g Se $9) 97a 8 cuskeite ini | 
A Beco tas SEP Gr sent 9 aS rn te a Eee Shale sora Re tat ng Ca eae ete a ea ad Zoneics ts eae wae: I 
— 
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CONTAINS 


over 1000 pages! 
Electronic Devices 
Antennas 
Photoelectric Units 
Test Equipment 
Recording Devices 
Switches, Plugs 
Coils, Relays 
Transmitting & 

Receiving Tubé$ 
Transmitters 
P.A. Equipment 
Transformers 
Controls, Condensers 
Insulators 
and many thousands of 
other items 


RADIO’S MASTER fells you: 


what 


the product does, its specifica 
tions, comparable and com- 
peting items... Thousands of 
illustrations .. . Data covers 
90% of all products in the in- 
dustry, each item indexed and 
cross indexed. 


Whe 


makes it. Directory of manu- 
facturers alphabetically listed, 
with page numbers for instant 
reference, 


You'll find it FASTER in RADIO'S MASTER 
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Hou much 


Prices on thousands of items, 
all clearly catalogued for easy 
buying. 


Wher 


you can get it. Your nearest 
sources that can supply your 
radio and electronic require- 
ments. Saves time... Elimi- 


mates bulky files. 


$550 


$6.00 ‘outside of U.S.A. 


SEND Pian Tore Pe ee 


S 


LY 


Y 


fd al) See 
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LE Qene +, 


.--JUST OUT! 


The only comprehensive book 
for the beginner! 


YOU need no other book to get your license and get 
on the air. Ideal for those just getting started, or 
getting interested, in amateur radio. 


ABSOLUTELY COMPLETE 


® How-to-build simple equipment for a complete station on 
all newcomer hands. © 


O perating instructions. 
Simple theory. 


Complete section of study questions, including those 
needed to pass the license exams. 


U. S. A, Amateur radio. regulations. Written by those 
masters of making-it-plain, the editors of the ‘‘Radio 
Handbook?’ and the prewar ‘‘Radio.’’ 


$1.00 at your dealer 
or $1.10 postpaid from us 


SA 


anv was wae ANTENNA MANUAL 


The most comprehensive antenna book yet pub- 
lished, with all the old tried-and-true standards, 
and many a new one. 


Among the new, “hot” antennas described in this book are: 

M The BOBTAIL CURTAIN and the VERTICAL TRIAD, 
a couple of dx-dandies for 75 and 40. 

ww The OCTAPUSH, a single array for 40, 20, and 10! 

M The X-CURTAIN,. an improved “Lazy-H.” 


The ELECTROTATOR, an electrically rotated broadside 
curtain. : 


WRITTEN BY W. W. SMITH, W6BCX, Editor of the pre- 
war “Radio” and “Radio Handbook”. Many of you know him 
as the developer or first popularizer of the Lazy-H array, 
the Plumber’s Delight three-element rotary, the Bi-Square 
array, the link--coupled universal antenna ceupler, and vari- 
~ ous other little gems which after many years are still help- 


ing hams snag dx, save money, avoid pink tickets for har- 
monics, and otherwise keep them contented. 


The ANTENNA MANUAL has the same happy combination 
of practical how-to-build-it data and simple underlying ex- 
planations that make the “Radio Handbook” one of the 
largest-selling radio texts in existence. 


“Sugar-coated” radiation, propagation, antenna, and trans- 
mission line theory help you understand what’s going on. 


Comprehensive practical data (including dimension: of 
course) on all the more popular antennas—and on scme 
brand-new ones which have never before appeared in print, 
but about which you are going to hear a lot on the air in the 
near future. 


A general antenna text, not exclusively for ths ham. Antenna techniques and 
propaganda data are given for all frequencies between 16 ke. and 1000 Mce., 
regardless of application. 


Tentative price, $3.00, durably clothbound. 


Reserve your copy now from your favorite dcvler, or direct from us; please add 10e 
to U.S.A. mail orders; foreign, 25c. 


THE WORLD’S 
COMPLETE--In Twelve Languages 


So extensive is the sale of this book, and so 
thorough is the coverage of tubes made in all 
nations, that this book is published in twelve 
languages! 


ee 


RADIOLAMPEN 


VADE MECUM 


elie 2 @ U.S. 
Shes | oe ® BRITISH 
: Ble @ FRENCH 
ecole @ CZECH 
Cay ® SWISS 


> 


> GET YOUR COPY NOW AT YOUR FA- 
VORITE DEALER’S, or direct by ma'l from 


us, at $3.00. Please add 10c to U.S.A. mail said. “Heve at last is the readin tibe handbook 
orders; foreign 20c. radio engineers have dreamed o. ... in many 
(Customers outside the Americas should send orders or in- carefully prepared tables and charts.” ‘“‘Probably 


guirics on this book to P. H. Brans, Ltd., 28 Prins Leopold 
St., Borgerhout, Antwerp, Belgium. Price, 135 Belgian 
francs per copy.) 


RADIO TUBES 


(‘Radio Tube Vade Mecum”) 
More than 10,000 tubes listed! 
New 71948” Seventh Edition 


NOW READY 
The Only Book of Its Kind in the World—and 


one of the world’s largest-selling radio books. 


CHARACTERISTIC TUBE DATA OF 


® SCANDINAVIAN 


and all other available types. 


More listings than, ever before ® New, larger page 
size © Better paper and appearance 


Of the previous, smal'er edition, Electronics 


the most complete and authcritative set of tube- 
data in ex.s.ence,’’ said Radio Craft. 


@ AUSTRALIAN 
® GERMAN 

@ ITALIAN 

@ RUSSIAN 

@® JAPANESE 


IF YOU DON’T LIVE NEAR OR DEAL REGULARLY WITH ONE OF OUR DEALERS, YOU MAY ORDER DIRECT FROM US BY MAIL. 
(DEALERS: ''technical’’ discounts allowed on these books when purchased by the radio, book, and news trades in quantities for resale.) 


1300 KENWOOD ROAD 


Santa Basbara. CALIFOMRLA 


BOOKS ON RADIO AND ALLIED SUBJECTS 


(Continued from page 5) 


UNDERSTANDING MICROWAVES, by Y. J. Young. 
The title explains the purpose of this book, one 
of the most understandable which we have seen 
among those which explore microwaves with rea- 
sonable thoroughness; well illustrated, with a min- 
imum of mathematics. 385 pages. 

Book No. YU40 $6.00* 


OPERATING PRACTICE— 
Commercial and Aeronautical 


RADIO OPERATING QUESTIONS AND ANSWERS, 
by A. R. Nilson and J. L. Hornung. A practical 
study guide of the question-and-answer type useful 
for preparing for any of the radiotelegraph, radio- 
telephone, or amateur operator license examina- 
tions. 415 pages. Book No. NQ10 $3.50* 


PRACTICAL RADIO COMMUNICATION, by A. R. 
Nilson and J. L. Hornung. A complete radio 
manual covering subjects of interest particularly 
to the commercial radio operator. Topics include 
basic electricity; transmitters, receivers, and asso- 
ciated apparatus; and operating instructions. FM 
and ultra-high frequencies are included in this 
new edition. May be mastered by the average 
high school or trade school student. 927 pages. 

Book No. NCI0O $6.50* 


RADIO CODE MANUAL, by A. R. Nilson. — This 
book gives 20 lessons on sending and receiving 
radio code signals, and messages. It contains 
selected practice material for use with code prac- 
tice sets (construction of which is described) and 
gives a resumé of rules and regulations governing 
radio operators. 174 .pages. 

Book No. NCII $2.75* 


HOW TO PASS RADIO LICENSE EXAMINATIONS, 
by E. Drew. A well illustrated and long- used 
BS EeBGn and answer manual for the coaching of 
candidates for the commercial radiotelegraph 


and radiotelephone operator license examinations. 
320 pages. Book No. DH20 $3.25* 


THE RADIO MANUAL, by G. E. Sterling. A com- 
prehensive and practical handbook written espe- 
cially for commercial and broadcast operation. 
Covers not only principles and methods but also 
a wide variety of apparatus. 1120 pages. 

; Book No. SM30 $6.50* 


RADIO SERVICING 


PRINCIPLES AND PRACTICE OF RADIO SERVIC- 
ING, by H. J. Hicks. Explains operating prin- 
ciples of radio circuits and service test equip- 
ment, and outlines methods of shooting trouble 
in radio receivers and making repairs. A good 
book for the radio man anticipating entry into 
his own repair business. 391 pages. 

HS10 $4.00* 


Book No. 

RADIO SERVICE TRADE KINKS, by L. S. Simon. A 
manual for radio service men, quick reference to 
common radio ailments and their correction. The 
direct method of presenting the trouble and the 
remedy, makes this a valuable book for those who 
repair radios on a practical commercial basis. 
254 pages. Book No. SKIO $3.50* 


CATHODE RAY PATTERNS, by Merwyn Bly. Cathode 
ray patterns for technicians who need the draw- 
ings quickly. A ''sketch-and-caption'’ summary 
of cathode ray pattern types encountered in Jab- 
oratory and test bench work. Contains over 100 
charts of common occurrence, and a minimum of 
text matter. 39 pages Book No. BP20 $1.75* 


STARTING AND OPERATING A PROFITABLE RA- 
DIO BUSINESS, Coyne. Down-to-earth facts on 
what to do and what not to do to run a profitable 


full time or part time shop of your own. Ideas 
that mean money to you. 180 pages. 
Book No..CB80 $1.75* 


MODERN RADIO SERVICING, by A. A. Ghirardi. 
A complete radio servicing reference library in 
one volume. It is designed particularly for those 
who wish to enter radio service work, but it is 
also used by those already in such work to add 
to their fundamental knowledge and to bring 
their methods up to date. Also includes hints on 
sales and merchandising methods. 1300 pages. 

Book No. GS60 $5.00* 


RADIO TROUBLESHOOTER'S HANDBOOK, by A. 
A. Ghirardi. A time saying data handbook con- 
taining tabulated service data of all kinds; con- 
tains symptoms and remedies for common troubles 
in more than 4800 receivers and record changers; 
ignition-service interference data for more than 
80 cars; comprehensive tube charts, resistors and 
condenser tables: color codes, trade directories, 
etc. 744 pages. Book No. GT60 $5.00* 


BOOKS by JOHN F. RIDER: 
AUTOMATIC RECORD CHANGERS AND RECORD- 
ERS. 744 pages. Book No. RC40 $9.00* 


WACUUM TUBE VOLTMETERS. 180 pages. 
Book No. RV40 $2.50* 


SERVICING BY SIGNAL TRACING. Covers thor- 
oughly the only method of locating difficulties 
applicable to all types of electrical communica- 
tions systems, both of audio and radio frequen- 
cies. 360 pages. Book No. RT40 $4.00* 


FREQUENCY MODULATION. A general discussion 


with special attention to f.m. receiver and main- 


tenance problems. 136 pages. 
Book No. RF40 $2.00* 
THE METER AT WORK. 152 pages. 
Book No. RM40 $2.00* 
THE OSCILLATOR AT WORK. 256 pages. 
Book No. RO40 $2.50* 


THE CATHODE RAY TUBE AT WORK. The leading 
practical work on the many common service and 
other applications of the c.r. tube in oscillo- 
graphs. 388 pages. Book No. RC4I $4.00* 


INSIDE THE VACUUM TUBE. 407 pages. 
Book No. RV4I $4.50* 


SERVICING SUPERHETERODYNES. 307 pages. 
Book No. RS40 $2.00* 


AUTOMATIC FREQUENCY CONTROL SYSTEMS. 
144 pages. Book No. RC42 $1.75* 


SERVICING RECEIVERS BY MEANS OF RESIST- 
ANCE MEASUREMENT. 203 pages. 
Book No. RM4I $2.00* 


D. C. VOLTAGE DISTRIBUTION IN RADIO. RE- 
CEIVERS. 96 pages. Book No. RD40 $1.25* 


ALTERNATING CURRENTS IN RADIO RECEIVERS. 
96 pages. Book No. RA40 $1.25* 


RESONANCE AND ALIGNMENT. 96 pages. 
Book No. RR40 $1.25* 


AUTOMATIC VOLUME CONTROL. 96 pages. 
Book No. RV42 $1.25* 


F. M. AND TELEVISION 


PRINCIPLES OF TELEVISION ENGINEERING, by 
D.G. Fink. Designed to give the reader informa- 
tion on the fundamental processes of television 
reception and transmission; and to supply design 
data and descriptions of modern equipment. It 
covers the television system completely from 
camera in the studio to viewing screen at the 
receiver. 541 pages. Book No. FTIO $5.50* 


F.M. SIMPLIFIED, by M. S. Kiver. Construction, op- 
eration, installation, servicing of F.M. transmit- 
ters and receivers. A practical, simplified text. 

Book No. KF30 $6.00* 


FREQUENCY MODULATION, by August Hund. A 
textbook of FM engineering. Compares amplitude, 
phase, and frequency modulation and covers FM 
transmitters, receivers, and antennas. 375 pages. 

Book No. HMIO $4.50* 


TELEVISION, by VY. K. Zworykin and G. A. Morton. 
A complete treatise on electron optics and tele- 


vision transmission and reception, interspersed 
with occasional mathematics including calculus. 
646 pages. Book No. ZT2! $7.00* 


TELEVISION SIMPLIFIED, by Milton S. Kiver. A 
simplified explanation of modernized television, 
especially as it pertains to the operation and main- 
tenance of television receivers. A ''simple lan- 
guage'' text readily understood by those with 
fair radio knowledge. 432 pages. 

Book No. KT30 $6.00* 


RADAR 


PRINCIPLES OF RADAR, by M.I.T. Staff. The rec- 
ognized authority on radar. This complicated sub- 
ject is presented in an unusually lucid manner: 
much of the information is practical: explana- 
tions are not excessively mathematical: 887 pages. 

Book No. MRIO $5.00* 


RADAR SYSTEMS ENGINEERING, by L. N. Ridenour 
(Editor). First of the 28-volume M.|.T. series from 
M.1.T. Radiation Lab. A general treatise and 
reference on the design of radar systems, espe- 
cially microwave pulse radar. Detailed discus- 


sions of important components and ancillary tech- 
niques. 748 pages. Book No. REIO $7.50* 


RADAR ENGINEERING, by D. G. Fink. A practical 
handbook to acquaint radio engineers with the 
new techniques used in radio detecting and 


ranging. Theory and practice; various systems; 
technical detail of design. 644 pages. 
Book No. FRIO $7.00* 


HANDBOOKS AND REFERENCE 
DATA 


RADIO ENGINEERING HANDBOOK, by Keith Hen- 
ney and Others. An extensive reference book 
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prepared by 28 specialists. Contains abundant 
explanatory material, diagrams, formulas, and ta- 
bles in each branch of the radio field. 945 pages. 

Book No. HHI0O $6.00* 


RADIO ENGINEER'S HANDBOOK, by F. E. Terman. 
The wealth of technical data contained in this 
handbook makes it indispensable as a complete 
reference work on radio and electronics. Charts, 
tables, circuit diagrams, and concise text mate- 
rial simplify the solution of complex, as well as 
simple problems. 1019 pages. 

Book No. THI0 $7.00* 


RADIOTRON DESIGNER'S HANDBOOK. This book 
by the Australian Radiotron people contains more 
useful handbook-type information in its 352 pages 
than any U.S.A. radio book. Tabular and mathe- 
matical data are accompanied by more explana- 
tory data than is customary in such books. Thir- 
teen chapters on a.f., 8 on r.f., and several on 
rectification, receivers, tests and measurements, 
tube characteristics, general theory, and miscel- 
laneous.. 352 pages. Book No. RD80, $1.25* 


REFERENCE DATA FOR RADIO ENGINEERS. This 
book by the ''Federal Radio'' people is less com-- 
prehensive than some of the other books listed in 
this section but it contains the information most 
often needed by radio engineers in concise and 
inexpensive form. Book No. FD80 $2.00* 


STANDARD HANDBOOK FOR. ELECTRICAL EN- 
GINEERS, by A. E. Knowlton and a staff of spe- 
cialists. This 2303-page volume is the leading 
reference work for electrical engineers. Prepared 
by a staff of over 100 specialists, it contains 26 
sections covering every phase of electrical engi- 
neering from units and conversion factors to elec- 
trophysics. 2303 pages. Book No. KHI0 $9.00* 


ELECTRICAL ENGINEER'S HANDBOOK (Commu- 
nications & Electronics Volume), by Harold Pen- 
der and Staff. This is a complete and well organ- 
ized collection of engineering and mathematical 


data for communications and electronic engi- 
neers. Numerous tables, charts, circuits and il- 
lustrations. 1022 pages. Book No. PH20 $6.00* 


ELECTRICAL AND RADIO DICTIONARY, Coyne. 
Vest pocket data book, over 3300 electrical, radio, 
radar and atomic energy terms, 3” x 6” vest 
pocket size, leatherette binding. 300 pages. 

Book No. CD80 $1.00* 


ELECTRICIAN'S HANDBOOK, Coyne. Latest elec- 
trical rules, codes, methods—shop hints—short- 
cuts. This book is a ''must'' for the practical 
electrician, saves time and guesswork on wiring, 
motors, power plants, batteries, illumination, 
packed with facts. 400 pages. 

Book No. CH80, $2.75* 


ELECTRONICS DICTIONARY, by N. M. Cooke and 
John Markus. A well illustrated cyclopedia of 
more than 6,000 radio and electronic terms from 
A to zone police station. The definitions are as 
brief as practicable without sacrifice of accuracy, 
completeness’ and clarity. Lists latest terms. 433 


pages. Book No. CD10 $5.00* 
MISCELLANEOUS 
MEASUREMENTS IN RADIO ENGINEERING, by 


F. E. Terman. This book explains completely the 
accepted methods of making all types of radio 
tests and measurements. Its scope is wide and its 
treatment of the subject thorough, and it makes 
liberal use of circuit diagrams, charts and other 
illustrations. 400 pages. Book No. TMIO $4.50* 


LABORATORY MANUAL AND RADIO FUNDAMEN- 
TAL PRINCIPLES AND PRACTICES, by Almstead, - 
Davis and Stone. Carefully selected and well- 
planned experiments for a high school course in 
fundamentals of radio. Fundamental Principles 
and Practices in Radio. Follows the New York 
State Syllabus (also prepared by the author). 

Book No. AMIO, $1.00* 


CUSTOM BUILDING SERVICE 


@ Our laboratory staff is prepared to cus- 
tom-build a limited amount of equipment 
for those who do not haye the time or in- 
clination to build their own. 

Equipment shown in this book can be 
duplicated at minimum cost, or if pre- 
ferred we'll design and build to meet your 
requirements at a moderate extra charge 
(Note: 


for engineering and design service. 
we have no facilities for quantity produc- 
tion). 


LABORATORY MODELS 
FOR SALE 


@ The laboratory model of many of the 
units shown in this book is for sale at a 
reasonable price. Write promptly regard- 
ing those in which you are interested. 
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